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March  27,  1916. 


Report  of  the  Senate  Ck>mmittee  on  Civil  Service 

in  Relation  to  the  Standardization  of  the 

Public  Employments  of  the  State 


STATE  OF  NEW  YORK 

Albany,  March  27,  1916. 

To  the  Honorable,  the  President  of  the  Senate: 

Sib. —  The  Senate  Committee  on  Civil  Service  has  the  honor 

to  submit  in  accordance  with  the  provisions  of  resolution  of  April 

9,  1915,   its  first  report  to  the  Legislature  in  relation  to  the 

standardisation  of  the  public  employments  of  the  State  of  New 

York. 

Very  respectfully  yours, 

Clinton  T.  Horton, 

Chairman, 
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PABT  I. 

INTRODUCTION    WITH    SUMMARY    OF    FINDINGS 

AND   RECOMMENDATIONS. 


I.    CHASACTBSIZATION    OF    PRX8ENT    EHPLOYM£NT    CONDITIONS, 

WITH  SUMUASY  OF  FINDINGS 

The  inveetigations  and  findings  of  the  Senate  Committee  on 
Civil  Service  furnish  convincing  evidence  that  the  business 
of  the  State  is  transacted  with  a  considerable  amount  of 
waste.  The  Committee  estimated  in  its  preliminary  report  of 
April  9th,  1915,  that  the  payroll  cost  could  be  reduced  by  at 
least  two  million  dollars  through  proper  reorganization  of 
methods  and  simplification  of  work,  of  which  five  hundred  thou- 
sand dollare  could  be  immediately  effected.  The  Committee, 
after  exhaustive  investigation,  finds  that  this  estimate  was  con- 
aervatiTe. 

Many  factors  contribute  to  the  waste  or  inefficiency  in  the 
State  government  to-day.  One  of  the  most  important  factors  is 
the  present  system  of  civil  service  conti-ol  and  the  deadening 
spirit  which  underlies  it.  In  no  department  of  the  State  gov- 
ernment do  employment  conditions  approach  the  standards 
adopted  by  private  practice,  although  there  are  many  instances  of 
hi^ly  competent  and  thoroughly  trained  officials  and  employes 
rendering  much  more  service  to  the  State  than  could  be  required 
of  them. 

The  most  important  results  of  or  defects  in  the  present  system 
of  civil  service  control  revealed  by  the  Committee's  investigation 
may  be  summarized  under  the  following  headings,  which  will  be 
more  fully  developed  in  the  body  of  this  report: 

1.  Invsnlarity  in  Rates  of  Pay  —  With  Large  Amount  of  Overpayment. 

t.  UvltipUdty  of  Fictitious  and  Unnecessary  Titles  — With  Resultant 
Confnsion  of  Work,  Friction  Between  Employes,  and  Administrative  Diffi- 
cnlties  in  Assigning  and  Controlling  the  Personnel. 

8.  Inadequate  and  Inequitable  System  of  Advancement  and  Promotion. 

4.  Unneoesaary  Duplication  of  Work  —  Prevalence  of  Useless  Positions. 

0.  LadE  of  Proper  Qualifications  and  Preliminary  Training  of  Employes. 

[xiii] 
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6.  Exempt  Positions  —  Need  for  More  Permanence  of  Tenure  in  Im- 
portant Posts. 

7.  Lack  of  Standards  to  Control  Output  of  Employes. 

8.  Lack  of  Esprit  de  Corps  —  Deadening  Influence  of  Service  Under 
Present  Conditions. 

9.  Present  System  of  Civil  Service  ControL 

1.  Irregularity  in  Raieg  of  Pay  —  with  Large  Amavnt  of  Over- 
paymeni} 

The  extent  of  overpayment,  by  which  is  meant  the  amount  of 
excess  of  the  present  rates  over  maximum  rates  recommended  for 
the  standards  of  work  involved,  aggregates  $380,082,^  which  may 
be  distributed,  by  services,  as  follows :  ® 

Clerical $195,585 

Professional  and  Scientific 81,184 

Inspectional 34,664 

Investigational   and   Examining 36,456 

Other  Services    32,243 


The  amount  of  underpayment,  by  which  is  meant  the  difference 
between  present  rates  and  minimum  rates  recommended  for  the 
standard  of 'work  involved,  aggregates  $83,050,  which  may  be 
distributed,  by  services,  as  follows:* 

Clerical $19,976 

Professional  and  Scientific 40,687 

Inspectional 5,620 

Investigational  and  Examining 5,226 

Other  Services 11,541 


1  The  figures  shown  under  this  caption  do  not  include  the  overpayments  or 
underpayments  in  the  Public  Service  CommisBion,  First  District,  the  State 
institutions,  courts,  normal  schools,  agricultural  colleges  and  small  commis- 
sions, the  total  annual  payroll  cost  of  which  approximates  $11,500,000.  The 
courts,  normal  schools  and  colleges  were  not  included  within  the  scope  of  the 
Committee's  investigation ;  the  investigative  work  for  the  other  units  has  not 
been  completed. 

2  This  item  of  $380,082  is  in  excess  of  the  rates  of  the  flprades  in  which  the 
reclassified  employes  fall.  Many  of  the  present  envployes,  however,  because  of 
tlie  limited  duration  of  their  service,  would  not,  under  the  proposed  schedules, 
be  entitled  to  these  maximum  rates.  It  is  estimated  that  a  strict  application 
of  the  proposed  standards,  according  to  service,  would  show  approximately 
$525,000  overpayment. 

3  See  Part  iV  for  comparative  analysis  of  the  present  and  proposed  classi- 
fication, showing  overpayment  and  underpayment.  See  page  xxxix  for  a 
statement  of  the  Committee's  policy  with  reapect  to  overpayment. 
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This  irr^ularity  of  compensation,  which  in  itself  would  tend 
to  disrupt  any  private  or  public  entei'prise,  is  the  result  of  many 
years  of  comparative  indifference  to  principles  of  sound  business 
and  fair  dealing,  particularly  in  the  two  following  respects : 

First. —  Practice  of  making  appointments  to  the  same  line 
and  grade  of  work  at  widely  different  rates  (the  appointees 
being  recruited  generally  from  the  same  eligible  lists,  whore 
the  positions  are  competitive). 

Second. —  Practice  of  advancing  and  promoting  employes 
without  proper  reference  to  relative  merit,  seniority  of  ser- 
vice or  change  of  duties. 

The  effect  of  the  second  practice  in  producing  not  only  irregu- 
larities in  rates  of  pay,  but  also  a  general  condition  of  overpay- 
ment, is  particularly  marked. 

The  average  salary  of  all  State  employes  in  the  administrative 
departments  (all  offices  and  functions  represented)  on  January  1, 
1911,  was  $1473.* 

The  average  salary  of  all  State  employes  in  these  departments 
on  January  1,  1915,  was  $1848.^ 

This  represents  an  increase  in  the  average  salary  of  all  employes 
of  $375,  or  25  per  cent,  of  the  original  cost. 

In  this  connection  the  experience  of  the  city  of  Chicago,  some- 
what similar  in  the  size  of  its  organization  and  in  the  variety  of 
its  functions,  is  significant.  From  1911  to  1915  the  average 
salary  rate  of  all  employes  in  its  departments  has  fluctuated  but 
little,  the  net  average  rate  remaining  about  the  same.  In  two 
large  services  —  Clerical  and  Supervising  —  the  average  rate 
decreased  $38  and  $72  respectively ;  in  three  services  —  Medical, 
Engineering  and  Inspectional  —  the  average  rate  increased  $48, 
$38  and  $72  respectively.  In  one  service  —  the  Library  Service 
which  is  very  small  —  the  rate  increased  $228  (from  $678  to  $906 
per  annum). 

During  this  period  Chicago  was  administered  under  a  definite 
plan  of  salary  control.  However,  the  marked  and  abnormal 
increase  in  the  average  payroll  cost  of  'New  York  State  employes 
during  this  period  of  four  years  will  find  few,  if  any,  parallels  in 
public  or  private  practice. 

1  Thii  includes  4,498  poBitions  carrying  a  total  expenditure  of  $6,626,678.90. 
>  This  includes  6,364  positions  carrying  a  total  expenditure  of  $11,764,267.55. 
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2.  Multiplicity  of  Fictitious  cmd  Unnecessary  Titles  —  with  Re- 
sultant Confusion  of  Work,  Friction  between  Employes,  and 
Administrative  Difficulties  in  Assigning  and  Controlling  the 
Personnel, 

According  to  standards  developed  after  investigation  and  sub- 
mitted as  part  of  this  report,  there  are  approximately  9^48  fictitious 
or  unnecessary  titles  in  the  State  service  to-day.  These  irregular 
titles  may  be  grouped  according  to  the  general  class  of  work  per- 
formed thereunder  as  follows:*  Fictitious    Unnecessary 

and  or  Non- 

Clerical  Misleading,    descriptive. 

Clerk  (Miscellaneous) 174  91 

Stenographer  and  Typist 41  12 

Bookkeeper 19  5 

Private  Secretary'    3  1 

Other 14  6 

Professional  and  Scientific 201  53 

Inspectional 43  17 

Investigational  and  Examining 31  18 

Other  Services 160  54 

Titles  are  now  used  to  designate  employments  for  the  purpose 
of  civil  service  and  budget  control.  A  title,  as  construed  by 
law,  indicates  not  only  the  relative  rank  and  importance  of  an 
employe's  status,  but  also  the  scope  of  his  employment  and  con- 
stitutes the  restrictions  or  limitations  beyond  which  he  may 
refuse  to  work.  An  improper  title,  because  of  its  legal  as  well 
as  its  institutional  significance,  almost  invariably  spells  waste. 

The  following  cases  illustrate  the  type  of  misleading  and  fic- 
titious designations  which  are  to-day  prevalent  in  the  State  civil 
service. 

(a)  Laborer  at  $2  per  diem,  paid  for  366  days  in  the 
year,  representing  a  woman  who  is  engaged  in  "  sorting 
and  filing  mail  in  the  file  room,  etc."  (who  should  be  classi- 
fied as  a  junior  clerk  at  $540  to  $780  per  annum)  ;  curiously 
enough,  a  recent  request  for  an  increase  in  the  rate  of  this 
employe  was  computed  on  the  basis  of  866  days,  at  50  cents 
a  day; 

1  See  Part  V  for  oomparative  analysis  of  present  and  proposed  classification, 
showing  overpayment  and  underpayment  and  variety  or  titles. 
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(b)  Draftsman  at  $1,600  per  annum,  representing  an  em- 
ploye performing  routine  clerical  duties  (who  should  be  classi- 
fied as  derk  at  $840  to  $1,200  per  annum)  ; 

(c)  Assistant  engineer  at  $7  per  diem  (an  equivalent  of 
$2,100  per  annum)  representing  an  employe  performing  some- 
what specialized  clerical  work  (who  should  be  classified  as 
senior  clerk  at  $1,320  to  $1,800  per  annum)  ; 

(d)  Highway  inspector  at  $4.50  per  didm  (equivalent  to 
$1,400  per  annum)  engaged  in  simple  blue  printing  (who 
should  be  classified  as  a  laborer) ; 

(e)  Inspector  of  masonry  at  $5  per  diem  (equivalent  to 
$1,550  per  annum)  engaged  in  routine  testing  of  construc- 
tion material  (who  should  be  classified  as  a  junior  physicist 
at  $1,080  to  $1,320  per  annum)  ; 

(f)  Inspector  of  masonry  at  $5  per  diem,  performing 
routine  clerical  work  (who  should  be  classified  as  clerk  at 
$840  to  $1,200  per  annum)  ; 

(g)  Assistant  to  deputy  at  $2,700  per  annum,  engaged  in 
simple  routine  clerical  work  (who  should  be  classified  as 
clerk  at  $840  to  $1,200  per  annum). 

The  following  illustrations  summarize  the  result  of  this  loose- 
ness of  practice : 

Employes  performing  miscellaneous  (as  opposed  to  technical 
or  specialized)  clerical  work  of  a  standard  which  would  reason- 
ably warrant  compensation  of  from  $540  to  $780  per  annum, 
and  which  should  be  classified  under  one  standard  title,  are  now 
receiving  a  variety  of  salary  rates  from  $360  to  $1,500  per  an- 
num, under  30  different  titles,  some  of  which  are  as  misleading  as 
the  rates  of  compensation  are  unsound.^ 

Employes  performing  miscellaneous  clerical  work  of  the  next 
higher  grade  which  would  reasonably  warrant  an  annual  com- 
pensation of  from  $840  to  $1,200  per  annum,  and  which  should 
be  classified  under  one  standard  title,  are  now  receiving  a  variety 
of  salary  rates  from  $600  to  $2,700  per  annum,  under  98  titles.* 


I  See  Part  V  for  comparative  analysifi  of  present  and  proposed  classificntion, 
showing  overpayment  and  underpayment  and  variety  of  titles. 
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Employes  performing  miscellaneous  clerical  work  of  the  next 
higher  grade,  which  would  reasonably  warrant  a  compensation  of 
from  $1,320  to  $1,800  per  annum,  and  which  should  be  classified 
under  one  standard  title,  are  now  receiving  from  $1,080  to  $3,500 
per  annum,  under  83  distinct  titles/ 

These  irregularities  of  title,  while  striking,  typify  the  present 
practice.  Like  the  irregularities  of  compensation  they  reflect  a 
disregard  of  efficient  methods  of  administration  and,  having  con- 
tinued over  a  period  of  years,  have  resulted  in  an  accumulation  of 
obsolete  practices.  In  this  connection,  attention  should  be  called 
to  the  difficulties  and  disadvantages  under  which  department 
heads  often  work.  They  are  frequently  so  absorbed  with  large 
administrative  policies  of  their  departments  that  they  have  little 
or  no  time  to  consider  details  of  personnel  adjustment  They 
are  compelled  of  necessity  to  leave  many  of  these  problems  to 
subordinates  who,  in  turn,  have  grown  so  accustomed  to  estab- 
lished departmental  methods  and  traditions  that  they  seldom  in- 
itiate changes  to  meet  new  conditions  or  improve  departmental 
practice. 

3.  Inadequate    and   Inequitable   System   of   Advancement   and 
Promotion. 

The  failure  of  the  State  government  to  establish  a  sound  and 
equitable  system  of  advancements  and  promotions  has  produced 
conditions  unjust  to  the  employe  and  extremely  costly  to  the 
State.  Advancement  of  employes  has  been  influenced  in  no 
small  degree  by  accident  or  considerations  of  personal  preference. 
Too  little  premium  is  placed  upon  demonstrated  merit,  efficiency 
or  length  of  service.  Up  to  a  comparatively  recent  date  the  Civil 
Service  Conmiission  has  not  exercised  any  control  over  service 
records  or  ratings  and  the  departments,  with  one  or  two  excep- 
tions, have  done  nothing  to  introduce  this  important  factor  in  the 
regulation  of  the  personnel.  This  is  largely  due  to  the  fact  that 
the  present  law  does  not  require  the  keeping  of  such  i-ecords  or 
permit  the  Civil  Service  Commission  to  compel  it. 

1  See  Part  V  lor  comparative  analysis  of  present  and  proposed  classification, 
showing  overpayment  and  underpayment  and  variety  of  titles. 
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The  weakneeses  of  the  promotional  system  as  applied  to  posi- 
tions under  civil  service  control  are  exhibited  in  the  following: 

First —  Promotion  is  permitted  under  the  present  civil  service 
law  from  one  salary  grade  to  another  salary  grade  without 
change  of  duties.  Employes  in  specific  posts  have,  with  little  or 
no  increase  in  responsibility,  been  indiscriminately  advanced 
again  and  again. 

Second. —  Increases  in  salaries  have  been  given  without  refer- 
ence to  relative  merit  or  length  of  service. 

Third. —  Promotions  have  been  administered  within  restricted 
and  narrow  limits,  largely  owing  to  the  restrictions  of  the  present 
law.  This  has  resulted  in  undesirable  discrimination  against  the 
employes  of  departments  where  the  routine  and  low  salaried  posi- 
tions are  concentrated.  For  example,  the  average  rapidity  of  ad- 
vancements for  employes  recruited  from  the  same  or  similar  eli- 
gible lists,  with  similar  qualifications,  and  performing  the  same 
kind  of  work,  differs  so  widely  in  the  several  departments  that, 
whereas  the  employes  of  some  departments  are  advanced  with  un- 
due rapidity  and  without  adequate  preliminary  training,  those  of 
other  departmaits  receive  wholly  inadequate  recognition. 

The  following  examples,  typifying  the  irregularities  which  have 
resulted  from  the  loose  provisions  of  the  law  and  practice  relating 
to  the  competitive  promotional  system,  are  particularly  illum- 
inating: 

Case  Number  1. 

A  (age  39),  standing  5th  on  the  messenger  eligible  list, 
was  appointed  Messenger  at  $480,  and  in  a  period  of  eight  years 
was  advanced  to  $1,800,  his  promotions  having  been  as  follows: 

Appointed  December  1,  1904 $480 Messenger. 

Promoted  May  15,  1905 600 Messenger. 

Promoted  December  15,  1905 720 Clerk. 

Promoted  May  15,  1906 900 Clerk. 

Promoted  December  15,  1906 1,200 Clerk. 

Promoted  October  1,  1909 1.500 Clerk. 

Promoted  December  1,  1912 1,800 Clerk. 

A  is  now  performing  work  which  is  reasonably  worth  a  maxi- 
mum of  $1,200. 
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Cas^  Sumber  2. 

B  (age  53),  standing  12th  on  the  bookkeeper  eligible  list, 
was  appointed  Assistant  Bookkeeper  at  $720,  and  in  a  period 
of  three  years  was  advanced  to  $2,400,  his  promotions  having 
been  as  follows: 


Appointed  Aug.  10,  1910.. 

Promoted  Feb.  10,  1911.. 

Promoted  Aug.  10,  1911.. 

Promoted  Feb.  10,  1912 . . 

Promoted  Aug.  10,  1912 . . 

Promoted  Feb.  10,  1913.. 

Promoted  Aug.  10,  1913 . . 


$720. . . .  Assistant  Bookkeeper. 

900 ....  Assistant  Bookkeeper. 

1,200. . . .  Assistant  Bookkeeper. 

1,500 ....  Assistant  Bookkeeper. 

1,800 ....  Assistant  Bookkeeper. 

2,100 ....  Bookkeeper. 

2,400 ....  Bookkeeper. 


B  is  now  performing  work  which  is  reasonably  worth  a  maxi- 
mum of  $1,800. 

('ase  Number  8. 

C  (age  28),  standing  78th  on  the  messenger  eligible  list, 
was  appointed  Messenger  at  $480,  and  in  the  period  of  five 
years  was  advanced  to  $3,000,  his  promotions  having  been  as  fol- 
lows: 


Appointed,  March  11,  1910. 
Promoted,  Sept.  21,  1910. . . 
Promoted,  April  1,  1911. . .  . 
Promoted,  October  1,  1911 .  . 
Promoted,  April  1,  1912 ... 
Promoted,  October  1,  1912.  . 
Promoted,  April  1,  1913. . .  . 
Promoted,  October  1,  1913. . 
Promoted,  July  1,  1914.  ..  . 


$480  Messenger 
600  Clerk 

720  Clerk  and  Asst.  Deputy 
900  Clerk  and  Asst.  Deputy 
1,200  Clerk  and  Asst.  Deputy 
1,500  Clerk  and  Asst.  Deputy 
1,800  Clerk  and  Asst.  Deputy 
2,100  Clerk  and  Asst.  Deputy 
2,400  Clerk  and  Asst.  Deputy 


Promoted,  July  1,  1915 3,000  Clerk  and  Asst.  Deputy 

C  is  now  performing  work  which  is  reasonably  worth  a  maxi- 
mum of  $1,680. 

Case  Number  4. 

D  (age  31),  standing  26th  on  the  stenographer  eligible  list, 
was  appointed   Stenogi*apher   ^t  $600,    and   in   the  period   of 
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twelve  years  was  advanced  to  $2,700,  his  promotions  having  been 
as  follows : 

Appointed,  October  23,  1902 $600  Stenographer 

Promoted,  1904 720  Stenographer 

Transfer,  June  16,  1906 720  Stenographer 

Promoted,  December  16,  1906 900  Stenographer 

Promoted,  June  16,  1907 1,200  Stenographer 

Promoted,  December   15,   1907 1,500  Stenographer 

Promoted,  October  1,  1909 1,800  Stenographer 

Promoted,  October  1,  1911 2,100  Stenographer 

Promoted,  July  15,  1913 2,100  Asst.  Secy. 

Promoted,  October  1,  1913 2,400  Asst.  Secy. 

Promoted,  October  1,  1914 2,700  Asst.  Secy. 

Promoted,  December  1,  1915 2,700  Hearing  Sten. 

D  is  now  performing  work  which  is  reasonably  worth  a  maxi- 
mum of  $1,800. 

Perhaps  no  factor  has  done  as  much  to  lower  the  working  effi- 
ciency of  state  employes  as  the  haphazard  and  irregular  advance- 
ment and  promotion  system  which  has  given  too  little  recognition 
of  the  competent  and  too  much  protection  and  recognition  of  the 
incompetent.  The  present  Civil  Service  Commission  is  endeavor- 
ing to  correct  these  defects,  but  changes  in  tlie  law  are  necessary 
to  enable  it  to  accomplish  fully  the  desired  changes. 

4.  Unnecessary   Duplication  of   Work  —  Prevalence   of   Useless 
Positions, 

Antiquated  forms  of  organization,  duplication  of  work  and 
unbusinesslike  methods  are  closelv  related  to  the  unstandardized 
system  of  employment  control.  Duplication  of  effort  extends  in 
all  directions  —  within  a  single  bureau  or  office,  between  units 
of  a  single  department,  and  between  different  departments.  Func- 
tions which  should  logically  repose  in  one  department  are  car- 
ried on  by  another  department  or  distributed  over  several  units. 
So  marked  is  the  lost  motion,  and  so  extensive  the  duplication  of 
work  and  the  overlapping  of  duties  with  respect  to  similar  func- 
tions of  government  that  very  siibstantial  changes  effecting  con- 
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siderable  economiee  may  be  made  in  some  departments  without 
change  of  law  or  disturbance  or  retardation  of  the  State's  business.^ 

A  separate  line  of  investigation  was  conducted  by  the  Com- 
mittee during  the  standardization  inquiry  to  point  out  concretely 
the  immediate  and  ultimate  savings  which  could  be  made  through 
reorganization  and  simplification  of  methods.  The  results  of 
these  investigations  have  been  presented  in  detailed  critical  re- 
ports prepared  by  the  examining  staff.  These  reports  are  being 
made  the  subject  of  conferences  with  the  departments  affected. 

These  investigations  reflect  a  possible  saving  in  salaries  and 
wages  of  $500,635  which  can  be  obtained  through  immediate  force 
reduction,  i.  e.,  which  would  not  involve  a  radical  reorganization  or 
disturbance  of  the  present  procedure.  They  also  show  wherein 
further  savings  of  $1,474,879  in  addition,  exclusive  of  the  fore- 
going item,  can  be  obtained  through  a  more  fundamental  reorgan- 
ization of  the  departmental  machinery  and  work  process. 

The  Committee  is  convinced  that  the  working  out  of  these  sav- 
ings by  simplification  of  organization  and  methods  will  not  impair 
or  retard  departmental  activities,  but  will,  on  the  other  hand, 
make  for  a  positive  improvement  of  work  methods. 

5.   Lack  of  Proper  Qtudifications  and  Preliminary  Training  of 
Employes. 

Many  State  employes  engaged  in  routine  investigative,  iiispec- 
tional  and  clerical  work  are  unqualified  to  perform  properly  their 
regular  duties.  This  is  largely  due  to  a  lack  of  adequate  prelim- 
inary training.  Their  entrance  to  the  State  service  without  such 
training  is  explained  by  the  fact  that  some  of  them  were  subject 
to  no  examination  before  appointment  and  that  the  examination 
taken  by  others,  as  a  basis  for  appointment,  did  not  contain 
practical  tests  which  would  insure  ability  on  the  part  of  the  suc- 
cessful candidates  to  perform  the  specific  tasks  involved. 

At  the  present  time  the  State  is  employing  110  inspectors  who 
are  engaged  in  the  examination  and  inspection  of  employment  con- 
ditions in  factories  and  other  establishments  where  women  and 
(Jiildren  work  in  large  numbers.  Such  work  requires  not  only 
n  clear  understanding  of  an  intricate  code  of  labor  regulations 

1  For  the  Committee's  policy  with  respect  to  abolishment,  see  p.    xxxvii. 
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but  also  a  practical  knowledge  of  factory  conditions,  mecluuiicul 
equipment  and  industrial  hygiene. 

These  employes  have  been  recruited  through  competitive  ex- 
aminations held  since  1911.  Assurance  that  candidates  for  these 
positions  possess  the  requisite  qualifications  could  be  had  only  by 
exacting  definite  preliminary  experience  and  training  as  a  condi- 
tion for  entering  these  examinations. 

An  analysis  of  the  civil  service  records  of  these  110  factory 
inspectors  shows  that  only  54  were  engaged  in  work  which  would 
afiFord  familiarity  with  the  operation  of  machinery,  safety  devices, 
or  methods  of  building  construction.  Two  inspectors  had  been  in 
occupations  that  would  give  them  some  special  qualifications  for 
factorj'  inspection:  one  a  physician;  the  other  formerly  an 
agent  of  the  United  States  Department  of  Commerce  and  Labor. 

The  other  64,  or  almost  one-half  of  the  entire  number, 
had  apparently  no  experience  or  training  to  qualify  them  tx> 
meet  the  difficult  technical  problems  that  constantly  confront  a 
factory  inspector.  The  following  are  some  of  the  "  previous 
occupations  "  of  these  fifty-four : 

Clerks 13  Painters  and  paper  hangers  2 

Teachers 4  Merchants 2 

Stenographers 4  Letter-carriers 2 

Salesmen 8  Investigators 2 

and  one  in  each  of  the  following  occupations: 
Manager,  sewing  machine  agency. 
Accountant. 
Auditor. 
Lawyer. 

Correspondent   (in  foreign   language). 
Solderer. 
Shoemaker. 
Undertaker. 

Inspector  of  Public  Improvements. 
Pharmacist. 
Matron  of  a  jail. 

Manager  of  motion  picture  theatre. 
Collar  examiner. 
Sample,  shirt-waist  worker. 
Shoe-fitter. 
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One  was  **  unemployed  "  and  another  gave  his  occupation  before 
becoming  a  factory  inspector  as  "  none."  Three  stated  that  they 
had  previously  been  "  managers  "  but  did  not  state  what  they 
managed. 

The  present  Civil  Service  Commission  is  now  conducting 
another  examination  for  factory,  inspector,  and  is  requiring  of 
all  candidates  —  as  a  basis  of  admission  to  the  examination  —  at 
least  five  years  of  experience  in  factory  or  construction  work. 

6.    Exempt  Positions  —  Need  for  More  Permanence  of  Tenure 
in  Important  Posts. 

At  the  present  time  1,616  positions  within  the  so-called  classified 
service  of  the  State  administrative  departments  and  other  offices 
are  filled  without  examination  or  other  competitive  civil  service 
requirements.  They  are  termed  "exempt  positions."  Many  of 
these  are  positions  of  responsibility  requiring  such  technique  and 
training  that  the  highest  d^ree  of  efficiency  is  secured  only  where 
the  incumbents  have  had  appropriate  training  before  appoint- 
ment and  are  assured  permanence  of  tenure  after  appointment 
to  the  service.  Appointment  without  competition  does  not  neces- 
sarily prevent  the  selection  of  competent  employes.  It  has  in 
fact  in  many  instances  secured  well  qualified  persons  for  the 
State  service.  But  it  does  not  insure  the  selection  of  competent 
employes  and  almost  invariably  leads  to  retirement  by  reason  of 
change  of  administration  or  other  incident  before  the  best  results 
are  obtained.  This  is  responsible  for  needlessly  recurring  waste 
in  the  management  of  the  State's  business. 

The  Cwnmittee  recognizes  that  department  heads  and  other 
policy-determining  officials  must  have  deputies  and  confidential 
secretaries  in  complete  harmony  with  them  and  their  policies. 
Such  persons  cannot  be  selected  through  examination  or  other 
devices  which  restrict  the  responsible  official  in  making  a  per- 
sonal selection.  The  soundness  of  this  principle  has  been  recog- 
nized bv  the  constitution  and  statutes. 

The  Constitution  provides^  that  "  appointments  and  promotions 
*  *  *  shall  be  made  according  to  merit  and  fitness  to  be  ascer- 
tained, so  far  as  practicable,  by  examinations,  which,  so  far  as 


1  Art.  5,  Sec.  9. 
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practicable,  shall  be  competitiva"  The  present  classification  of 
the  State  service,  which  is  intended  to  enforce  this  constitutional 
requirement,  contains  many  inconsistencies.  The  same  positions, 
such  as  stenographer  and  chief  clerk,  are  differently  treated; 
being  exempt  from  competition  in  some  departments  and  subject 
to  competition  in  others.  A  proper  observance  of  the  constitu- 
tional and  statutory  provisions  requires  that  those  positions  for 
which  competition  is  admittedly  practicable  be  reclassified  and 
placed  in  the  "competitive"  class.  This  would  secure,  among 
other  things,  permanence  of  tenure  and  thus  improve  the  trans- 
action of  the  State's  business. 

7.  LcLck  of  Standards  to  Control  Ovijmt  of  Employes, 

The  administrative  heads  of  some  departments  have  taken 
steps  towards  regulating  the  output  and  efficiency  of  indi- 
vidual employes.  For  the  most  part,  however,  individual 
efficiency  has  not  been  properly  developed  through  systematic 
supervision  and  control.  It  is  found  that  officials  responsible  for 
the  work  of  a  division,  section  or  office  rely  too  much  on  in- 
definite impressions  as  to  whether  or  not  an  employe's  work 
is  satisfactory  and  do  very  little  to  develop  the  individual  work- 
men to  the  maximum  of  their  capacity.  The  Committee  believes 
that  the  individual  performance  of  employes  (especially  those 
in  the  clerical  and  inspectional  service)  does  not  exceed  66% 
per  cent  of  the  standards,  either  in  volume  or  quality  of  work, 
which  would  be  exacted  of  them  by  private  employers.  The  ex- 
perience of  the  Secretary  of  State  in  the  one  year  of  his  adminis- 
tration in  increasing  the  former  output  of  a  corps  of  fifteen  clerks 
and  stenographers  by  75  per  cent.,  with  a  higher  degree  of  accu- 
racy, through  the  installation  of  minimum  work  standards  reflects 
the  opportunity  for  saving  which  is  very  general. 

8.  La4ik  of  Esprit  de  Corps  —  Deadening  Influence  of  Service 

under  PreserU  Conditions. 

The  conditions  of  employment  control,  as  above  characterized, 
coupled  with  a  long  standing  disregard  of  and  lack  of 
sympathy  with  the  ideals  of  the  competitive  civil  service 
have  led   to  general   indifference  on   the  part   of  the   officials 


XXVI 


and  employees  to  the  claims  for  efficient  service.  This  indif- 
ference has  augmented  the  waste  and  inefficiency  which  inhere 
in  the  weakness  or  defects  of  the  macliinery  of  the  govern- 
ment on  the  one  hand,  and  the  lack  of  individual  equipment  and 
training  of  employes  on  the  other.  It  is  difficult  to  conceive  of 
a  more  important  task  confronting  the  Legislature,  the  respective 
executives,  and  in  turn  the  press  and  public  generally,  than  that 
of  inculcating  within  the  public  service  the  same  spirit  of  enter- 
prise and  individual  loyalty  which  has  placed  private  business 
on  an  economical  and  d£cient  basis.  The  regulations  and  customs 
governing  the  present  departmental  procedure  are  productive  of 
waste.  Until  these  conditions  are  changed,  the  Committee  believes 
that  satisfactory  results  will  not  be  obtained.  It  is  felt,  however, 
that  coincident  with  such  reorganization,  a  campaign  should  be 
organized  within  the  State  service,  as  well  as  without,  which 
through  discussion  and  instruction,  welfare  and  recreational  ac- 
tivities, would  develop  an  esprit  de  corps  resulting  in  an  insistent 
desire  on  the  part  of  each  civil  servant  to  give  adequate  return  for 
the  compensation  which  he  receives  from  the  State. 

9.   Present  System  of  Civil  Service  Control. 

The  history  of  civil  service  legislation  and  its  enforcement  in 
the  last  thirty  years  in  the  State  of  New  York  shows  how  far  the 
State  has  failed  to  realize  the  ideals  of  civil  service  administra- 
tion. During  this  period  continuous  pressure  from  the  outside 
to  confer  favors  has  operated  as  the  motive  for  establishing  many 
unnecessary  positions  and  creating  fictitious  or  excessive  salary 
rates.  To  counteract  this,  other  forces  have  sought  to  impose 
with  respect  to  the  several  branches  of  the  civil  service  restriction 
after  restriction  which  were  primarily  designed  to  prevent  mal- 
practice and  removals  rather  than  to  insure  effi.cient  service.  This 
has  led  to  an  accumulation  of  arbitrary  limitations  and  restric- 
tions in  the  civil  service  law  and  practice  which  has  made  ad- 
ministration irksome  to  the  competent  official,  has  furnished  ex- 
cuse for  failure  to  the  incompetent,  and  has  led  to  discrimination 
and  inequality  where  uniformity  of  treatment  is  imperative. 

Promotion  is  still  largely  secured  by  accident  or  personal 
preference.      Standards  governing  the  amoimt,  kind  or  quality 
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of  personal  service  to  be  rendered  by  State  employes  have  not  been 
established.  The  welfare  of  an  employe  after  he  has  obtained 
an  appointment  is  not  considered  from  the  viewpoint  of  intelligent 
public  service.  As  a  result,  an  utter  lack  of  what  might  be  termed 
esprit  de  corps  is  noticeable  in  the  State  government. 

The  State  of  New  York  needs  a  constructive  employment  pro- 
gram for  its  governmental  agencies  which  looks  toward  the  estab- 
lishment of  a  permanent  expert  personnel.  This  means  a  funda- 
mental reorganizatioA  of  the  present  practice.  The  outline  of  such 
reorganization  is  the  purpose  of  this  report. 
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II.     CONSTRUCTIVE  PROGRAM  —  SUMMARY  OF  RECOMMENDATIONS 

The  recommendations  and  findings  of  the  Senate  Conmiittee 
on  Civil  Service  may  be  grouped  under  the  following  headings : 

1.  Recommendations  as  to  the  Modification  of  the  Civil  Service  Law 
so  as  to  Include  Basic  Standards  Governing  Personal  Service: 

(a)  Content  and  Scope  of  Suggested  Code  of  '*  Specifications  of  Per- 
sonal Service." 

(b)  Approval  of  Proposed  Standards  by  OflScial  and  Non-offidal 
Agencies. 

(c)  Proposed  Regulations  Based  on  Work  Standards  to  Supersede 
Present  Arbitrary  Salary  Grades. 

(d)  Proposed  Regulations  to  Govern  Salary  Increments. 

(e)  Proposed  Regulations  to  Correct  Present  Arbitrary  Promotional 
Practice. 

(f)  Proposed  Standards  to  Effect  Definite  Savings  to  the  State. 

(g)  Proposed  Standards  to  Effect  Definite  Benefits  to  Employes, 
(h)  Proposed  Schedules  to  Supersede  Titles  and  Salary  Rates  of 

Statutory  Positions  Other  Than  the  Administrative  Posts. 

2.  Recommendations  as  to  the  Manner  and  Methods  of  Applying  Such 
Basic  Standards  to  the  Existing  Civil  Service. 

3.  Recommendations  as  to  Additional  Legislative  and  Administrative 
Machinery  for  Purposes  of  Civil  Service  Control: 

(a)  Establishment  of  Joint  Legislative  Committee  on  Civil  Service. 

(b)  Establishment  of  Division  of  Service  Records  and  Standards. 

4.  Recommendations  as  to  Changes  in  the  Practice  and  Procedure  of  the 

Civil  Service  Commission. 

\.  Recommendaiions  as  to  the  Modification  of  the  CivU  Service 
Law  so  as  to  Include  Basic  Standards  Ooveming  Personal 
Service, 

The  first  step  in  the  improvement  of  existing  irregularities  in  the 
civil  service  is  the  adoption  by  the  Legislature  of  basic  standards 
to  be  applied  by  the  administrative  agencies  (acting  through  the 
Civil  Service  Commission),  in  recruiting  employes  and  regulating 
the  conditions  of  employment,  insuring  on  the  one  hand  adequate 
returns  to  the  State  for  its  expenditures  for  salaries  and  wages, 
and  uniformity  of  compensation  and  opportunity  for  advancement 
to  the  employes  on  the  other  hand. 

A  complete  and  comprehensive  code  of  such  basic  standards  — 
the  primary  result  of  the  Committee's  investigation  —  is  here- 
with submitted  as  Part  IIT  of  this  report  under  the  title  "  Specifi- 
cations of  Personal  Service." 


(a)  Content  and  Scape  of  Sibggested  Code  of  "  Specificar 

turns  of  Personal  Service/' 

This  code  includes  157  distinct  schedules  governing  a  cor- 
responding number  of  distinctive  lines  of  work  conducted 
by  the  State  government  Each  schedule  prescribes  the  basic 
conditions  governing  the  appointment,  promotion  and  com- 
pensation of  the  employes  engaged  in  the  line  of  work  specified. 
These  schedules  contemplate  the  introduction  for  each  line  of 
work  of: 

Standard  titles. 

Standard  work  requirements  and  duties. 
Standard  minimum   qualifications   for  appointment,   ad- 
vancement and  promotion. 
Standard  rates  of  compensation. 

It  is  recommended  that  this  code  of  specifications,  with  sup- 
porting regulations,  be  incorporated  into  the  Civil  Service  Law 
of  the  State  of  New  York. 

(b)  Approval  of  Proposed  Standards  by  Official  and  Non- 

Official  Agencies, 

The  methods  of  investigation  have  enlisted  the  co-operative  ef- 
fort of  the  Civil  Service  Commission,  departments,  and  other 
official  agencies  of  the  State  government  who  are  informed  as  to 
employment  conditions,  as  well  as  private  corporations,  employes' 
associations  and  other  non-official  agencies  which  are  interested 
in,  affected  by  or  able  to  advise  with  respect  to,  the  employment 
problem. 

Practically  all  of  these  agencies,  which  have  been  consulted, 
have  unqualifiedly  approved  the  proposed  program  in  all  or  most 
of  its  detail.     Notably  among  these  are  the  following: 

State  Civil  Service  Commission. 
Administrative  departments  of  the  State  government. 
Independent  civic  agencies,  such  as  the  Civil  Service  Ee- 
form  Associatioii,  Chambers  of  Commerce,  etc. 
Private  corporations  throughout  the  State. 
Employes'  associations. 
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(c)  Proposed  ReguUUions,  Based  on  Work  Standards,  to 
Supersede  Present  Arbitrary  Salary  Grades. 

Under  existing  law,  positions  in  the  clerical  and  other  sei'v- 
ices  are  classified  and  graded  according  to  compensation  — 
twelve  grades  being  defined  for  this  purpose.  The  first  grade 
covers  positions  below  $300  per  annum,  the  twelfth  grade  in- 
cluding positions  over  $3,000  per  annum. 

At  the  present  time  there  are  approximately  71  distinct 
rates  in  the  clerical  service  alone  which  fall  within  these  arbitrary 
grades,  the  range  being  from  $240  to  $5000  per  annum. 

This  system  of  salary  grading  does  not  relate  compensation  to 
the  value  of  the  work  performed;  it  fails  to  differentiate  one 
class  of  employment  from  another;  and  does  not  recognize,  for 
promotional  purposes,  the  natural  divisions  or  grades  of  each  line 
of  employment.  Because  of  the  arbitrary  character  of  the  present 
gradation,  the  system  of  administering  promotions  has  been 
equally  unscientific  and  arbitrary,  permitting  advancement  from 
grade  to  grade  without  increase  of  responsibility  or  change  of 
duties.  This  has  defeated  one  of  the  fundamental  purposes  of 
promotional  control,  namely,  to  restrict  increases  in  salaries  be- 
yond certain  limits,  except  where  change  of  duties,  and  the  shift- 
ing of  the  personnel  through  competitive  promotional  examina- 
tions are  involved. 

The  proposed  classification  sets  up  natural  sal^^ry  grades  which 
are  related  to  definite  standards  of  work.  This  affords  not  only 
a  basis  for  standardizing  compensation  in  relation  to  the  value  of 
work  rendered  but  also  a  basis  for  proper  promotional  control 
which  will  recognize  the  principle  of  competitive  examination. 

Under  the  proposed  classification,  approximately  four  grades 
based  upon  duties  and  responsibilities  are  established  for  each 
distinctive  line  of  employment  or  group  within  the  clerical  service, 
there  being  an  average  of  but  6  standard  salary  rates  to  each  grade. 

By  reason  of  the  fact  that  the  grades  of  the  several  groups  of 
the  clerical  service  run  parallel,  it  is  found  that  there  are  but  36 
individual  salary  rates  within  the  clerical  service  under  the  pro- 
posed classification  as  opposed  to  71  distinct  rates  for  the  same 
service  imder  the  present  practice. 
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(rf)  Proposed  ReguLaiimis  to  Oovem  Salary  Increments. 

Heretofore  increases  have  borne  little  or  no  relation  to  salaries 
paid.  Clerks,  for  example,  receiving  $900  are  usually  advanced 
to  $1,200,  an  increase  of  $300,  without  a  corresponding  change 
of  duties.  Superintendents  of  our  hospitals,  receiving  from 
$3,500  to  $6,000,  uniformly  receive  an  annual  increase  of  but 
$100.  Other  variations  as  inconsistent  and  illogical  permeate  the 
service. 

The  Conamittee  has  taken  the  position  that  the  amount  of  in- 
creases should  bear  a  direct  relation  to  salaries  paid  and  should 
be  consistently  governed  by  a  uniform  standard  schedule.  In 
line  with  this  policy  and  after  thorough  investigation  as  to  the 
best  practice  which  obtains  in  other  public  or  in  private  employ- 
ment, the  following  schedule  of  salary  increments  has  been 
adopted  in  the  standard  specifications:^ 

For  salary  ranges  of  from  $360  to  $1,200,  annual  incre- 
ments of  $60  are  designated. 

For  salary  ranges  of  from  $1,200  to  $1,800,  annual  incre- 
ments of  $120  are  designated. 

For  salary  ranges  of  from  $1,800  to  $2,400,  annual  incre- 
ments of  $180  are  designated. 

For  salary  ranges  of  from  $2,400  to  $3,300,  annual  incre- 
ments of  $240  are  designated. 

For  salary  ranges  of  from  $3,300  up,  annual  increments 
of  $300  are  designated. 

(e)  Proposed  Regtdortions  to  Correct  Present  Arbitrary 
Promotional  Practice, 

The  system  of  administering  promotions  which  has  prevailed 
in  the  past  has  been  arbitrary  and  wasteful  in  the  following 
respects: 

First. —  It  has  encouraged  and  facilitated  wide  increases  in 
salary  without  change  of  duties  or  definite  increase  of  responsi- 
bility, thus  making  for  an  undue  and  abnormal  increase  in  the 
cost  of  each  grade  of  work. 


I  Owing  to  certain  employment  conditions  which  are  peculiar  to  institutions, 
this  schedule  has  not  been  followed  in  every  grade  of  the  Institutional  Service. 
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Second. —  Because  of  the  narrow  limits  within  which  it  has 
been  applied,  it  has  restricted  opportunity  of  competition  so  as 
largely  to  ignore  the  competitive  principle  in  the  making  of  pro- 
motions. Injustice  and  discrimination  have  resulted,  which  ex- 
plain the  unfortunate  attitude  to-day  expressed  in  the  depart- 
ments toward  the  system  of  civil  service  control. 

Third. —  Although  the  present  system  permits  (and  has  en- 
couraged) wide  increases  of  salary  without  change  of  duties,  it 
furnishes  no  positive  assurance  of  any  increase  to  an  employe 
while  engaged  in  a  single  grade  of  work,  despite  the  fact  that 
within  limits  he  becomes  increasingly  efficient  with  length  of 
service. 

The  proposed  regulations  will  lay  the  basis  for  correcting  these 
fundamental  weaknesses  by: 

First. — Establishing  definite  salary  grades  with  related  work 
standards,  under  an  arrangement  where  advancement  from  one 
grade  to  the  next  higher  grade  will  necessarily  involve  a  change 
of  duties  and  competitive  examination,  and  will  be  possible  only 
where  an  opportunity  for  such  advancement  is  made  by  a 
vacancy  of  an  existing  position  or  the  creation  of  a  new  position. 

Second. —  Applying  such  standards  as  far  as  practicable  to  the 
entire  State  service,  thus  widening  the  area  of  competition  so 
«ns  to  include  all  bureaus  and  offices  (irrespective  of  their  loca- 
tion) where  persons  with  requisite  qualifications  are  employed. 

Third. — Establishing  for  each  grade  a  range  of  compensation 
enabling  a  person  without  change  of  duties  to  receive  salary  in- 
creases commensurate  with  the  extent  to  which  he  increases  his 
value  through  individual  merit  and  seniority  of  service. 

(/)  Proposed  Standards  to  Effect  Definite  Savings  to  the 
State. 

The  proposed  standards  will  effect  very  substantial  savings  in 
all  Services,  except  the  Institutional  Service,  and  at  the  same 
time  will  establish  an  adequate  and  equitable  system  of  advance- 
ment. 

As  already  shown,  the  extent  of  overpayment  amounts  to 
$380,082.* 


I  See  page  xiv. 
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The  Statistical  Bureau  of  the  Department  of  Labor*  made  an 
exhaustive  statistical  analysis  of  the  annual  cost  of  the  proposed 
schedules  of  the  Clerical  Service,  which  at  the  present  time  rep- 
resents an  annual  expenditure  of  $2,024,089.  This  analysis  shows 
that  the  cost  for  the  Clerical  Service  will  progressively  decrease, 
as  a  result  of  the  proposed  plan,  during  the  next  five  years,  the 
saving  over  existing  schedules  for  the  year  1921  being  estimated 
at  $463,328.* 

This  estimate  is  confirmed  by  supplementary  and  independent 
analysis  made  by  the  examining  staff  of  the  Senate  Committee 
on  Civil  Service. 

Progressively  increasing  savings  will  accrue  from  the  proposed 
standards  for  the  other  services,  with  the  exception  of  the  Institu- 
tional Service.*  It  is  estimated  that  an  additional  annual  saving 
of  $300,000  over  present  schedules  in  other  services  will  result 
from  the  application  of  the  proposed  schedules  at  the  end  of  the 
five-year  period.  This  will  effect  a  total  reduction  in  the  annual 
payroll  cost  of  approximately  $765,000. 

(g)  Proposed  Standards  to  Effect  Definite  Benefits  to  Em- 
ployes. 

Despite  the  fact  that  savings  will  accrue  to  the  State,  the  pro- 
posed  standards  will  confer  definite  benefits  upon  the  employe, 
opening  to  him  greater  opportunity  to  work  out  a  career  on 
the  basis  of  individual  merit;  for  the  savings  to  the  State  will 
accrue  from  the  elimination  of  fictitious  rates  of  pay  and  the  ir- 
regular conditions  of  employment  which  are  harmfuland  adverse 
to  the  interests  of  the  rank  and  file  of  the  service. 

(/i)  Proposed  Schedules  to  Supersede  Titles  and  Salary 
Rates  of  Statutory  Positions  Other  than  the  Ad- 
ministrative Posts. 

In  addition  to  the  executive  positions  (so-called  department 
heads),  a  large  number  of  miscellaneous  positions,  clerical,  inspec- 

1  Acknowledgment  is  made  to  the  Department  of  Labor  for  this  very  valu- 
able contribution  to  the  work  of  the  Committee,  which  was  performed  largely 
oot  of  office  hours  by  Leonard  W.  Hatch,  Chief  Statistician,  and  his  assist- 
ants. Acknowledgment  is  also  made  of  the  assistance  rendered  by  the  Legis- 
lative Reference  Librarian  of  the  State  Library  in  the  preparation  of  a 
comparative  analysis  of  Civil  Service  legislation. 

<  This  does  not  include  savings  from  reorganization  of  machinery  or  methods 
of  administration. 

>  Thii  eervice  will  cost  approximately  $30,000  additional  annually. 
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tional,  and  others,  are  specifically  defined  and  provided  for  by 
law. 

These  positions,  which  do  not  differ  from  other  authorized  em- 
ployments of  the  State  government,  except  that  often  largely 
through  accident  they  are  specifically  referred  to  in  the  statutes, 
are  embraced  within  the  general  plan  of  employment  control  pro- 
vided for  in  the  proposed  code  of  regulations.  The  result  will  be  not 
only  to  correct  the  irr^ularities  which  exist  in  statutory  positions 
to  the  same  extent  as  in  non-statutory  positions,  but  also  to  make 
for  a  freedom  of  controlling  the  incumbents  of  these  posts  which 
does  not  exist  under  the  existing  somewhat  narrow  and  inelastic 
provision. 

It  is,  therefore,  recommended  that  the  non-policy  determining 
statutory  positions  be  brought  under  the  proposed  specifications 
of  personal  service  by  appropriate  legislation  repealing  provisions 
inconsistent  therewith. 

2.  Recommendations  as  to  the  Manner  and  Methods  of  Applying 
Such  Basic  Standards  to  the  Existing  Civil  Service. 

The  policy  of  the  Committee  as  to  the  manner  and  methods  of 
applying  these  specifications  to  existing  employments  is  outlined 
on  pages  xxxvii-xl.  This  policy  is  intended  to  furnish  ade- 
quate protection  to  present  employes  and  to  create  as  little  dis- 
turbance as  possible  during  the  process  of  readjustment. 

Further  recommendations  looking  toward  the  reinstatement  of 
employes  whose  positions  are  abolished,  and  other  protection  to 
employes  affected  by  the  application  of  the  proposed  standards 
are  outlined  in  Part  II. 

8.  Becomm,endaiions  as  to  Additional  Legislative  and  Adminis- 
trative Machinery  for  Purposes  of  Civil  Service  Control. 

(a)  Estahlishment  of  Joint  Legislative  Committee  on 
Civil  Service. 
In  order  to  review  the  operation  of  the  proposed  schedules  gov- 
erning compensation  and  to  advise  the  Legislature  with  respect  to 
other  employment  problems,  it  is  recommended  that  a  joint  com- 
mittee of  the  Senate  and  the  Assembly  be  established  to  complete 
the  standardization  inquiry,  assist  in  the  installation  of  the  pro- 
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posed  standards,  conduct  such  additional  investigations  as  are 
necessary  with  respect  to  personnel  problems  and  to  report  to  the 
next  Legislature. 

The  Sage-Maier  bill,  introduced  March  6,  1916,  provides  for 
a  permanent  force  to  investigate  and  report  upon  budget  matters. 
The  application  of  the  proposed  standard  rates  would  logically 
be  referred  to  this  agency.  If  this  legislation  is  enacted,  as  is 
desirable,  the  investigative  and  advisory  work  of  the  proposed 
Joint  Committee  on  Civil  Service  would  be  limited  to  cooperation 
with  the  budget  agency  and  to  the  purely  Civil  Service  features 
of  the  standardization  program  relating  to  entrance,  advancement, 
the  application  of  service  records,  transfers,  vacancies,  and  other 
related  problems. 

(6)   Establishment  of  Division  of  Service  Records  and 
Standards. 

No  administrative  agency  now  exists,  under  the  law,  to  enforce 
the  basic  standards  governing  rates  of  pay.  Eventually,  these 
functions  should  be  delegated  to  the  Civil  Service  Commission  in 
order  that  responsibility  therefor  may  be  concentrated  in  a  single 
agency  so  constituted  as  properly  to  represent  the  managerial  in- 
terests of  the  State  government  on  the  one  hand,  and  the  welfare 
of  the  employes  on  the  other.  The  Civil  Service  Commission 
should,  threfore,  be  equipped  to  take  over  these  additional  func- 
tions imder  proper  regulations;  and  it  is  recommended  that  a 
Division  of  Service  Records  and  Standards  be  created  within  the 
Commission  charged  with  the  following  functions : 

First. —  Grouping  and  assignment  of  positions  according 
to  standards  adopted  by  the  Legislature. 

Second. —  The  installation  of  service  records  and  the  en- 
forcement of  rules  and  regulations  of  the  Civil  Service  Com- 
mission governing  same. 

Third. —  Formulation  and  submission  to  the  Civil  Service 
Commission  of  suggested  rules  and  r^ulations,  consistent 
with  the  adopted  standards,  governing  appointments,  promo- 
tions, transfers,  reinstatements,  and  other  related  problems. 

Fourth. —  Investigation  of  requests  for  new  positions  for 
the  purpose  of  report  by  the  Commission  to  the  Legislature. 
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4.  Recommendations  as  to  Changes  in  the  Practice  and  Procedure 
of  the  Civil  Service  Commission, 

A  second  report  to  be  submitted  by  the  Committee  to  the  Legis- 
lature will  contain  a  detailed  consideration  with  constructive  pro- 
posals of  the  following  subjects: 

First—  Conditions  surrounding  appointment  of  employes 
with  particular  reference  to 

( 1 )  Standards  of  examinaticms. 

(2)  Use  of  experience  factor  and  methods  of  rating. 
(8)  Method  of  administering  original  eligibility. 

Second. —  Conditions  surrounding  advancement  and  pro- 
motion, with  particular  reference  to 

(1)  Adequacy  of  standards. 

(2)  Use  of  service  records  and  ratings. 
(.3)  Eecognition  of  seniority  of  servica 
(4)  Methods  of  rating  examinations. 

(6)  Method  of  administering  promotional  eligible  lists. 
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nL    POLICY  OF  THS  COHMITT££  WITH  SSSPECT  TO  READJUSTMENT 

AND  CLASSIFICATION. 

The  following  statement  is  made  of  the  policy  of  the  'Senate 
Committee  on  Civil  Service  with  respect  to  the  manner  and 
method  of  applying  its  proposed  standards  to  the  salaries  and 
tenure  of  office  of  the  present  employes  of  the  State  government : 

1.  Oeneral  Observation. 

Standardization  of  public  employments,  as  outlined  herein,  re- 
lates to  one  important  question  of  management:  namely,  stand- 
ards of  pay  and  work  requirements  which  are  to  govern  employ- 
ments, and  standards  of  training,  experience  and  ability  which  are 
to  govern  the  recruiting  of  persons  for  such  employments. 

The  determination  of  what  work  is  to  be  done  and  what  per- 
sonnel will  be  required  in  each  of  the  departments  for  its  opera- 
tion are  two  distinct  problems  of  management  which  are  but  in- 
directly related  to  the  standardization  of  conditions  governing  the 
employments. 

For  this  reason,  the  specifications,  as  proposed  for  incorpora- 
tion into  the  Civil  Service  Law,  will  not,  and  should  not,  apply 
to  the  existing  employes. 

It  is  recognized,  however,  that  the  materials  developed  in  the 
standardization  study  are  valuable  in  the  determination  of  what 
work  should  be  done  and  what  personnel  should  be  assigned  for 
that  purpose.  Furthermore,  it  is  recognized  that  the  legis- 
lature, in  co-operation  with  the  administrative  agencies,  should 
take  steps  to  apply  the  proposed  standards  to  the  existing  service 
and  to  readjust  existing  conditions  relating  thereto  as  far  as  the 
demands  of  the  service  and  fair  consideration  of  the  employes  will 
warrant. 

2.  Abolishment  of  Unnecessary  Positions. 

During  the  standardization  inquiry,  the  examining  staff  of  the 
Conmiittee  have  inquired  into  and  reported  upon  the  organization 


(and  procedure  of  the  several  departmeats,  bureaus  and  offices. 
These  reports^  which  are  now  being  made  the  subject  of  conference 
with  the  officials  of  departments  affected,  reflect  a  possible  saving 
of  $600,685  through  force  reduction  which  will  not  work  fimda- 
mental  or  radical  reorganization. 

The  Oommittee  has  deemed  the  preparation  of  standards  to 
govern  personal  service  the  most  important  part  of  its  program. 
It  has  therefore  concentrated  its  effort  upon  this  work  in  order 
to  complete  a  comprehensive  code  of  specifications  in  time  for 
action  at  this  session  of  the  Legislature.  The  completion  of  this 
code  has  involved  the  collection,  analysis  and  interpretation  of 
such  a  mass  of  information  as  to  prevent  final  action  by  the 
Committee  upon  the  recommendations  of  the  examining  staff 
respecting  reorganizations  and  force  reductions  in  the  various 
branches  of  the  State  government 

Conferences  with  department  heads  have  already  led  to  agree- 
ment on  savings  which  will  result  in  a  substantial  reduction  in 
the  appropriation  bill  for  the  ensuing  fiscal  year.  Other  recom- 
mendations of  the  Committee's  staff  on  reorganization  and  force 
reduction  are  being  submitted  informally  to  the  finance  commit- 
tees of  the  Legislature.  The  Senate  Committee  on  Civil  Service 
realizes  that,  as  the  present  session  of  the  Legislature  is  drawing 
to  a  close,  the  extent  to  which  these  recommendations  can  be  in- 
corporated into  the  next  appropriation  bill  will  be  limited  by 
the  determination  of  the  finance  conmiittees  as  to  the  need  for 
further  investigation  and  the  opportunity  therefor. 

The  estimated  saving  of  $500,635,  above  recited,  it  should 
be  noted,  is  but  a  part  of  a  larger  saving  of  $1,975,514  which  the 
Committee  believes  is  possible  through  more  complete  reorganiza- 
tion and  simplification  of  methods  which  will  require  a  gradual 
process  of  readjustment.  These  further  economies  for  succeeding 
years  can  be  effected  by  reducing,  if  not  eliminating,  the  abnormal 
increase  in  the  cost  of  personal  servica  This  has  been  a  substan- 
tial factor  in  the  increased  cost  of  government. 

The  average  annual  increase  in  the  cost  of  government,  for 
personal  service,  for  the  last  four  years  — 1911  to  1915 — has 
been  $1,672,802.  The  present  overload  or  dead  weight  indi- 
cates that  about  50  per  cent  of  this  annual  increase  was  unnece&- 


saiy.  This  Oommittee  believes  that  any  increase  in  personal 
senrice  from  year  to  year  (by  reason  of  the  natural  expansion  of 
State  activities)  can  be  eliminated  during  each  of  the  next  four 
years  through  economies  and  increased  efficiency  and  output  of 
the  existing  service,  if  the  responsible  administrative  officials 
will  commit  themselves  to  a  definite  and  consistent  program  of 
simplifying  the  departmental  routine  as  the  opportunity  arises. 

3.  Overpaid  Employes. 

The  standardization  program,  it  should  be  recognized,  is  quite 
as  much  for  the  protection  of  the  personnel  as  for  the  protection 
of  the  State.  For  this  and  other  reasons,  the  Committee  is  op- 
posed to  drastic  action  in  making  salary  readjustment  which  would 
adversely  affect  employes  who  have  been  efficient  If  the 
irregularities  existing  in  the  State  government  today  were  less 
flagrant,  it  would  recommend  that  correct  standards  be  introduoed 
by  a  process  of  gradual  readjustment  and  reassignment  as  new 
and  more  important  work  developed  and  positions,  the  incumbents 
of  which  are  overpaid,  become  vacant  through  retirement,  dis- 
missal or  death  of  such  incumbents. 

The  present  waste,  however,  represents  too  substantial  an  ele- 
ment in  the  cost  of  government  to  warrant  such  a  policy.  The 
Committee,  therefore,  recommends  that  immediate  steps  be  taken 
toward  reorganization  under  an  arrangement  which  will  extend 
a  substantial  and  uniform  protection  to  employes  who  are  now 
overpaid  and  who  will  continue  to  be  overpaid  under  existing 
departmental  conditions,  and  that  aU  excess  over  and  above  such 
element  of  protection  should  be  eliminated. 

The  Committee's  recommendations  as  to  salary  readjustments 
are  as  foUowa: 

First. —  Overpaid  employes  now  receiving  $960  or  less  per 
annum,  who  have  a  record  of  efficient  service,  shall  not  he  reduced 
m  compensation. 

Second. —  Overpaid  employes  receiving  in  excess  of  $960  per 
annum  who  ha/ve  a  record  of  efficient  service  shall  he  protected  to 
an  amount  not  exceeding  10  per  cent,  of  the  maximUfm  of  the  grade 
iviihin  which  they  have  heen  appraised. 


The  Committee  believes  that  this  policy,  which  will  enable 
overpaid  employes  to  continue  to  receive  an  excess  of  10  per  cent 
over  and  above  the  maximum  amount  to  which  they  would 
normally  be  entitled,  is  fair  both  to  the  State  and  to  the  employa 

However,  it  is  the  opinion  of  the  Committee  that  the  working 
out  of  readjustments  should  be  made  the  subject  of  specific  action 
by  department  heads  or  the  finance  committees  of  the  Legislature 
For  that  reason  the  bill  as  submitted  looking  toward  the  adoption 
of  standards  herein  proposed  will  not  apply  ipso  facto  to  the  rates 
of  pay  of  existing  employes.  Subsequent  action  of  the  Legislature 
at  the  time  of  making  appropriations  will  be  required  for  that  pur- 
pose. 

4r.  Underpaid  Employes. 

The  Committee  believes  that  the  proper  readjustment  should 
be  made  with  respect  to  eflScient  employes  who  are  underpaid  ac- 
cording to  the  proposed  standards. 
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IV.    SIZE  AND  COST  OF  INQUIRY. 

1.   Size  of  Inquiry. 

Part  II  of  this  report  contains  a  detailed  analysis  of  the  scope 
and  nLethods  of  the  Committee's  investigatioiL  This  explains 
the  study  of  standards  developed  by  other  cities  and  agencies,^ 
the  use  of  personal  service  and  work  record  cards  to  give  each 
employe  an  opportunity  to  furnish  a  picture  of  his  own  duties  and 
responsibilities,  the  manner  of  conducting  field  examinations  of 
departments  and  institutions  by  the  Committee's  staff  to  verify 
and  further  expand  these  descriptive  statements,  the  submission 
of  all  descriptive  material  collected  by  the  Committee  to  the 
departments  for  their  review  in  order  to  insure  accuracy,  the 
holding  of  conferences  with  departmental  officials  in  order  to  give 
them  an  opportunity  to  criticize  the  Committee's  findings  and 
furnish  further  information  or  suggestions,  the  exanoination  of 
numerous  industrial,  financial  and  other  private  corporations  rep- 
resenting the  control  of  hundreds  of  thousands  of  professional, 
engineering  and  clerical  employes,  in  order  to  obtain  information 
as  to  rates  of  pay  and  other  conditions  of  employment  in  private 
practice,  and  methods  of  appraising  positions. 

Part  II  shows  the  extent  of  the  analysis,  interpretation  and 
appraisal  which  the  Committee  has  undertaken,  resulting  in  the 
preparation  of  approximately  fifteen  thousand  civil  service  and 
work  records  (one  for  each  employe),  the  preparation  of  seventy- 
five  hundred  pages  of  descriptive  and  critical  reports  on  depart- 
mental and  institutional  organization,  the  holding  of  approxi- 
mately 450  conferences  and  hearings  with  departments,  etc. 

2.   Cast  of  Inquiry. 

From  April  26,  1915,  to  February  29,  1916,  the  Senate  Com- 
mittee on  Civil  Service  expended  $30,931.69,  distributed  by  object 
of  expenditure  as  follows: 
1.  Personal  iService : 

(a)  General  Administration: 

Technical  and  clerical $5,123  19 

(b)  Investigational  Service: 

Organization  and  instruction. . . .       $158  77 

1  New  York  City  has,  up  to  the  present  timei  made  the  largest  contribution 
to  this  subject  and  its  methods  of  classification  have  been  of  material  assist- 
ance to  this  Committee. 
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Collection  and  verification  of  data .  2,605  14 

Classification  of  data 1,987  76 

Preparation  of  specifications. . . .  2,523  83 

Preparation  of  charts  and  maps  of 

organization 748  64 

Appraising  employments 1,718  03 

Preparation  of  interim  and  mis- 
cellaneous reports 74  95 

Preparation  and  revision  of  organ- 
ization reports 2,164  34 

$11,971  46 

(c)  General  Clerical  Service^ 8,123  09 

Total  salaries  and  wages $25,217  74 

2.  Other  than  Personal  Service : 

(a)  Office  equipment  and  supplies: 

Equipment $687  44 

Supplies  (stationery,  etc.) 1,224  17 

Work  record  cards  and  forms. . . .  636  50 

.  Q-eneral  printing 533  10 

Other  expense 26  56 

$3,007  77 

(b)  Traveling  expense: 

Committee: 

Transportation $432  86 

Subsistence 395  11 

Other  expenses 6  51 
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$834  48 

Staff:  

Transportation $855  74 

Subsistence 720  49 

Other  expenses 100  81 

$1,185  54 

Total  traveling  expense 2,020  02 


1  Includes  stenographic  service,  typingi  filing,  tabulating  and  other  related 
clerical  work. 
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(c)  CommunicatioiL: 

Postage $211  76 

Telegrams 28  62 

Telephone 192  52 

$432  90 

(d)  Miscellaneous  expenses 253  26 


Total  other  than  personal  service $5,713  95 


Grand  total $30,931  69 
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IV.     ACKNOWLEDGMENT  OF  CO-OPERATION  IN  THE  COMMITTEE'S 

WORK. 

Special  mention  should  be  made  of  the  valuable  assistance  fur- 
nished the  Committee  by  the  Bureau  of  Municipal  Research  of 
New  York  City.  As  soon  as  this  work  was  undertaken  the  Com- 
mittee turned  to  the  Bureau  as  the  one  agency  in  this  country  pos- 
sessing the  qualifications  and  experience  essential  for  a  task  of  this 
kind.  The  response  was  immediate  and  generoua  Dr.  F.  A. 
Oleveland,  its  director,  and  Mr.  Winfred  B.  Holton,  Jr.,  assistant 
director,  advised  with  the  Chairman  of  the  Committee  as  to  the 
best  methods  of  organizing  and  developing  the  investigative  pro- 
grancL  The  Bureau  loaned  to  the  Committee  during  the  whole 
period  of  the  work,  without  cost  to  the  State  government,  mem- 
bers of  its  staff  who  had  participated  in  similar  inquiries  in  New 
York,  Pittsburgh  and  elsewhere.  The  investigative  work  of  the 
Committee  has  been  conducted  under  the  immediate  supervision 
of  Mr.  Arthur  W.  Procter  of  that  Bureau.  His  services  in  this 
connection  have  been  very  valuabla 

As  a  result  of  this  cooperation,  the  Committee  has  capitalized 
the  experiments  conducted  in  salary  and  grade  standardization 
and  related  employment  problems  by  cities  in  the  United  States, 
and  has  been  able  to  prosecute  the  more  important  phases  of  its 
work  to  a  conclusion  in  a  much  shorter  time  than  would  otherwise 
have  been  possibla 

The  Committee  has  also  received  great  assistance  from  the 
present  Civil  Service  Commission.  The  suggestions  of  Hon. 
Samuel  H.  Qrdway,  president  of  the  Commission,  as  to  changes 
in  the  Civil  Service  Law  which  time  has  shown  to  be  desirable, 
have  been  particularly  valuable,  and  the  Commission  as  a  whole 
has  been  generous  in  its  co-operation  with  this  Committee. 

Acknowledgment  is  also  made  of  the  co-operation  of  the  State 
departments  ^  which  have  been  affected  by  this  investigation.  This 
coK)peration  was  gratifying  not  only  because  of  the  assistance 
thereby  secured  but  also  because  of  the  indication  of  a  genuine 
interest  on  the  part  of  officials  and  employes  in  the  Committee's 
work  and  their  desire  to  see  the  proposed  program  adopted. 

1  See  Exhibit  III  for  chart  of  conferences  between  the  departments  and 
this  Committee. 
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PART  II. 
REPORT  IN  DETAIL. 


I.    SCOPE  AND  PURPOSE  OF  COMMITTEE  INVESTIGATION. 

1.  Origin  and  Purpose  of  Senate  Committee  on  Ciml  Service 

The  Senate  Committee  on  Civil  Service  was  created  at  the 
opening  of  the  1915  session  of  the  Legislature  to  take  cognizance 
of  all  matters  relating  to  the  control  and  regulation  of  the  civil 
service  of  the  State  of  New  York.  The  Committee  was  con- 
stituted primarily  to  study  employment  conditions  in  order  to 
formulate  a  basis  for  the  reclassification  of  positions  and  the 
standardization  of  salary  grades  and  rates. 

For  the  purpose  of  reviewing  the  scope  of  its  problem,  the 
Committee  made  a  preliminary  survey,  without  staff  assistance, 
during  the  months  of  January,  February  and  March,  which  led 
to  the  submission  of  a  report  imder  date  of  April  9,  1916,  diarao- 
terizing  the  conditions  of  the  State  government  and  requesting 
an  appropriation  of  $25,000  with  which  to  make  exhaustive 
investigations/ 

2.  Authorization  and  Scope  of  Present  Inquiry 

On  the  basis  of  the  preliminary  report,  the  Senate  adopted 
a  resolution,  under  date  of  April  20,  1915,  appropriating  $25,000 
and  authorizing  the  continuance  of  the  inquiry  "  with  particular 
reference  to  salary  grades  and  titles  of  officials  and  employes  and 
their  respective  titles,  with  a  view  of  determining  what  changes, 
if  any,  should  be  made  in  such  salaries  and  grades  *  *  *, 
and  titles  of  positions,  and  what,  if  any,  positions  should  be 
abolished  or  changed  in  the  interest  of  the  public  welfare." 

The  Senate  Committee  on  Civil  Service  considered  itself  au- 
thorized, under  the  terms  of  this  resolution,  to  inquire  not  only 
into  employment  conditions,  but  also  the  machinery  of  the  govern- 
ment and  the  administrative  procedure. 

iThifl  appropriation  was  supplemented  by  an  additional  appropriation  of 
$10,000  on  February  0,  1916. 
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II.    ORGANIZATION  AND  METHODS  OF  STANDARDIZATION  INQUIRY. 

1.  Selection  of  Staff. 

The  members  of  the  examining  staff  of  the  Committee  were 
selected  from  thoroughly  equipped  accoimtants,  engineers  and 
other  technical  men  with  a  practical  knowledge  of  methods  of 
public  administration  and  an  understanding  of  studies  which 
had  been  made  looking  toward  the  standardization  of  public 
employments.^ 

2.  Establishment  of  Oo-operaiive  Relations  with  Official  Agencies. 

For  the  purpose  of  facilitating  the  inquiry  co-operative  rela- 
tions were  established  with  the  Civil  Service  Commission  and  the 
several  executive  departments  of  the  State  government  Each 
department  designated  a  departmental  representative  through 
whom  most  of  the  matters  pertaining  to  the  work  of  the  Committee 
were  handled.  This  representative  was  in  each  instance  a  respon- 
sible official  in  his  department  and  thoroughly  versed  in  depart- 
mental  affairs  and  procedure. 

3.  Outline  of  Investigative  Procedure. 

The  investigative  procedure  looking  toward  the  formulation 
and  classification  of  grade  and  salary  standards  may  be  considered 
under  the  following  heads : 

(a)  Development  of  Preliminary  Pkm  of  Classification 

and  Study. 
(6)  Preparation  of  Descriptive  Data  by  Departments. 
(c)   Verification  of  Data  by  Senate  Committee  Examiners. 

iThe  members  of  the  staff  who  served  the  Senate  Committee  during  the 
inauiry  were  as  foUows: 

Morris  B.  Lambie,  Senior  Technical  Examiner. 

Fred  T.  Newell,  Technical  Examiner. 

A.  H.  Place,  Engineer. 

H.  D.  Appleby,  Engineer. 

Samuel  Rosenzweig,  Accountant. 

Carl  K.  Hill,  Teclmical  Examiner. 

Channing  E.  Sweitzer,  Technical  Examiner. 

Norman  Thirkield,  Technical  Examiner. 

A.  W.  Lahee,  Statistician  (part  time). 

H.  H.  Jones,  Technical  Examiner  (part  time) . 

Frank  H.  Pennington,  Technical  Examiner  (part  time). 

JdhR  J.  Riley,  Clerical  Examiner  (part  time). 
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(d)  Study  of  Experience  of  State  CivU  Service  Commis- 

sion in  Recruiting  amd  OontroUing  Employes. 

(e)  Study  of  Practice  of  Prin^ate  Corporations  in  Re- 

cruiting and  Controlling  Employes. 
(/)  Analysis  and  Interpretation  of  Public  and  Private 
Data  so  Collected. 

a.  Development  of  Preliminary  Plan  of  Classification  and  Study. 

A  preliminary  study  was  made  for  the  purpose  of  determining 
tlie  general  scheme  of  classification  on  the  basis  of  which  the  inves- 
tigative procedure  should  be  undertaken.  This  was  important  in 
order  to  determine  the  kinds  of  information  to  be  developed,  the 
extent  to  which  such  information  should  be  furnished  by  the 
departments  instead  of  by  the  Committee  staff  through  independ- 
ent examination,  and  the  form  in  which  such  information  should 
be  classified  and  presented.  This  preliminary  study  included  the 
following  steps: 

1.  Study  of  representative  classification  of  states,  counties 

and  cities  of  the  United  States  and  of  foreign  governments, 
with  particular  reference  to  those  jurisdictions  where  the 
subject  of  employment  control  has  been  given  special  thought 
and  study. 

2.  Study  of  the  Civil  Service  classifications  and  conditions 
of  employment  in  the  State  of  New  York  on  the  basis  of  ex- 
isting descriptive  material  such  as  — 

Civil  Service  lists  and  annual  reports  of  the  Civil 
Service  Commission. 

Descriptive  and  critical  data  on  personnel  published  by 
departments  in  annual  and  special  reports. 

Descriptive  and  critical  data  on  organization  published 
by  investigative  agencies,  public  and  private. 

8.  Formulation  of  tentative  classification  of  positions^ 
with  plan  of  specifying  standard  titles,  standard  duties, 
standard  qualifications  and  standard  rates  of  pay. 

4.  Submission  of  tentative  classification  to  officials  of  the 
State  government  and  other  persons  informed  upon  the 
problem  as  a  basis  for  conference  and  suggestion. 
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b.  Preparation  of  Descriptive  Data  by  Departments. 

The  first  task  of  the  Committee  was  to  learn  what  each  em- 
ploye of  the  State  was  actually  doing.  For  that  purpose  forms 
providing  for  a  complete  history  of  each  individual  employe 
starting  with  his  entrance  to  the  service  and  an  accurate  picture 
of  the  detail  of  his  present  employment  were  furnished  to  the 
departments.^  The  headings  of  the  forms  and  the  explanation 
thereon  provided  for  the  setting  forth  of  each  employe's  duties 
and  responsibilities  in  such  a  way  that  the  difficulties,  importance, 
technical  requirements  and  volume  of  the  work  could  be  reviewed 
and  appraised.  These  forms  were  filled  out  by  the  employe,  re- 
viewed by  his  superior  officer  and  finally  verified  by  the  depart- 
mental representative  acting  in  conjunction  with  the  Committee's 
examiner,  before  submission  to  the  Senate  Committea 

Coincident  with  the  preparation  of  these  data,  the  examiners 
of  the  Committee  were  engaged  in  the  study  of  existing  condi- 
tions of  departmental  organization  and  an  analysis  of  depart- 
mental procedure  primarily  for  the  purpose  of  getting  further 
background  with  which  to  verify  the  individual  service  and  work 
descriptions  furnished  as  above  described. 

The  independent  observations  of  the  examiners  were  recorded 
in  field  notes  intended  for  use  as  a  check  and  audit  on  the  infor- 
mation furnished  on  the  prescribed  forms. 

c.   Verification  of  Data  by  Senate  Committee  Examiners. 

Approximately  16,000  work  record  cards  with  appropriate  ex- 
planatory  and  supplementary  data  consisting  of  printed  reports, 
departmental  literature,  organization  charts  and  other  informa- 
tion, were  submitted  to  the  Committee  during  the  first  three 
months  of  its  investigation.  The  staff  examiners  of  the  Senate 
Committee  as  far  as  possible  made  first-hand  studies  of  each  em- 
ployment or  group  of  employments  for  the  purpose  of  determining 
the  accuracy  of  statements  furnished  to  the  Committee  —  which 
statements  had  already  been  certified  by  the  proper  officials  of  the 
department  —  and  supplemented  such  work  by  intensive  studies 
of  existing  organization  and  procedure. 

1  See  Exhibit  4. 
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d.  Study  of  Experience  of  State  CvvU  Service  Commis- 
sion in  Recruiting  and  Controlling  Employes. 

After  the  tentative  distribution  had  been  made  of  the  existing 
employments  of  the  State  government  according  to  the  general 
class  and  the  specific  line  of  work  performed,  an  examination 
was  conducted  as  to  the  experience  of  the  Civil  Service  Conmais- 
sion  in  recruiting  employes  for  such  positions  —  to  the  extent 
that  they  had  come  imder  the  control  of  that  agency.  This  ex- 
aminAtion  was  made  primarily  for  the  following  purposes : 

1.  To  determine  the  entrance  and  promotional  require- 
ments of  training,  ability  and  experience  which  had  been 
applied  to  each  line  and  grade  of  work. 

2..  To  determine  appointment  and  promotion  rates  of  com- 
pensation which  had  been  applied  to  each  line  and  grade  of 
work. 

3.  To  determine  the  results  of  the  application  of  such  ex- 
perience requirements  and  standards  of  pay. 

In  this  examination  and  study  the  departments  of  the  State 
government  furnished  information  and  opinion  as  to  the  experi- 
ence and  educational  qualifications  of  persons  certified  by  the 
Civil  Service  Commission  for  the  several  lines  of  work. 

The  entrance  and  promotional  rates  of  pay  were  considered  in 
reference  to  the  number  of  candidates  who  entered  into  com- 
petition and  the  comparative  results  of  any  differences  of  practice 
which  had  been  employed  by  the  Civil  Service  Commission. 

e.  Study  of  Practice  of  Private  Corporations  in  Recruit- 

ing and  Controlling  Employes. 

Co-operative  relations  were  established  with  large  representa- 
tive banking  and  industrial  corporations  of  the  State  for  the  pur- 
pose of  determining  the  range  of  compensation  which  they  allowed 
for  each  distinctive  line  of  work,  their  methods  of  grading  such 
lines  of  work  according  to  duties  and  responsibility,  and  the 
specific  or  average  rates  which  obtained  with  respect  to  each  grade.' 
Their  experience  was  further  sought  with  reference  to  the  stand- 
ards of  ability,  experience  and  training  exacted  for  each  grade 
and  line  of  work. 
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This  information  was  secured  through  intensive  field  examina- 
tions and  correspondence.  As  a  result,  the  Committee  was  able 
to  focus  upon  the  State  employment  problem  the  experience  of 
representative  private  practice  with  respect  to  ninety  per  cent, 
of  the  lines  of  work  being  conducted  by  the  State. 

/.  Analysis  and  Interpretation  of  Data  so  Collected, 

The  descriptive  data  thus  collected  and  verified  relating  to  the 
State  service  were  subjected  to  the  process  of  careful  analysis  and 
interpretation.  This  analysis,  on  the  one  hand  was  for  the  pur^ 
pose  of  learning  what  was  wrong  with  State  employment  condi- 
tions ;  on  the  other  hand,  to  develop  a  constructive  basis  of  a  new 
classification  of  salary  and  work  standards. 

On  the  constructive  side,  the  primary  elements  of  work  of  each 
employment  were  carefully  analyzed  and  classified  in  various 
ways  in  order  to  determine : 

1.  The  number  and  variety  of  distinctive  lines  of  work 
being  conducted  by  the  State. 

2.  The  number  and  variety  of  employments  embraced 
within  each  distinctive  line  of  work. 

3.  The  natural  grades  of  responsibility  and  duties  for  each 
line  of  work  through  an  examination  of  the  primary  ele- 
ments of  each  employment  classified  in  relation  to  import- 
ance, difiiculty  of  performance,  etc. 

4.  The  distribution  of  rates  of  salary  for  each  grade  of 
work  through  an  examination  of  the  primary  elements  of 
each  employment. 

5.  The  extent  to  which  distinctive  lines  of  work  embraced 
within  a  general  function  or  class  possessed  common  charac- 
teristics from  the  viewpoint  of  original  appointment  or  ad- 
vancement. 

6.  The  extent  to  which  the  employments  within  a  dis- 
tinctive line  of  work  possessed  peculiar  characteristics  from 
the  viewpoint  of  original  appointment  or  advancement  which 
differentiated  them  from  the  employments  within  other  dis- 
tinctive lines  of  work  falling  within  the  same  broad  class. 

7.  The  extent  to  which  distinctive  lines  of  work  falling 
in  a  general  function  or  class  possessed  common  characteris- 
fics  from  the  viewpoint  of  compensation. 
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8.  The  extent  to  which  employments  within  a  distinctive 
line  of  work  possessed  peculiar  characteristics  from  the  view- 
point of  compensation,  which  differentiated  them  from  the 
employments  within  other  distinctive  lines  of  work  falling 
within  the  same  broad  class. 

It  is  on  the  basis  of  the  conclusions  reached  as  a  result  of  such 
analyses  that  the  Conmaittee  formulated  its  plan  of  classification 
and  standards  as  hereinafter  outlined. 
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m.    PROPOSED    CLASSIFICATIOH    AND    SPECIFICATION    OF    GRADE 

AND  SALARY  STANDARDS. 

1.  Oeneral  Observation. 

The  methods  of  investigation  already  described,  showed  that 
in  order  to  set  up  a  uniform  and  equitable  basis  for  the  control  of 
salaries  and  at  the  same  time  furnish  standards  to  govern  appoint- 
ment, advancement,  promotion  and  transfer,  it  would  be  necessary 
to  group  positions  according  to: 

First  Distinctive  elements  of  training  and  experience  gov- 
erning original  appointment. 

Second.  Distinctive  conditions  with  respect  to  character 
and  importance  of  employment  governing  advancement,  pro- 
motion and  transfers. 

Third.  Distinctive  conditions  with  respect  to  character  and 
importance  governing  compensation. 

It  was  found  through  analysis  and  experiment,  that  the  widest 
unit  possible  for  grouping  and  differentiating  employments  from 
the  viewpoint  of  these  essentials  was  the  line  of  work  em- 
bracing those  primary  elements  commonly  included  within  such 
terms  as  bookkeeping,  examining,  aocounting,  nursing,  etc. 

This  was  adopted  as  the  basic  imit  of  classification  under  the 
term  "  group."  The  employments  of  the  State  of  New  York  are 
divided  into  157  "groups"  representing  a  corresponding  number 
of  distinctive  lines  of  work. 

For  information  and  statistical  purposes  a  more  general  group- 
ing of  the  employments  of  the  State  is  made  according  to  the 
general  classification  of  work,  under  which  —  as  herein  proposed 
—  the  above  157  groups  are  classified  in  ten  functional  divisions 
known  as  services. 

2.  Classification  of  Services. 

The  following  is  a  classification  of  the  proposed  services  with 
the  distribution  of  groups  (that  is,  distinctive  lines  of 
employment). 
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No.  of 

Title  of  service  groups 

Executive 

Managerial 4 

Professional  and  Scientific 25 

Inspectional 14 

Investigational  and  Examining 18 

Clerical     10 

Educational 10 

Institutional   39 

Skilled  Labor 34 

Labor 3 


The  Clerical  Service,  for  example,  includes  the  following 
groups: 

Bookkeibper 
Clerk 

Employment  Agent 
Interpreter 
Private  Secretary- 
Process  Server  and  Messenger 
Stenographer 

Supervisor  of  Publications 
Telephone  Operator 
Typist 

3.  Content  and  Purpose  of  Specifications. 

Each  group,  representing  a  distinctive  line  of  work,  is  broken 
up  into  its  natural  divisions  according  to  responsibility  and  duties 
called  grades.  For  each  grade  the  standards  or  conditions  govern- 
ing Ae  employments  and  standards  of  ability,  experience  or  train- 
ing governing  the  persons  who  would  fill  such  employments,  are 
specified  under  ihe  following : 

Title  of  Position 
Duties  —  Definition 
Duties  —  Examples 
Qualifications 
Compensation 
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Under  theae  captions,  in  the  accompanying  code,  are  set  forth 
for  each  grade  of  each  line  of  work  or  group,  the  standards  which 
should  be  applied  by  the  department  (acting  through  the  Civil 
Service  Commission)  in  recruiting,  advancing  and  otherwise  con- 
trolling employes. 

The  legal  and  regulating  significance  of  the  several  parts  of  each 
specification  might  be  briefly  characterized  as  follows : 

Title  of  Position. 

Tinder  the  "  Title  of  Position  "  are  enumerated  the  title  or  titles 
used  to  identify  those  employments  which  may  be  authorized 
under  the  respective  lines  of  work  and  grades.  Each  title 
represents  an  employment  sufficiently  distinctive  from  adminis- 
trative and  civil  service  viewpoint  to  warrant  a  separate  civil 
service  examination  or  action.  It  is  contemplated  that  a  person 
may  be  authorized  to  perform  the  kind  and  character  of  work 
described  within  the  grade  only  under  the  titles  prescribed. 

The  theory  underlying  the  selection  of  titles  has  been  to  make 
titles  descriptive  of  the  work  performed  and  to  have  them  relate 
directly  to  a  distinctive  grade  of  work.  Where  present  titles  are 
descriptive  and  are  appropriate,  such  titles  have  been  incorporated 
in  the  standard  specifications. 

Duties  —  Definition. 

Under  "  Duties — Definition  "  are  specified  the  requirements  of 
the  employment  (as  distinguished  from  the  entrance  and  promo^ 
tional  requirements  of  the  employment)  in  terms  of  its  duties  and 
function,  the  importance  and  difficulty  of  such,  duties^  the  super- 
visory or  independent  responsibility  involved,  etc.,  so  as  to  dearly 
mark  off  the  limits  of  one  grade  of  the  line  of  employment  from 
another.  The  "  definition  of  duties  "  is  intended  to  furnish  the 
basis  for  fixing  the  compensation  and  at  the  same  time  to  indicate 
the  scope  of  the  original  or  promotional  examination  through 
which  the  employe  enters  the  grade. 

Duties  —  Examples. 

Examples  are  cited  for  illustrative  purposes  only  and  are  not 
exhaustive     They  are  intended  to  assist  in  the  interpretation  of 


Ivii 

the  "  definition  of  duties  "  by  furnishing  concrete  and  well  known 
examples  which  fall  clearly  within  the  grade  specified. 

QUAUFIOATIONS. 

Under  qualifications  are  specified  the  standards  of  ability,  ex- 
perience or  training  which  are  exacted  as  a  basis  for  appointment, 
original  or  promotional,  to  the  grade.  It  is  contemplated  that  the 
Civil  Service  Commission  will  satisfy  itself  through  proper  in- 
quiries and  investigation  as  to  compliance  with  these  standards. 

Compensation. 

Under  compensation  is  specified  the  range  of  salary  which  will 
attach,  to  all  employments  falling  within  the  grade,  the  limits 
representing  the  minimum  and  maximum  rates  of  pay  for  the 
standard  of  work  prescribed. 

The  rules  and  regulations  governing  entrance  rates  of  pay  are 
set  forth  in  the  code  of  regulations  supporting  the  specifications. 
These  regulations  contemplate,  except  where  otherwise  specified, 
that  entrance  to  the  grade  at  the  minimum  rate  and  advancement 
from  one  rate  to  the  next  higher  rate  within  the  grade  after  the 
minimum  of  one  year  of  satisfactory  service. 

For  the  purpose  of  simplifying  accounting  and  auditing  pro- 
cedure, standard  rates  divisible  by  twelve  have  been  established. 
This  will  reduce  to  an  appreciable  degree  the  amount  of  clerical 
work  involved  in  the  preparing  and  checking  of  departmental  pay- 
rolls. 

4.  Proposed  Standards  to  Represent  Minimum  Reqmrements,  not 

Maximum  Requirements. 

The  proposed  schedules  represent  the  minimum  requirements 
to  be  imposed  by  the  Legislature  or  finance  controlling  body  upon 
the  administrative  departments  to  insure  uniform  enforcement 
and  administration  of  civil  service  principles.  The  Civil  Service 
Commission  as  the  agency  charged  fwith  the  enforcement  of 
general  provisions  of  the  Civil  Service  Law  may  add  to  or  supple- 
ment the  standards  by  rules  and  regulations  which  are  not  incon- 
sistent with  the  proposed  specifications  and  provisions  contained 
in  the  supporting  code  of  regulations. 
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The  eBtabliflhiueiit  of  basic  standards  for  aalariea  and  grades 
through  specific  legislative  enactment  separates  these  standards 
from  the  rules  of  practice  and  procedure  used  in  applying  them. 
These  rules  of  practice  are  discretionary  with  the  Civil  Service 
Commission  subject  only  to  limitation  of  consistency  with  the 
proposed  code  of  standards*  This  will  make  for  greater  flexi- 
bility than  now  prevails  and  at  the  same  time  will  guard  effectively 
against  inequality  and  abusa 

6.  Summary  Outline  of  Proposed  Classificaiion  of  Orade  tmd 

Saiartf  Standards. 

The  following  is  an  outline  of  the  proposed  classification  of 
grade  and  salary  standards.  This  shows  in  summary  form  the 
divisions  (called  grades)  into  which  each  distinct  line  of  work 
(called  groups)  is  divided  for  purpose  of  salary  and  promotional 
control,  indicating  for  each  grade  the  standard  titles  and  standard 
salary  rates. 


PSOPOSBD    CULBSIFICATION    OF   SbRVICBS    AND    GrOUPB    ShOWING 

Grades^  Titles  of  Positions  and  Salary  Rates. 
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IV.    SAVINGS  AND  BENEFITS  TO  ACCRUE  FROM  THE  APPLICATION 
OF  THE  PROPOSED  STANDARDIZATION  PROGRAM 

1.  Savings  to  the  State. 

The  adoption  of  the  proposed  standardization  program  will  ef- 
fect large  economies  for  the  State  of  New  York  and  at  the  same 
time  offer  a  larger  opportimity  for  advancement  to  the  employa 
This  conclusion  is  based  upon  (1)  a  detailed  comparative  analysis 
of  the  operation  of  the  present  and  proposed  schedules  during  the 
next  five  years,  as  hereinafter  outlined,  (2)  the  results  of  the 
application  of  the  tentative  standards  to  the  present  Civil  Service 
(showing  overpayment  of  $380,082),  and  (3)  general  estimates 
as  to  the  results  of  the  operation  of  the  schedules  (other  than  the 
Clerical  Service)  based  upon  significant  facts  of  the  present 
practice. 

The  aggregate  amount  of  overpayment  and  underpayment,  as 
shown  by  a  careful  and  minute  appraisal  of  the  existing  employ- 
ments according  to  proposed  standards,  is  as  follows: 

Service  Overpayment    Undarp*yment 

Clerical $195,535  $19,976 

Professional  and  Scientific 81,184  40,687 

Inspectional 34,664  5,620 

Investigational  and  Examining 36,456  5,226 

Other  services    32,243  11,641 

This  shows  a  net  overpayment  in  the  Clerical  Service  of 
$175,559.  The  result  of  the  detailed  analysis  of  the  operation 
of  the  proposed  schedules  during  the  next  five  years  shows  that 
the  cost  for  the  Clerical  Service  will  progressively  decrease,  as  a 
result  of  the  proposed  plan,  during  each  year  of  this  period,  the 
saving  over  existing  schedules  for  the  year  1921  being  estimated 
at  $463,328.  This  saving  is  over  and  above  the  amount  of  present 
overpayment,  $175,559,  which  it  is  estimated  will  be  gradually 
absorbed  and  eliminated  during  that  period. 

The  prevalence  of  overpayment  in  other  services  indicates  that 
the  average  rates  will  progressively  decrease,  although  not  to  as 
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marked  a  degree  as  in  the  Clerical  Service,  during  each  of  the 
next  five  years,  at  the  end  of  which  period  it  is  believed  sound 
standards  will  be  restored.  Using  the  present  ratio  of  overpay- 
ment as  tihe  basis  for  judgment,  it  is  estimated  that  the  aggregate 
saving  in  other  services  from  the  application  of  the  proposed 
schedules  over  the  existing  schedules  in  the  year  1921  will  ap- 
proximate $300,000. 

The  saving  to  be  had  from  the  abolishment  of  positions  is,  of 
course,  not  included  in  this  estimate. 

The  results  of  the  standardization  of  salaries  in  Chicago  in  1910 
confirm  the  forecast  with  respect  to  the  operation  of  the  New  York 
State  program.  In  that  city  the  average  rates  of  pay  progressively 
increased  in  four  of  the  six  services  of  the  city  government  during 
the  years  1911  to  1915.  The  increases  for  each  of  three  services, 
however,  were  much  less  than  the  increases  which  marked  the 
prevailing  rates  of  salaries  and  wages  in  private  practice  during 
this  period.  Hence,  even  with  respect  to  those  services  in  which 
a  slight  increase  was  felt,  the  city  has  properly  claimed  an  economy. 
In  the  clerical  and  supervising  services,  marked  savings  were 
effected  as  a  result  of  the  following  reductions  in  average  annual 
rates: 

Clus  1911      1912      1913     1914     1915 

Clerical   $1216       $1223       $1222       $1208       $1184 

Supervising 1354         1408         1383         1268         1297 

In  one  service  —  the  library  service  —  there  was  a  marked  in- 
crease during  this  five-year  period,  viz.,  from  $678  to  $906, 
because  of  abnormally  low  rates  which  prevailed  in  this  service. 
The  library  service  consisted  of  but  a  comparatively  small  group 
of  employes,  and  did  not  materially  affect  the  total. 

2.  Benefits  to  the  Employes 

Despite  the  substantial  saving  to  the  government  through  the 
adoption  of  uniform  standards  direct  benefits  will  accrue  to  the 
employes  in  terms  of  greater  opportunity  for  advancement  than  is 
possible  under  the  present  unstandardized  conditions.  These  bene- 
fits accrue  from  the  fact  that  fictitious  rates  of  pay  and  other 
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irregular  conditions  of  employment  operate  generally  against  the 
efficient  and  ambitions  employe.  Unnecessary  positions  and  sine- 
cures,  which  prevail  today,  cannot  exist  under  a  proper  enforce- 
ment of  the  proposed  program  and  a  part  of  the  saving  therefrmn 
would  be  made  available  to  the  efficient  employes  who  carry  the 
burdens  of  the  work. 

Here  again  the  experience  of  Chicago  in  the  application  of 
standards  confirms  the  Committee's  statements.  All  automatic 
increases,  based  upon  satisfactory  service,  were  granted  during 
the  year  1915  —  an  almost  unprecedented  event  in  city  govern- 
ment. The  city  attributed  to  the  accomplishments  of  the  standard- 
ization program  its  ability  thus  to  reward  officers  and  employes. 

Benefits  accrue  to  both  the  State  and  the  employe  from  the 
following  factors: 

First. —  The  establishment  of  a  basis  for  fixing  salary  rates 
in  relation  to  work  values,  thereby  eliminating  several  thou- 
sand fictitious  rates  of  pay. 

Second. —  The  establishment  of  standard  titles,  thus  elimi- 
nating hundreds  of  fictitious  civil  service  titles  and  working 
designations  which  make  confusion  and  friction  in  the  per- 
formance of  work. 

Third. —  The  establishment  of  standard  factors  of  educa- 
tion or  experience  for  each  class  and  grade  of  employment, 
prescribing  conditions  which  must  be  met  by  persons  before 
appointment 

Fourth. —  The  establishment  of  standard  work  require- 
ments for  each  class  and  grade  of  employment,  prescribing 
conditions  which  must  be  met  or  conformed  to  after  appoint- 
ment. 

The  indirect  saving  from  the  standardization  progrtoi  has 
not  been  mentioned.  This  result,  though  less  tangible,  is  quite 
as  important  as  the  direct  economy  to  the  State  on  the  one  hand 
and  the  direct  benefit  to  the  employe  on  the  other.  It  is  expressed 
in  the  higher  individual  and  group  output  which  results  in  any 
public  or  private  organization,  when  employment  conditions  are 
made  attractive.  This  i?  essentially  the  objective  of  the  stand- 
ardization program. 
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3.  Summary  of  Cost  of  the  Clerical  Service  Under  Present  wnd 
Proposed  Schedules  with  BesultamJt  Savings  as  of  January 
1,  1916,  and  January  1,  1921. 

Computations  for  a  comparison  of  the  cost  of  the  Clerical 
Service  in  twenty-six  of  the  State  departments^  under  the  present 
schedule,  and  the  estimated  cost  of  the  same  service  under  the  pro- 
posed schedule,  as  applied  on  January  1,  1916,  and  January  1, 
1921,  have  been  made  at  the  request  of  the  Committee  by  the 
Bureau  of  Statistics  of  the  Department  of  Labor.  This  study 
shows: 

First.  There  are  at  present  1677  positions  in  the  Clerical 
Service  in  these  departments,  exclusive  of  those  which  the 
Committee  has  recommended  for  abolishment. 

Second.  The  total  annual  cost  of  these  positions,  under 
the  present  schedule,  is  $2,024,089,  or  an  average  salary  of 
$1207. 

Third.  The  total  amiual  cost  of  these  positions,  appraised 
under  the  proposed  schedule,  is  $1,843,020,  or  an  average  of 
$1099. 

Fourth.  This  represents  an  immediate  annual  saving  of 
$181,069,  or  8.9  per  cent,  of  the  total  present  cost.  (The 
appraisals  of  the  Committee  show  that  two  hundred  and 
ninety  of  the  positions  referred  to  would  be  decreased  with  a 
total  salary  decrease  of  $108,205  and  that  two  hundred 
and  fifty-seven  would  be  increased  with  a  total  salary  increase 
of  $21,876.) 

Fifth.  On  the  basis  of  normal  growth,  as  shown  by  past  ex- 
perience, statistics  indicate  that  there  will  be  1976  positions 
in  the  Clerical  Service  in  these  departments  on  January  1, 
1921. 

Sixth.  On  the  basis  of  the  present  practice  the  total  annual 
cost  of  these  positions  would  be  $2,505,568,  or  an  average 
salary  of  $1,268. 

Seventh.  The  total  estimated  annual  cost  of  these  positions 
under  flie  proposed  schedule  would  be  $2,042,242,  or  an 
average  salary  of  $1034. 


^The  major  state  departments  were  studied  and  in  these  there  were  on 
January  1,  1916,  approximately  90  per  cent,  of  the  total  Clerical  Service  of 
tteStak. 


Eighth.  This  represents  an  estimated  saving  for  1921  of 
$463,328,  or  18.6  per  cent  of  the  cost  on  the  basis  of  the 
present  practice. 

These  results  are  shown  in  summary  form  in  the  following 
schedule : 
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4.  Cost  of  Protection  of  Present  Clerical  Employes  Who  Are 

Rendering  Efficient  Service. 

As  pointed  out  in  another  paxt  of  this  report  those  employes 
who  are  rendering  efficient  service  should  be  protected  within  cer- 
tain limits.  According  to  the  policy  outlined  by  the  Conunittee 
seven  hundred  and  ninety-three  of  the  above  clerical  positicmB  in 
1916  will  receive  protection,  to  the  extent  of  $94,742.  This  will 
make  the  total  cost  on  January  1,  1916,  $1,937,762,  or  an  average 
salary  cost  of  $1156.  As  pointed  out  the  estimated  savings  on 
January  1,  1916,  according  to  the  proposed  schedule,  would  be 
$181,069.  Thus  the  net  saving  will  be  $181,069  minus  $94,742 
(the  cost  of  protection)  or  $86,827. 

The  estimated  saving  of  $463,328  on  January  1,  1921,  will  not 
be  affected  by  any  cost  of  .protection,  inasmuch  as  it  is  fair  to 
assume  that  the  protection  proposed  at  present  would  have  been 
absorbed  in  regular  salary  increases. 

5.  Methods  of  Analyzing  Cost  of  Clerical  Schedules. 

In  conducting  this  study  the  following  information  was  used 
as  a  basis  for  determining  the  conclusions  in  regard  to  estimated 
cost  and  savings: 

First. —  Number  of  positions  in  the  Clerical  Service  on 
January  1,  1911,  January  1,  1913,  and  January  1,  1915, 
with  total  cost  distributed  by  groups,  grades  and  rates,  on 
the  basis  of  proposed  schedules.  In  this  connection  the  "  civil 
lists  "  for  the  above  years  were  studied  and  all  clerical  posi> 
tions  tabulated. 

Second. —  Number  of  separations  in  the  Clerical  Service, 
during  each  year  from  1911  to  1915,  inclusive,  by  groups  and 
grades,  on  the  basis  of  proposed  schedules.  In  order  to  ob- 
tain the  rate  of  separation,  the  index  cards  on  file  in  the  State 
Civil  Service  Commission  showing  the  histoiy  of  each  civil 
service  employe  in  the  Clerical  Service  were  reviewed,  and  all 
cases  of  resignations,  deaths,  removals  and  leaves  of  absence 
of  over  six  months,  during  the  years  1911  to  1915,  inclusive, 
were  noted  on  the  basis  of  the  proposed  salary  groups  and 
grades.  From  the^^e  figures  an  annual  rate  of  separation  was 
obtained. 
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Third. —  Enlargement  of  the  activities  of  the  State  govern- 
ment^ with  resultant  increafle  in  the  clerical  force.  The  esti- 
mated increase  in  activity  was  obtained  by  a  comparison  of  the 
total  nimiber  of  poe^iticms  in  the  State  by  years  from  19'11  to 
1915.  This  figure  was  modified  after  consultation  in  order 
more  accurately  to  determine  what  the  status  would  be  in 
1921  nnder  normal  conditions  of  increase. 

Fourth. —  Rate  of  advancement  and  promotion  of  clerical 
employes  on  the  basis  of  efficient  service.  The  rate  of  advance- 
ment to  higher  salary  rates  or  promotion  to  a  higher  salary 
grade  was  decided  upon,  on  the  basis  of  opinions  expressed 
by  the  heads  of  State  departments,  past  experience  and  the 
experience  of  other  civil  systems  of  a  comparable  character. 

Fifth. —  Ntunber  of  positions  in  the  Clerical  Service  on 
January  1,  1916,  with  the  Committee's  salary  appraisal  by 
groups,  grades  and  rates  on  the  basis  of  proposed  schedules. 

6.  Analysis  of  Cost  of  the  Clerk  Group  Under  Present  and  Pro- 
posed Schedules, 

The  Senate  Committee  StaiT  conducted  an  independent  study 
of  the  cost  of  applying  the  proposed  Standard  Specifications  to 
onployes  in  the  Clerk  Group  of  the  Clerical  Service  in  the  same 
departments  used  in  the  analysis  made  by  the  Bureau  of  Statis- 
tics of  the  Department  of  Labor.  The  conclusions  reached  after 
this  study  corroborate  the  findings  shown  above. 

In  this  study,  the  cost  of  a  normal  distribution  of  employes 
in  the  first  four  grades  of  the  Clerk  Group  was  calculated  on  the 
basis  of  present  conditions  and  the  number  of  promotions  and 
separations  during  the  past  five  years.  In  brief,  this  analysis 
indicates  that  in  the  first  four  grades  of  the  Clerk  Group: 

There  are  at  present  888  positions,  representing  a  total 
annual  salary  cost  of  $1,053,600,  or  an  average  salary  of 
$1,185.81. 

On  the  basis  of  a  normal  distribution  of  these  employes 
under  the  standards  proposed  by  the  Committee,  these  888 
would  involve  an  annual  expenditure  of  $820,000,  or  an 
avCTage  salary  of  $982.50. 

Thus  the  application  of  these  standards  represents  an  esti- 
mated saving,  under  the  normal  distribution,  of  $233,600,  or 
22.2  per  cent,  of  the  cost  under  the  present  practice. 


Since  this  22.2  per  cent,  saving  would  take  place  only  after 
the  proposed  standards  have  been  applied  during  a  sufficient 
period  to  allow  for  a  normal  distribution,  it  is  reasonable  to  as- 
sume, as  is  the  case  in  the  preceding  study,  that  the  protection 
allowance  would  be  absorbed  through  regular  increases  and  there- 
fore need  not  be  considered. 

As  pointed  out  in  the  study  by  the  Bureau  of  Statistics  of  the 
Department  of  Labor  the  percentage  of  saving  for  1921  would  be 
18.5  per  cent,  for  the  whole  Clerical  Service.  The  22.2  per  cent, 
saving  estimated  by  the  Senate  Committee  applies  only  to  the 
Clerk  Group,  the  group  in  which  there  would  naturally  be  a 
greater  saving  than  in  the  other  groups  of  the  Clerical  Service. 
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V.    ANALYSIS    OF    EMPLOYMENT    PROBLEMS,    WITH    PARTICULAR 
REFERENCE  TO  GENERAL  STANDARDIZATION  PROPOSALS. 

The  proposed  standardization  program  has  primary  reference 
to  two  distinct  though  related  questions  of  employment  control  as 
follows : 

First — Those  questions  which  relate  to  the  establishment 
of  positions,  fixing  rates  of  pay  and  other  conditions  govern- 
ing same. 

Second. — Those  questions  which  relate  to  the  manner  and 
method  of  recruiting  employes  for  such  positions  and  regu- 
lating their  conduct  while  in  the  service. 

It  will  therefore  be  desirable  to  consider  the  present  and  pro- 
posed practice  in  regard  to  the  manner  and  methods  of  establish- 
ing positions  and  of  recruiting  and  controlling  employes. 

1.  Manner  and  Methods  of  Establishing  Positions. 

Up  to  the  present  time  no  formalized  procedure  has  obtained 
in  the  establishment  of  new  positions.  Bequests  upon  the  Legis- 
lature as  the  appropriating  and  finance  controlling  body,  may 
originate  in  any  number  of  sources  and  be  clearod  through  various 
channels. 

The  State  government  is  at  the  present  time  organized  into 
approximately  one  hundred  and  fifty  departments  or  independent 
establishments.  Under  the  present  practice  responsible  officials 
in  each  of  these  departments  reach  independent  judgment  as  to 
functions  or  work  which  shall  be  initiated  or  further  developed, 
and  make  requests  upon  the  Legislaturo  for  necessary  appropria- 
tions to  cover  the  other  positions  thought  to  be  necessary.  The 
administrative  branch  of  the  government  maintains  no  staff 
or  centralized  agency  with  which  to  pass  upon  the  reasonableness 
of  the  requests. 

The  T^fCgislature,  in  taking  final  action,  is  advised  by  the 
finance  committees  of  the  Senate  and  the  Assembly,  but  these 
committees  have  not  in  the  past  been  equipped  with  staff  assist- 
ance which  has  enabled  them  to  review  adequately  the  consider- 
ations which  supported  the  requests,  or  to  investigate  the  conditions 
which  should  govern  the  establishment  of  the  positions,  if  neces- 
sary. 
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This  brieiiy  characterizes  the  fundamental  weakness  in  the 
present  control  over  the  development  and  growth  of  the  State's 
highly   decentralized   administrative  agencies. 

Pressure  has  been  continuously  exerted  upon  the  Legislature 
to  expand  and  to  make  more  costly  the  organization  and  work  of 
each  of  the  one  hundred  and  fifty  units  of  the  State  govemment, 
but  no  provision  has  been  made  adequately  to  check  this  preesore 
and  prevent  hasty  or  illadvised  action.  The  State  govermnent 
lacks  a  centralized  investigative  and  advisory  agency  which  would 
initially  pass  upon  the  need  for  new  positions  and  defer  action 
by  the  Legislature  until  all  the  pertinent  facts  had  been  developed 
and  interpreted. 

The  effect  of  this  lack  of  control  has  been  evidenced  in  four 
ways,  as  follows: 

(a)  Establishment  of  Unnecessary  Positions. 

(b)  Irregularity  in  Compensation  for  Work  of  Similar 
Grade  and  Character. 

(c)  Irr^ilarity  and  Rapidity  of  Salary  Increases  and 
Promotions. 

(d)  Irregularity  of  Titles  for  Work  of  Similar  Grade  and 
Character. 


(a)  Establishment  of  Unnecessary  Positions. 

The  following  table  shows  the  increase  in  the  number  of  State 
employes  (exclusive  of  laborers)  and  the  expenditure  therefor 
during  the  four  years,  1911  to  1915: 


Division 

As  of 
January  1,  1911 

As  of 

January  1.  1915 

iNCRCAfll  —  1915 

No.  of 
posi- 
tions 

Expenditure 

No.  of 
poei- 
tiona 

Expenditure 

No.  of 
post, 
tions 

Inereaaed 

Expenditure 

for  all  poaitioDa 

Departments 

Ho8Ditab(< 

4,490 

$6,626,678  90j       7,455 

2,452.390  4ll 

377,638  24      » 7.638 

$11,774,267  66 

3.004.723  05 

610,886  10 

1,189,015  07 

2,661.300  00 

481,919  00 

2.956 

■    "U76 

78 

20 

$5,147,588  65 
663.332  64 

Prisons  * 

17,468 

64.5 

421 

233.247  86 

Charitable  institu- 
tions    and     re- 
formatories 2.  . . . 

Courts 

852.380  00 
2,327,293  00 

723 

386,836  07 
324,007  00 

Normal  schools .  .  . 

384.619  OOj           441 

97.400  00 

Total 

13.033 

S13. 020.890  55 

16.257 

$19,712,110  77 

3.224 

$6,691,211  22 

^  Includes  all  institutions  (hospitals,  prisons,  charitable  institutions  and  reformatories). 
'Expenditure  figures  obtained  from  Comptroller's  annual  reports;  all  other  figures  obtained 
from  tne  Civil  Service  Commission's  annual  reports. 
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The  following  facts  in  this  table  will  be  noted : 

The  total  expenditure  increased  $6,691,211.22,  or  51  per 
cent,  over  the  cost  in  1911. 

The  total  number  of  positions  increased  3,224,  or  25  per 
cent,  over  the  number  of  positions  in  1911. 

The  cost  of  the  administrative  departments  increased 
$5,147,588.65,  or  more  than  77  per  cent,  over  the  1911  cost 
for  these  departments. 

This  increase  in  the  cost  of  the  administrative  department  rep- 
resents almost  77  per  cent,  of  the  entire  increase  in  the  cost  of 
the  State  government  during  this  period. 

This  increase  is  due  in  part,  of  course,  to  logical  expansion  of 
the  State  activities  —  the  assumption  of  new  and  the  further 
development  of  existing  fxmctions.  An  additional  factor  how- 
ever, and  of  no  small  importance  in  the  increased  cost  is  the  cus- 
tomary or  traditional  growth  from  year  to  year  which  has  pro- 
ceeded with  little  or  no  I'eference  to  the  logical  demands  of  the 
service,  made  possible  under  the  method  of  creating  positions,  as 
above  described. 

The  reports  on  departmental  organization  and  procedure  which 
have  been  developed  by  the  Conmiittee's  staff  along  with  the  study 
of  employment  problems  point  out  concretely  the  extent  to  which 
the  present  administrative  machinery  is  encumbered  with  un- 
ne(*e88ary  positions. 

These  reports  itemize  those  positions  which  can  be  abolished 
without  affecting,  to  any  appreciable  extent,  the  present  methods 
of  administration  and  without  any  impairment  of  efficiency. 
These  positions  have  to  do  with  duplication  of  work  between 
offices  and  bureaus  or  the  performance  of  obviously  unnecessary 
work.  According  to  these  reports  these  savings,  aggregating 
$500,635  are  immediately  available  from  the  abolishment  of  these 
positions,  and  may  be  distributed,  by  services,  as  follows: 

Managerial $10,500 

Professional  and  Scientific 179,000 

Clerical 165,655 

Tnspectional 43,200 

Investigational  and  Examining 70,800 

Other  Services 31,480 
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In  additiou  to  the  foregoing  savings  tiiese  reports  point  out 
wherein  further  and  larger  savings  can  be  accomplished  through 
more  fundamental  change  of  existing  methods  of  adndnistration. 

These  further  recommendations  involve  an  additional  saving 
of  $1,474,879. 

The  department-s  affected  by  these  conclusions  would  require 
time  for  reorganization  and  readjustment  before  any  reduction 
by  reason  thereof,  can  be  made  in  their  appropriations.  As 
already  pointed  out,  limitations  of  time  have  prevented  the  Com- 
mittee from  reviewing  and  acting  upon  these  reports  except  by 
conference  with  department  heads.  The  work  along  this  lino 
will  be  pursued  if  the  Conamittee  is  continued  as  recommended. 

(6)  Irregularity  in  Compensation  for  Work  of  Similar 
Grade  and  Character. 

From  the  viewpoint  of  civil  service  control  the  irregularities 
of  existing  rates  of  pay  for  the  same  grade  and  character  of 
work  represent  peidiaps  the  condition  of  the  civil  service  which 
tends  most  to  disrupt  and  disorganize  the  State  machinery.  A 
most  conclusive  analysis  of  the  existing  rates  of  pay  is  sum- 
marized in  a  comparative  classification  of  the  present  rates  and 
proposed  standards  contained  in  Part  V  of  this  report  This 
crystalizes  the  results  of  the  investigation  of  the  rates  of  pay 
which  have  been  applied  in  this  State. 

One  colunm  of  this  classification  shows  each  line  of  work  of 
the  State  government,  divided  into  appropriate  grades,  with  the 
proposed  standard  rates  for  each  grade. 

A  parallel  column  shows  the  variety  of  titles  and  rates  under 
present  practice  for  each  grade,  which  is  comparable  to  that  shown 
in  the  first  column. 

The  following  is  a  summary  of  this  classification  showing  in 
parallel  columns  the  present  and  proposed  titles,  rates  and  grades 
of  compensation  for  each  grade  and  line  of  work : 
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COMPABATIVB     TaBLB,     SHOWING     BY    GrOUPS    THE     NiTMBER     OF 

DisTiNCTivB  Titles  and  Salary  Rates,  and  the  Range 

OF     CiOMPBNSATION     UnDBR     THE     PRESENT     AND      PROPOSED 

Classification 


LiNfi  or  Work 
(Proposed  group) 


managehial 

1.  Departmental  manager. 


2.  Departmental  secretary. . . 

3.  MMeeUaneous  manager. . . 

4.  Institutional  manager. . . . 

Total 

CLERICAL 

1.  Bookkeeper 

Bookkeeper,  inatituti<Hial . 

2.  Clerk 

Clerk,  institutional 

3.  Employment  agent 

4.  Interpreter 

5.  Private  secretary 

6.  Process  server  and   mes- 

senger  

7.  Supervisor  of  publication . 
S.  Stenographer 

Stenographer,  institutional 

9.  Telephone  operator 

Telephone  operator,  insti- 

tutiooal , 

10.  Typist 

Total 

PROFESSIONAL  AND 
SCIENTIFIC 

1.  Acooontant 

2.  Actuary , 

3.  Agroaomist 

4.  Ari^eologist 

5.  Afofaiteot 

6.  Bacteriologist 

7.  Biologist 

8.  Botanist 

9.  Cliaplain 

10.  Chemist  and  physicist. 

11.  Dentist 

12.  Director  of  reseuroh. . . 
13 

14.  Entomologist . 

13.  Fish  eulturist, 

10.  Fortstsr 

17.  Geologist.... 
18w  HorticaltariBt 
19. 

20.  Nuns 
21. 

22,  Physieisn. . 

23.  Stotistidan 


Paopo 

•■D  ClsABt 

Num-  . 

Num- 

ber of 

ber  of 

distinc- 

distinc- 

tive 

tive 

rates 

titles 

within 

groups. 

5 

t 

1 

12 

4 

17 

8 

18 

18 

•26 

2 

13 

1 

3 

7 

24 

4 

14 

3 

18 

2 

10 

1 

7 

1 

7 

3 

16 

10 

19 

I 

6 

1 

1 

1 

3 

2 

11 

39 

♦86 

7 

22 

2 

6 

2 

13 

2 

13 

6 

23 

8 

21 

1 

4 

3 

16 

2 

9 

0 

13 

1 

4 

1 

3 

27 

34 

2 

16 

1 

6 

3 

16 

4 

18 

2 

11 

3 

15 

0 

28 

1 

8 

36 

26 

!               6 

22 

Range  of 
compensa- 
tion 


Rates       pre- 
scribed   by 
law  or  de- 
partment 
executive. 
$2,580-6.000 
2.340-6,900 
1,200-4.800 


840-2.160 
(960-1.080 

360-2.820 
(216-1,260 

900-4,200 

060-2,340 
1.800-3,060 

840-1.260 

1,200-3.640 

640-2,820 

(420-  540 

640-1.020 

(420-  640 
420-1.020 


960-5. 400 
2.340-3.600 

1.080-3,o!£ 

1,080-3.060 

840-4,800 

600-3,600 

2.580-3,3oS 
1.080-3.540 

600-2.340 
1.080-4.600 

900-1.200 
6,100-6,700 
1.72O-5.700 
up 
1.080-3.640 
3,060-4,200 
1.060-4.200 
1.080-6,100 
1,200-3.640 
1.200-3.900 

(360-$l,328 
0900-1.440 
a72O-5.400 

1,080-6,000 


Pkksent 


Num- 
ber of 
distinc- 
tive 
titles 


4 
15 

7 


33 


22 

4 

249 

26 
6 
3 
6 

9 
6 
44 
8 
6 

3 
11 


401 


22 
3 

2 
1 


4 
1 
4 
9 
2 
26 

17 

2 

36 

11 


Num- 
ber of 

distinc- 
tive 
rates 
within 

groups. 


t  Rakes  prescribed  by  law  or  depirtme  1 1  e  tec ubi ve . 

*  Nonber  of  distinctive  rates  within  the  eervice.     (In  obtainin  i  this  total, 
daplioated  in  the  several  groups  were  counted  only  onoe.) 
t  With  masnienanoe. 
«  Some  positions  grant  msintenance  and  others  do  not. 


8 


6 
11 

8 


♦22 


20 
8 
61 
16 
6 
4 
6 

5 

6 

44 

26 

7 

8 
0 


♦71 


18 
2 

2 
1 


9 

16 

11 

12 

1 

1 

6 

4 

2 

6 

22 

19 

2 

2 

1 

1 

76 

38 

4 
1 
6 
6 
4 
21 

30 

4 
33 

7 


Range  of 
compensa- 
tion 


$3,000-S6,600 


3,000-6,000 
2,700-7,000 
1,200-5,000 


600-4,250 
(540-1,260 

240-5,000 
(300-1,500 

720-4,200 

000-1,500 
2,000-4,000 

840-1,500 

1,810-4,100 

300-3,000 

(360-    960 

480-1,200 

(300-    600 
360-1,200 


1,080-4,600 
5,000-6,000 

1,200-2,600 

1,300 

1,000-6,000 

700-4,000 

2,500 

1,400-3.000 

600-2,000 

600-3,000 

600-900 

6.000 

720-20,000 

900-2,400 

4,000 

1,080-4,000 

1,200-4,600 

1,400-3,600 

1,800-10,000 

(36O-$l,200 
600-1,600 
540-6,000 

1,500-4.000 


rates  which  were 


xomi 


CoMPARATiVB  Table — Continued 


Link  or  Work 
(Propooed  group) 


PROFKSSIONAL  AND 
8GIEN1IFIC  —  Continu  ed 

24.  Veterinarian 

25.  Zoologist 


ToUl 


I. 
2. 
3. 
4. 

5. 
6. 

7. 

8. 

9. 

10. 


EDUCATIONAL 

Artist 

Instructor  of  the  blind 

Curator 

Educational  specialist 

Health  lecturer 

Institution     teacher    and 

lecturer 

Librarian 

Regents  examiner 

Teacher  and  lecturer 

Publicity  specialist 


Total 


AND 


INVESTIGATIONAL 
EXAMINING 

1.  After-care  agent 

2.  Bank  examiner 

3.  Civil  Service  examiner 

4.  Examiner     of    compensa- 

tion claims 

5.  Examiner    of    corporation 

tax 

0.  Examiner    of    documents 
and  records 

7.  Industrial  code  examiner. 

8.  Industrial  mediator 

0.  Insurance  examiner 

10.  Examiner  of  local  asaeeo 

ments 

1 1 .  Miscellaneous  investi|Cfttor 

12.  Examiner     of     municipal 

accounts 

13.  Parole  officer 

14.  Referee  (transfer  tax) .... 

15.  Social  investigator 

16.  Special  franchise  ai^raiser 

17.  Transportation  agent 

18.  Underwriter 


ToUl 


1. 
2. 
3. 


6. 
6. 
7. 
8. 


INSPECTIONAL 

Inspector  of  bees 

Inspector  of  buildings .... 

Inspector  of  dairy  prod- 
ucts and  foods 

Inspector  of  engineering 
works 

Excise  inspector 

Inspector  of  farms 

Fisn  and  game  protector. . 

Forest  ranger  and  observer 


Pboposbd  Clamxfication 


Num- 
ber of 
distinc- 
tive 
titles 


137 


2 
a 
8 
1 

10 
7 
3 
b 
1 


Number 
of  distinc- 
tive rates 
within 
groups 


34 


1 
4 
5 


11 
1 
2 
3 

1 

4 

4 
4 
1 
5 
3 
1 
2 


60 


11 
6 


♦50 


7 
9 

15 
6 

13 

23 

9 


♦31 


3 
15 
13 

23 

15 

17 

4 

10 

15 

1 
12 

12 

13 

6 

16 

15 

7 

8 


*28 


1 
6 

18 

8 
11 

5 
17 

8 


Range  of 
compensa- 
tion 


1900-8.300 
1,060-1.630 


1.200-1,980 
720-1.800 

1.800-5,700 
960-1.560 

t480-l,560 
600-5,700 
960-1,800 

1,800-2.580 


♦600-  720 
1.800^5.400 
1.440-4,500 

1.080-6,000 

1.560-5,100 

1,080-3.900 
2,820-3,540 
2.160-4,800 
1,800-5.400 

1.680-2,160 
1,080-2.580 

1,800-4.800 
840-2.340 
2.520-8,900 
1,080-4,500 
1,680-5,100 
960-1,660 
1.200-2.340 


780 
1.200-1.800 

900-3,060 

960-1.800 
960-3.060 
1.800-2.680 
840-4.200 
60  monuily- 
1,660  an- 
nually 


Num- 
ber of 
distinc- 
tive 
titles 


271 


2 

7 

29 
1 

4 
34 
15 

5 

97 


9 


12 
1 
3 
3 

1 

7 

2 
4 
1 
6 
3 
3 
3 


Number 

ofdistine- 

tive  rates 

within 

groupc 


69 


1 
4 

8 

12 
2 
I 
5 
3 


♦88 


2 
5 

11 
1 

7 

15 

8 


♦25 


3 
11 

7 


3 

10 
1 
3 

17 

1 
4 

4 
7 
3 
8 
6 
5 
3 


Range  of 

oompteaa- 

tion 


$i.aoo-3,ooo 

1,200 


720-1,800 
600-1,020 

1.500-5.000 
1.000 

:54O-1.500 
420-6.000 
900-2.400 

2.000-3.000 


♦44 


:5io-i,aoo 

2.434-5.400 
1,200-3.600 

1,000-6.000 

1.600-5.000 

1,500-4.800 

3.600 

2,000-2.800 

1,800-6,000 

1,500-4.000 

2,400-4,000 
720-1. SOO 
2.500-4.000 
1.200-3.600 
1,800-4,000 
900-1,600 
1.200-1.800 


80O 
1,200-2,600 

720-2.700 

1.080-2,000 

1,000-1,600 

2,400 

900-4,000 

60  montnly- 

1,600  an- 

nnaUy 


a  Standard  specifications  for  appropriate  i^rades  within  this  Group  will  be  established  wImh  the 
scope  and  importance  of  the  museum  activities  warrant  the  oreation  of  positions  for  this  Group. 

h  Standard  specifications  for  appropriate  grsdes  within  this  Group  will  be  otabUibed  when  an  institu- 
tion of  learning  is  placed  under  the  direct  control  of  the  Board  of  Regents  and  the  President  of  tli« 
University  of  the  state  of  New  York. 

♦  Number  of  distinctive  rates  within  the  servioe.  (In  obtaining  this  total,  rates  which  were 
duplicated  in  the  several  groups  were  counted  only  once.) 

t  With  maintenance. 
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Comparative  Table — C&nduded 


Ldib  or  WoBK 
(Propotcd  group) 


mSPBCnONAL — C<mlinntd 
9.  Industrial  inspector 

10.  Inspector    of    mechanical 

appliances    and    equip- 
ment  ^ 

11.  Inq>ector    of    minee    and 

tunnels 

12.  Misodlaneous  inH>ector . . . 

13.  Inspector  of  plant  industry 

14.  bttpector  of  public  service 

aUUJBD  LABOR 

1.  Animal  husbandry 

2.  Artisan-foreman 

3.  Blacksmith 

4.  Briokiayer 

5.  Carpenter 

6.  Chauffeur 

7.  (^lauffeur  examiner 

8.  Cook 

9.  Diver 

10.  Electrioian 

11.  Electrical     operator     and 

steam  engineman 

12.  Elevatorman 

13.  Exhibit  worker 

14.  FSshhatchery  foreman .... 

15.  Florist  and  gardener 

16.  Janitor 

17.  Machinist 

18.  Marine  worker 

19.  Health  guard 

20.  Miscellaneous      skilled  — 

laborer 

21.  Nursery  foreman 

22.  Painter 

33.  Photographer 

24.  Plumber  and  steamfitter 

25.  Preparator 

28.  Printer 

27.  Seamstress 

Sheet  metal  work  and 
roder 

Steam  roller  engineman. . 

Stonemason  and  stone- 
euttcr 

31.  Taxidermist 

32.  Technical  assistant 

33.  Uphobtarer 

34.  Superintendent    of    game 

mrd  farm 

Total 

LABOH 

1.  Ldbonr 

2.  Sk^eeial  laborer 

9.  Wsitahman 

Total 

GRAND  TOTAL 


PnoposBD  CLAssincATiorr 


Num- 
ber of 
distinc- 
tive 
titles 


6 


57 


2 

4 

8 
1 
1 
1 
1 
1 
2 
6 
1 

1 
1 
2 
2 
6 
1 
2 
1 

2 
1 

2 
1 
1 
1 

1 

66 


Number 

ofdistino- 

tive  rates 

within 

groups 


2 


12 


423 


19 


12 

6 
11 
15 
19 


*86 


9 
7 
7 
5 

12 
7 
3 

11 


8 
10 

9 
5 

4 
4 
5 
8 
11 
12 
5 

11 
5 

10 
9 
8 
7 
7 
2 

7 
3 

4 
6 
7 
3 


•33 


16 

9 


8 


♦21 


t68 


Range  of 
compensa- 
tion 


$1,200-6.000 


1,060-3.060 

1,440-2.160 

1.080-2.340 

900-3.300 

900-3,540 


840-1,800 
1.200-2.160 

540-1,140 
1.200-1,660 

540-1,320 

960-1,440 
1,320-1,560 
15-50 

montblv 
4-5  per  day 

720-1,260 

840-1,560 


840-1 

720- 

720- 

960-1 

960-1 

840-1 

540-1 

720-1 

840-1 


,440 
960 
900 
,140 
,200 
,320 
,440 
,560 
.080 


720-1,440 
720-  960 
720-1,320 
960-2,340 
540-1,440 
840-1,200 
600-1.500 
480-540 

900-1,440 
900-1,020 

1,200-1.560 
840-1.300 
600-1,020 
900-1,020 

1,560-2.160 


480-1,560 
300-     660 


480-     900 


Pbbsxnt 


Num- 
ber of 
distinc- 
tive 
titles 


11 


1 

5 

5 

13 


78 


3 
16 
2 
a 
4 
3 
2 
3 


2 
5 

6 
1 
1 
1 
1 
2 
4 
8 
2 

4 
1 
2 
4 

4 
2 
2 
1 

2 
1 

1 
1 
1 
1 


94 


40 
15 


Number 
of  distinc- 
tive rates 
within 
groups 


8 


♦41 


3 

12 

0 

12 
6 

4 
6 


2 
8 

9 
3 
1 
1 
1 
4 
4 
16 
2 

5 
1 
3 
3 
5 
3 
2 
1 

3 
1 

1 
1 

4 
1 


♦51 


24 

19 


9 

12 

64 

♦36 

Range  of 
compensa- 
tion 


1.1071 


tl62 


$1,200-6.000 


1.080-3,500 

1.800 

1,200-2,500 

720-2,000 

900^.500 


$90a-$2.000 
900-2,200 
600-1,200 

626-1.400 
1,000-1,800 
1,200-1,800 
15-50 
monthly 
5  per  day. 
720-1,140 
79^1,812 

900-1.500 

720-1,200 

720 

1.080 

1.200 

600-1.400 

626-1.500 

600-1. 080 

90O-1.000 

600-1,200 

900 

800-1,252 

1.200-2,760 

840-1.540 

840-1. 200 

720-1,300 

620 

900-1,602 
960 

1.627 

900 

540-    900 

1.000 

2.000 


240-1.800 
336-    840 
5-16 

monthly 
420-1.200 


a  At  the  preient  time  there  are  no  employes  appraised  within  this  Group. 

^NuBibir  of  distinctive  rates  with  the  Service.  (In  obtaining  this  total,  rates  which  were 
itMJifsUrt  wve  counted  only  once.) 

\  Vvabtt  of  distliiotive  rates  within  the  entire  classification.  (In  obtaining  this  total,  rates 
~*    *-  dnpUoated  in  the  several  Services  were  counted  only  once.) 
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The  classification  on  the  opposite  page  shows  die  rates  which 
now  exist  under  the  present  schedule  for  positions  in  the  State 
hospitals,  charitable  institutions,  reformatories  and  prisons.  The 
classification  shows  the  wide  disparity  of  rates  which  are  paid 
for  the  same  or  similar  kinds  of  employments  in  these  institu- 
tions. This  disparity  and  inequality  exist  as  a  result  of  the 
lack  of  control  and  absence  of  standards  for  these  positions. 


(c)  Irregularity  and  Rapidity  of  Salary  Increa^ses  and 
Promotions, 

The  following  is  a  table  of  the  average  length  of  service  (in 
months)  and  the  average  salary  increase  (in  dollars)  for  eadi  ad- 
vancement, and  the  average  salary  increase  (in  dollars)  for  each 
year  of  service  for  clerks  in  the  departments  of  the  Comptroller, 
Insurance,  Health,  Secretary  of  State,  Labor  and  Education. 


unoant 
mimber 
ToUl  Total  Total  Ayerage  months        inc 

number        number       amount  inoreaM  per 

years  of      advance-     of  salary  per  advanoe- 

■ervioe(i)        ments       increase  annum  ment  ment 

Comptroller 180  134  $31,020  $172.00  16  $231 

Inniranoe    142  101  16, 360  115.00  17  162 

Health   68%  28  5,520  80.80  29  197 

Secretary  State. .  123%  66  9,360  75.80  22  142 

Labor 120  42  7,840  65.25  34  187 

Education   393%  133  18,650  47.40  36  140 

(1)  This  table  Is  based  upon  service  records  from  January  1,  1910  to  January 
30,  1915,  using  tbe  total  length  of  service  for  each  employe.  The  figure  for  the 
Department  of  Labor  is  somewhat  affected  by  the  very  marked  recent  increase  In 
force,  being  less  reliable  for  that  reason  than  the  other  figures. 

Analytical  tables,  in  detail,  including  an  analysis  rate  of  in- 
crease per  advancement,  length  of  service  per  advancement  and 
rate  of  increase  per  annum  for  engineers  are  contained  in  Ex- 
hibit 11. 

This  table,  reflecting  the  comparative  rapidity  of  salary  in- 
creases by  department,  shows  the  extent  to  which  the  arbitrary 
and  rigid  system  of  advancement  and  promotion  has  resulted  in 
unnecessary  discrimination  against  departments  in  which  the  6p- 
portunity  for  advancement,  because  of  the  concentration  of  posi- 
tions carrying  relatively  low  salaries,  is  restricted 


XCIX 

The  table  further  shows,  which  is  of  perhaps  greater  signifi- 
cance, that  an  abnormally  high  rate  of  salary  increase  has  devel- 
oped in  ceiiiain  departments  —  a  factor  which  explains  in  large 
part  the  aocumnlation  of  over  payment. 

(d)  IrregvJUvriiy  of  Titles  for  ^yorh  of  Similar  Grade  and 
Character. 

Irregularity  of  titles  bears  close  relation  to  irregularity  of  sal- 
aiy  rates  being  traceable  directly  to  the  same  causes.  The  com- 
parative classification  of  employments  above  referred  to  which 
summarizes  also  the  present  variety  of  titles,  shows  that  there  are 
approximately  943  fictitious  or  unnecessary  titles  in  the  state 
service  today  which  may  be  grouped  according  to  the  general 
class  of  work  performed  thereunder,  as  follows:^ 

FictiiiouB  Unneoesiary 

ai*d  or  Non- 

MialMcUnc  dMcriptiT« 

Clerical 

Clerk  (miscellaneous)    174  91 

Stenographer  and  Typist 41  12 

Bookkeeper 19  5 

Private  Secretary    3  1 

Other 14  6 

Professional  and  Scientific 201  53 

Inspectional 43  17 

Investigational  and  Examining 31  18 

Other  Services 160  54 

The  lack  of  standard  titles  stands  in  the  way  of  businesslike 
administration  for  the  f oUowitig  reasons : 

First —  Fictitious  titles  complicate  the  examining  procedure  of 
the  Civil  Service  Commission  and  make  it  difficulty  in  many  in- 
stances impossible,  to  hold  practical  examinations.  For  example, 
a  position  is  created,  under  the  title  of  draftsman  at  $1600  per 
aimum.  The  work  to  be  performed  is  clerical  in  character  which 
would  logically  warrant  a  compensation  of  from  $840  to  $1200 
per  annum.  This  hypothetical  case,  which  corresponds  to  existing 
irrc^Iarities,  points  to  the  difficulties  of  adjusting  an  examination 
to  the  actual  requirements  of  a  position  which  has  a  fictitious  title. 

^  See  Part  V  for  comparative  analysis  of  present  and  proposed  classification, 
■hoviiig  overpayment  and  underpayment  and  variety  of  titles. 


Second. —  Fictitious  titles  lead  to  arbitrary  reatrictiona  upon 
the  administrative  officials  in  assigning  employees.  A  rule  of  civil 
service  administration  —  and,  if  properly  construed,  a  sound  rule 
—  provides  that  a  civil  service  employe  may  only  perform  those 
duties  which  are  consistent  with  his  title. 

Each  administrative  official  is  charged  with  certifying  on  pre- 
scribed payroll  forms  as  a  basis  for  payroll  audit  by  the  Civil 
Service  Commission  and  the  Comptroller  that 

^^  Persons  named  on  the  payroll  are  employed  solely  in  the 
several  duties  of  positions  and  employments  indicated." 

In  this  connection  it  may  be  said  that  because  of  the  accumula- 
tion of  misleading  titles  there  is  hardly  a  payroll  of  the  State 
government  which  is  not  incorrectly  certified  to  from  month  to 
month. 

2.  Marnier  and  Methods  of  Recnviting  and  Controlling  Emplayeg, 

The  Civil  Service  Law  divides  the  civil  service  of  the  State 
into  two  divisions  —  the  unclassified  service  and  the  classified 
service,  which  now  aggregate  16,941  positions.^  The  unclasfl&fied 
service,  which  includes  994  positions  comprises  the  following: 

(a)  All  elective  offices. 

(b)  All  offices  filled  by  election  or  appointment  by  the 
Legislature  on  joint  ballot. 

(c)  AH  persons  appointed  by  name  in  any  statute. 

(d)  All  l^slative  officers  and  employes. 

(e)  All  offices  filled  by  appointment  by  the  Governor 
either  upon  or  without  recommendation  by  the  Senate,  except 
officers  and  employes  in  the  executive  offices. 

(f)  All  election  offices  or  heads  of  any  department  of  the 
government 

(g)  Persons  employed  in  or  who  are  seeking  to  enter  the 
public  service  as  superintendents,  principals  or  teachers  in 
a. public  school  or  academy  or  in  a  State  normal  school  or 
college. 

The  classified  service  includes  all  other  positions. 
The  unclassified  service  under  the  law  is  not  subject  to  any 
conditions  governing  appointment  except  those  which  are  specifi- 

1  As  of  Jan.  1,  1916. 
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cally  referred  to  therein.  The  classified  service,  which  now  in- 
cludes 15,947  positions,  is,  under  the  law,  subject  to  such 
rules  as  the  State  Civil  Service  Commission  shall  make  in  rela- 
tion to  the  classification,  appointment^  promotion  and  other  phases 
of  civil  service  control. 

The  classification  of  the  employments  of  the  so-called  classified 
service  and  the  recruiting  and  controlling  of  employes  placed  in 
the  competitive  classes  represent  the  primary  object  of  the  State 
Civil  Service  Commission.  The  Commission,  operating  under  the 
existing  laws,  would  be  charged  with  the  execution  of  those  func- 
tions embraced  within  the  proposed  standardization  program 
which  relate  to 

First. —  The  regulation  and  control  of  conditions  govern- 
ing appointment  to  the  service. 

Second. —  The  regulation  and  control  of  conditions  gov- 
erning advancement  and  promotion  within  the  service. 

The  constructive  idea  underlying  the  first  function  is  to  recruit 
employes  for  the  State  service  who  have  demonstrated  the  highest 
degree  of  fitness  for  the  tasks  they  are  to  assume ;  the  constructive 
idea  of  the  second  is  to  secure  to  those  employes  an  opportxmity 
to  work  out  their  careers  on  the  basis  of  merit  and  fitness 

An  investigation  of  the  content,  standard  and  procedure  of  the 
examinations  and  other  practices  of  the  Civil  Service  Commission 
has  been  undertaken  by  the  Committee  in  order  to  determine  the 
extent  to  which  adequate  and  uniform  factors  of  ability,  training 
and  experience  have  been  prescribed  by  the  Civil  Service  Com- 
mission as  a  basis  for  entrance  into  the  State  civil  service. 

This  investigation  is  still  in  progress.  The  results  developed 
show  concretely  wherein  much  of  the  practice  of  Civil  Service 
Commissions  in  the  past  should  be  revised  in  order  to  install  and 
enforce  the  standards  proposed  by  the  Senate  Committee.  This 
investigation  will  be  concluded  within  the  next  two  weeks  and 
will  be  the  subject  of  a  second  report  to  the  Legislature. 

This  report  will  be  essentially  constructive  in  character,  in- 
tended to  indicate  the  changes  in  law  and  practice  necessary  to  a 
proper  development  of  civil  service  control.     The  findings  and 


recommendationB  of  the  Senate  Committee  will  be  presented  with 
particular  reference  to  the  following  and  related  subjects: 

1.  Duties  and  activities  of  the  Civil  Service  Commissiwi 
sitting  as  a  board  of  control. 

2.  Legal  classification  of  State  employments  and  employes. 

3.  System  of  making  appointments  to  the  service. 

(a)  Limitations  of  law. 

(b)  Limitations  of  practice. 

4.  System  of  making  promotions. 

(a)  Limitations  of  law. 

(b)  Limitations  of  practica 

5.  Preparation  and  installation  of  service  and  efficiency 
records. 
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VL    ANALYSIS  OF  PROBLEMS  PECULIAR  TO  IlfSTITUTIONAL 

SERVICE 

The  hospitals  for  the  insane  represent  an  important  group  of 
the  institutions  of  the  State  under  distinct  management  and  con- 
trol. Important  strides  have  been  made  during  the  last  ten  years, 
through  the  action  of  the  Hospital  Conmiission  and  the  hospital 
superintendents,  to  standardize  conditions  of  employment  in  this 
branch  of  the  State  government.  The  Senate  Committee  has 
followed  many  suggestions  from  the  present  rules  and  practice 
governing  these  institutions  and  incorporated  them  into  the  pro- 
posed schedules  for  the  Institutional  Service. 

The  reason  for  specifying  standard  rates  of  pay,  standard  work 
requirements,  standard  qualifications  (in  terms  of  ability,  experi- 
ence and  training),  and  standard  titles  for  each  line  of  employ- 
ment has  been  set  forth,  is  that  the  individual  line  of  work 
possesses  distinct  employment  conditions  in  these  respects.  It 
has  been  further  pointed  out  that  from  the  viewpoint  of  condi- 
tions governing  advancement  and  promotion,  hours  of  work,  etc., 
the  principal  lines  of  employment  of  the  State  service  possess  com- 
mon characteristics  which  suggest  the  application  of  general  rules 
with  respect  to  salary  increases,  promotion,  and  related  conditions. 
One  service,  however,  possesses  characteristics  which  so  com- 
pletely differentiate  it  from  the  other  services  of  the  State  govern- 
ment as  to  require  special  treatment,  namely,  the  Institutional 
Service. 

The  State  hospitals,  prisons  and  other  institutions  of  the  State 
government,  which  comprise  the  Institutional  Service,  reprefient 
about  forty  per  cent,  of  the  State's  personnel.  This  service  pre- 
sents several  problems  and  conditions  of  employment  which  do 
not  exist  in  any  other  division  of  the  State  government.  Th  '^e 
problems  will  be  discussed  under  the  following  headings: 

1.  Maintenance. 

2.  Commutation. 

3.  Special  Conditions  Affecting  Bates  of  Pay, 

4.  Problems  of  Special  or  Extraneous  Duties. 

5.  Problem  of  "  Special  Attendant  '\ 

6.  Problem  of  "Chief  Supervisor ^ 

7.  ISfew  Positions  and  Titles. 

8.  Probationary  Period  and  Service  Records  in  Relation 

to  Advancement. 
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1.  Maintenance. 

In  accordance  with  the  standard  specifications,  the  employes  at 
the  several  institutions  should  be  granted  full  maintenance  cchi- 
sisting  of  meals,  lodging  and  laundry.  Arrangements  should  be 
made  so  that  the  employes  can  be  accommodated  at  meals  in  ap- 
propriate dining-rooms  and  lodging  provided  in  nurses'  homes, 
attendants'  homes  or  other  available  dormitories,  the  assignment 
of  rooms  and  distribution  of  employes  being  left  to  the  several 
superintendents  subject  to  the  approval  of  the  governing  depart- 
mental agency.  Each  employe  should  be  granted  the  number  of 
pieces  of  laundry  provided  in  the  laundry  schedule  adopted  by 
the  governing  departmental  agencies  for  all  the  institutions  after 
considering  the  recommendations  of  the  superint^idents  of  the 
several  institutions. 

Stewards  should  be  granted  maintenance  for  their  families. 
Where  quarters  are  available  junior  stewards  and  assistant  stew- 
ards should  also  be  granted  maintenance  for  their  families  after 
an  appraisal  of  the  service  and  upon  approval  of  the  departmental 
agency  in  recognition  of  efficient  service. 

2.  Commutation. 

There  are  two  fundamental  reasons  for  granting  commutation 
or  a  money  allowance  for  meals  and  lodging.  First,  in  some  in- 
stitutions there  is  a  lack  of  accommodations  both  for  lodging  and 
meals  for  employes.  Second,  it  often  happens  that  married  people 
are  able  to  work  for  the  State  only  on  condition  that  commu- 
tation is  granted.  In  order  not  to  deprive  the  State  of  the  service 
of  these,  commutation  should  be  granted  in  lieu  of  maintenance. 

(a)  Amount  of  Commutation  in  State  Institviions. 

The  following  figures  show  the  extent  of  commutation  granted 
at  the  several  institutions.  In  1912-1913,  when  there  was  a 
$3.00  allowance  for  each  of  the  three  daily  meals  and  lodging  in 
the  State  hospitals  and  $4.00  in  the  charitable  institutions^  tbe 
total  commutation  in  aU  State  institutions  was  $176,634.63;  in 
1913-1914  ($4.00  altowance)  the  total  was  $182,848.61 ;  and  in 
1914-1915,  as  shown  in  the  aooompanying  table^  the  total  was 
$200,922.34. 
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Amount  of  Commutation  in  State  Hospitals  foe  Insane 

Criminals  and  Insane  Convicts 


NAMBlorJHoSPITAl. 


Number  of 
inmatat 


Daaaeniora  State  hoepiul. 
MaUeawBO 


Total. 


582 
CFuU 


Commu- 
tation, 
1916— 
Number 
reoeived, 
4 


/25^4\ 
I  23^3  / 


mamtenanee 


Total  COKMDTATXON,  1015 


Total 
number 


48 


48 


Total 
amount 


$2,413  88 


$2,413  68 


(b)  Scope  of  Proposed  Begvlaiions  Ooveming  Mainte- 
nance and  Commutaiion. 

Inasmuch  as  maintenance  or  commutation  may  be  regarded 
88  part  of  the  salary  or  wage  compensation;  the  following  rules 
established  in  the  Code  of  Begulations  (see  Part  III)  should  be 
applied  under  the  direction  of  the  Civil  Service  Commission. 

All  positions  which  entitle  incumbents  to  less  than  $900  and 
maintenance  should  be  grouped  within  a  definite  class  in  the 
granting  of  commutation.  Positions  which  entitle  incumbents  to 
at  least  $900  and  maintenance  and  less  than  $1560  and  main- 
tenance should  be  grouped  within  another  class  in  granting  com- 
mutation. Positions  which  entitle  incumbents  to  at  least  $1560 
and  maintenance  should  be  grouped  within  a  third  class  in  grant- 
ing commutation.  Employes  in  the  first  class  should  be  allowed 
commutation  to  the  extent  of  $4  per  month  for  each  of  the  three 
daily  meals  and  $4  for  lodging  per  month  in  case  no  accommoda- 
tions are  available  or  in  case  it  is  expedient  and  necessary  to 
employ  married  people  who  cannot  be  accommodated  at  the  insti- 
tutions. Employes  in  the  second  class  should  be  granted  commu- 
tation allowance  of  $5  per  month  for  each  of  the  three  daily  meals 
and  $5  for  lodging  per  month  where  accommodations  are  not  avail- 
abla  An  appraisal  should  be  made  of  the  maintenance  allow- 
ance for  employes  in  the  third  class.  In  granting  commutation 
the  Superintendents  of  the  several  institutions  should  furnish 
to  the  governing  departmental  agency  ^e  necessary  facts  with 
respect  to  requests  for  commutation. 
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(c)  Report  of  Appraisal  and  Use  of  Houses  or  Other 
State  Property  Avaalable  for  Employes. 

At  some  institutions  there  are  small  cottages  which  are  avail- 
able for  employes.  As  a  rule  these  houses  are  assigned  to  employes 
in  lieu  of  lodging  op  at  what  may  be  regarded  as  a  monthly  rental 
of  $4.  In  order  that  the  records  may  be  satisfactorily  kept  in  re- 
gard to  maintenance  and  commutation  of  employes,  the  supei-in* 
tendents  of  the  several  institutions  should  present  to  the  standard- 
ization agency  designated  by  law,  a  statement  from  time  to  timo 
covering  the  values  of  these  houses.  In  this  way  the  salaries 
and  wages  can  be  satisfactorily  recorded. 

It  is  suggested  that  the  annual  reports  of  the  governing  depart- 
mental agencies  contain  an  analyzed  statement  of  the  commutation 
granted  including  the  appraised  value  of  the  cottages  available. 

3.  Special  Conditions  Affecting  Rates  of  Pay. 

In  the  State  hospitals  for  insane  criminals  and  insane  convicts 
there  are  several  problems  of  hospital  management  which  are 
peculiar  to  the  institutions  and  have  a  direct  bearing  upon  the 
salary  and  wage  rates  of  employes.  (1)  In  the  first  place  it 
should  be  noted  that  the  criminal  insane,  particularly  insane 
felons,  are  a  more  dangerous,  violent,  and  cunning  class  of 
patients  than  those  in  the  other  institutions,  and  consequently 
are  more  difiicult  to  handle.  (2)  The  surroundings  in  a  civil 
institution  are  more  congenial  and  the  social  conditions  are  some- 
what better  than  those  in  hospitals  for  insane  criminals  and  insane 
convicts.  (3)  In  other  states,  the  salary  rates  in  institutions  or 
parts  of  institutions  assigned  to  insane  criminals  and  insane  con- 
victs are  generally  higher  than  in  other  institutions  or  parts  of 
institutions  where  insane  patients  are  not  of  these  classes.  In 
institutions  where  both  criminal  insane  and  civil  insane  are  com- 
mitted, attendants  selected  from  the  better  grade  of  employes 
are  assigned  to  the  former  class.  (4)  In  institutions  for  insane 
criminals  and  insane  convicts  the  work  of  the  attendants  is  some- 
what similar  to  the  work  of  a  prison  guard  in  State  prisons. 
There  is  an  apparent  disparity  in  the  rates  of  pay  for  the  em- 
ployes in  the  two  kinds  of  institutious.  (5)  In  this  connection 
it  should  be  pointed  out  also  that    it  is  more  difficult  to  attract 
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and  retain  employes  for  these  hoepitals  than  for  the  other  State 
institntions. 

(a)  Proposed  Salary  Bates  for  Maiteanvaai  State  Hospital. 

Based  upon  these  facts  a  scheme  of  salary  rates  has  been  formu- 
lated in  order  to  meet  the  problems  connected  with  the  manage- 
ment of  the  liatteawan  State  Hospital. 
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(6)  Proposed  Salary  Rates  for  Dannemora  State  Hos- 
pital. 

The  scheme  of  salary  rates  formulated  for  Pannemora  State 
Hospital  follows: 

Proposed 
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after 
four 
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Attendants  (female) 

(Charge  attendant  aasastant) . 

Charas  attendant  (female) . . . 

Chiefattendant  (male) 

Chiefattendant  (female) 

""726 

(c)   Regulations   Governing  Proposed  Salary   Rales  for 
Matteawan  and  Dannemora. 

For  each  class  of  work  referred  to  in  Matteawan  and  Danne- 
mora State  Hospitals  there  should  be  a  probationary  period  of 
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four  months^  at  the  end  of  which,  in  the  event  of  satisfactory 
work,  there  should  be  granted  an  increase  of  $30  in  the  annual 
rata 

The  yearly  increase,  after  the  end  of  the  probationary  period, 
should  be  $30  where  the  annual  salary  is  less  than  $600  with  the 
exception  of  the  maximum  rate  for  attendants  (male)  in  both 
Matteawan  and  Dannemora,  which  should  be  granted  only  after  an 
additional  two  years  of  service.  When  the  salary  rates  are  above 
$600  the  increases  following  the  probationary  period  should  be 
annual  in  increments  of  $60  until  the  maximum  is  reached. 

Charge  attendants  who  are  graduates  of  training  schools  should 
have  an  additional  annual  compensation  of  $30  in  recognition  of 
the  training  and  experience.  It  may  be  noted  here,  too,  that  in 
case  there  is  need  of  nurses  and  charge  nurses  at  Dannemora  State 
Hospital  the  regular  salary  rates  as  proposed  in  the  specifications 
for  the  nurse  group  of  the  professional  and  scientific  service  should 
be  granted. 

(d)  Proposed  Salary  Rates  for  Ray  Brook  and  Port  of 
New  York, 

Owing  to  the  peculiarly  undesirable  features  connected  with 
employment  at  the  hospital  for  the  treatment  of  incipient  tuber- 
culosis and  at  the  quarantine  hospitals  at  the  port  of  New  York, 
an  additional  compensation  of  $120  should  be  granted  to  attend- 
ants, charge  attendants  and  chief  attendants.  In  case,  however, 
convalescent  patients  are  assigned  to  this  work  a  deduction  of  $60 
should  be  made  regularly  from  the  special  annual  rate  in  con- 
sideration of  special  care  and  treatment 

4.  Problem  of  Special  or  Extraneous  Duties. 

In  institutions  where  it  is  found  necessary  to  have  a  perma- 
nent night  ward  service  and  where  it  is  expedient  not  to  assign 
attendants  to  night  service  for  purposes  of  training,  $2  should  be 
added  to  the  monthly  rate  providing  the  service  has  been  consecu- 
tive for  at  least  a  month.  Owing  to  the  extreme  difficulty  of 
getting  ward  employes  to  do  night  service  at  Dannemora  State 
Hospital,  due  to  peculiar  local  conditions,  a  maximum  of  $5 
should  be  added  to  the  monthly  rate,  providing  the  service  haa 
been  consecutive  for  at  least  a  month. 
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(a)  Regulations  Ooveming  Extra  Service  as  Fire  Patrol- 
man  J  Musician  and  Bandmaster. 

It  is  generally  recognized  that  a  properly  organized  fire  com- 
pany is  necessary  at  an  institution.  This  is  apparent  when  one 
realizes  that  the  buildings  and  equipment  at  Manhattan  State 
Hospital  are  valued  at  $4,420,000,  and  that  the  personal  property 
is  valued  at  $341,000.  It  should  be  pointed  out  also  that  at  this 
institution  there  are  about  5,000  patients  and  over  800  employes. 
This  will  serve  as  an  illustration  of  the  extent  of  property  and 
life  to  be  protected  from  fira 

It  is  rec(^ized,  too,  that  a  band,  orchestra  or  other  musical 
organization  has  a  wholesome  effect  upon  the  inmates  of  the 
institutions. 

These  organizations  can  be  satisfactorily  recruited  from  the 
employes.  Where  institutional  employes  are  assigned  the  duties 
of  fire  patrolmen,  musicians  or  bandmasters,  in  addition  to  their 
regular  dujties,  an  additionjal  annual  compensation  should  be 
allowed  as  follows: 

Fire  Patrolman  —  $60. 

Musician  —  $48,  $60. 

Bandmaster  —  $300,  $360,  $420,  $480, 

These  additional  salary  rates  to  be  designated  for  the  above 
extraneous  duties  should  be  conditional  upon  appraisal  under  the 
rules  of  the  State  Civil  Service  Commission  indicating  that 
the  rates  designated  do  not  exceed  the  value  of  the  work  to  be 
performed. 

(6)  Regulations  Governing  Extra  Service  as  Captain  or 
Major  in  a  Military  Organization  at  a  State 
Reformatory. 

As  the  military  organization  in  a  State  reformatory  composed 
of  inmates  and  several  picked  employes  is  an  important  factor 
in  the  discipline  and  training  of  inmates,  and  as  the  positions  of 
captain  of  a  company  and  major  of  a  battalion  must  be  filled 
from  the  more  desirable  and  better  trained  employes,  $5  should 
he  added  to  the  monthly  rate  in  recognition  of  the  additional 
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responsibilitieB  and  duties  attached  to  the  satisfactory  perform- 
ance of  this  extra  service  and  responsibility. 

6.  Problem  of  ^'Special  Attendcmt/* 

(a)   Origin  of  and  Practice  Regarding  ^'Special  Attendant.^^ 

At  the  present  time  tiie  title  ^'  Special  Attendant  '^  prevails  in 
the  State  hospitals  for  the  insane  with  a  range  of  rates  from  $516 
to  $600  for  men  and  $420  to  $516  for  women.  The  theory  in 
creating  the  position  "  Special  Attendant"  was-  to  make  it  pos- 
sible  to  assign  to  the  different  services  of  the  institution  employes 
who  have  skill  or  ability  along  some  particular  line  but  who  are 
not  entitled  to  the  payment  of  the  ordinary  or  prevailing  rates  for 
such  work.  By  this  scheme  it  is  possible  for  a  superintendent  to 
assign  employes  at  the  above  rates  to  almost  any  service  or  em- 
ployment in  his  institution. 

In  practically  all  of  the  hospitals  for  the  insane  a  large  number 
of  employes  are  carried  on  the  payroll  under  the  title  of  "  Special 
Attendant "  to  which  a  descriptive  title  is  sometimes  affixed.  As 
an  illustration  of  the  variety  of  work  to  which  these  employes  are 
assigned,  it  is  of  interest  to  note  that  the  following  are  carried 
on  the  payroll  of  one  of  the  largest  State  hospitals  as  "  Special 
Attendant " : 

Coachman  Transfer  agent 

Barber  Meat  cutter 

Mail  clerk  Charge  of  laundry  machinery 

Telephone  operator  Plumber 

Stenographer  Steamfitter 

Stableman  Assistant  electrician 

Xurse  in  operating  room  Sewage  tender 

Laboratory  assistant  Assistant  in  engineer's  depart- 

Photographer  ment 

Assistant  in  drug,  room  Tinsmith 

Office  assistant  Mason 

Storehouse  assistant  Shoemaker 

Dining-room  attendant  Seamstress 

Hydrotherapeutist  Dressmaker 
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Tailor  Art  instructor 

Mattress  maker  Basket  maker 

Glazier  Reed  worker 

Embroiderer  Gardener 

There  can  be  no  clear,  logical  classification  of  employes  if  this 
procedure  be  continued.  The  title  bears  practically  no  relation 
to  the  work  performed,  and  the  institutional  payroll  can  never  be 
an  indication  of  the  character  of  employment  as  long  as  such 
practice  exists.  Moreover,  this  practice  has  been  used  as  a  means 
of  employing  attendants,  charge  attendants  and  other  employes 
m  the  lower  grades  at  preferential  rates,  not  commensurate  with 
the  value  of  the  work  performed,  and  has  resulted  in  extravagances 
and  dissatisfaction.  Another  criticism  of  the  present  practice 
is  that  ordinarily  it  is  not  necessary  to  take  employes  from  a 
civil  service  list,  appointments  being  assigned  without  reference 
to  any  list. 

(6)    Remedies  Suggested  in  the  Proposed  Specifications, 

The  proposed  specifications  eliminate  the  need  of  the  title 
"Special  Attendant'^  Standard  titles  with  appropriate  duties, 
definitions,  qualifications  and  compensation,  have  been  provided 
for  those  positions  now  filled  by  the  "  Special  Attendants.'' 

6.  Problem  of  "  Chief  Supervisor/' 
(a)  Present  Prcu^tice. 

At  a  special  session  of  the  State  Hospital  Obtmnissicai  on  Feb- 
mary  14,  1913,  provision  was  made  for  the  position  of  ^^  Chief 
Supervisor.'^  Such  action  was  based  on  the  idea  that  there  was 
need  of  a  general  supervisor  for  an  entire  institution.  The  rega* 
lation  creating  this  position  provided  that  not  more  than  one  chief 
sapervisor  be  allowed  in  one  hospital  except  by  the  written  au- 
dKnrity  of  the  Hospital  Commission. 

At  the  present  time  there  are  in  the  hospitals  for  the  insane  & 

mmiber  of  employes  under  this  title  as  indicated  by  the  follow- 
ing: 

Utica 1  chief  supervisor    (1,608  patients) 

Willard (2,413  patients) 

Hudson  Biver   2  chief  sttpervisorB  (3,353  patients) 
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Middletown (2,050  patimts) 

Buffalo 3  chief  supervisors  (2,164  patients) 

Binghamton (2,367  patients) 

St.  Lawrence 1  chief  supervisor  (2,111  patients) 

Rochester 1  chief  supervisor  (1,577  patients) 

Gowanda 1  chief  supervisor  (1,191  patients) 

Mohansic  — 

Kings  Park 1  chief  supervisor  (4,314  patients) 

Long  Island 1  chief  supervisor  (    879  patients) 

Manhattan 2  chief  supervisors  (5,109  patients) 

Central  Islip 2  chief  supervisors  (4,931  patients) 

(6)   Criticism  of  Practice. 

It  will  he  seen  from  the  above  that  ten  of  the  fourteen  State 
hospitals  for  the  insane  employ  chief  supervisors.  The  total 
number  of  chief  supervisors  is  fifteen.  Three  of  these  are  located 
at  the  Buffalo  State  hospital,  one  of  the  smaller  institutions,  and 
only  one  of  these  chief  supervisors  (whose  duties  relate  only  in 
small  part  to  supervision  of  ward  employes)  at  Kings  Park,  the 
third  largeet  hospital  for  the  insane  in  the  Stata 

An  analysis  of  these  positions  shows  that  the  extent  and  variety 
of  duties  differ  very  widely. 

It  is  the  general  conception  that  chief  supervisors  are  supposed 
to  have  supervision,  under  the  direction  of  the  first  assistant 
physician,  of  the  supervisors,  who,  in  turn,  are  supposed  to  have 
supervision  over  charge  nurses  and  charge  attendants  who  are 
charged  with  the  supervision  of  the  nurses  and  attendants^  This 
conception  of  supervision,  which  tends  to  separate  the  physicians 
very  widely  from  the  patients,  in  itself  raises  a  very  serious  ques- 
tion as  to  the  advisability  of  having  chief  supervisors. 

A  further  analysis  of  these  positions  shows  that  five  of  the 
ten  institutions  employ  chief  supervisors  who  are  performing  the 
duties  regularly  and  ordinarily  assigned  to  supervisors.  It  is 
quite  true  that  one  of  these  so-called  chief  supervisors  at  the 
Hudson  River  State  Hospital,  who  is  assigned  to  the  south  wing, 
has  general  direction  of  more  than  850  patients,  but  this  chief 
supervisor  does  not  have  charge  of  supervisors.  This  is  too  large  a 
number  of  patients  to  be  under  any  supervisor.  Moreover,  in 
the  Rochester  and  Kings  Park  State  hospitals,  the  work  per- 
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formed  by  the  incumbents  is  foreign  to  the  position  and  in  no 
way  strengthens  the  need  for  the  position. 

The  Committee  recommends  that  this  assistance  be  con- 
tinued, if  needed,  but  that  the  present  so-called  chief  super- 
visors in  all  the  hospitals  where  such  are  located  be  properly 
classified  and  that  their  salaries  be  protected  in  the  same  way  as 
the  salaries  of  other  State  employes  performing  necessary  and 
efficient  work. 

There  are  two  hospitals  in  which  there  seems  some  justifica- 
tion for  the  position  of  chief  supervisor,  viz.,  Manhattan  and 
Central  Islip.  In  each  there  are  two  chief  supervisors  —  one  to 
take  charge  of  the  supervisors^  charge  nurses,  charge  attendants^ 
nurses  and  attendants  assigned  to  the  female  service,  and  one  to 
take  charge  of  thc)  supervisors,  charge  nurses,  charge  attendants, 
nurses  and  attendants  assigned  to  the  female  servica  In  each  of 
these  hospitals  there  are  over  2,000  patients  in  each  of  the 
divisions.  It  is  quite  true  that  these  chief  supervisors,  by  making 
inspections  and  maintaining  discipline  among  employes  and 
patients,  can  relieve  the  first  assistant  physicians  assigned  to  the 
divisions  of  a  great  deal  of  detail  in  the  supervision  of  employes. 
If  this  arrangement  is  necessary,  the  Committee  feels  that  the 
help  should  be  furnished  but  that  the  work  should  not  be  described 
or  referred  to  as  that  naturally  associated  with  the  title  of  chief 
supervisor. 

7.  New  Institutional  Positions  wnd  Titles. 

a.  Housekeeping  Assistant,  Institutional  Laborer. 

At  the  present  time  a  very  large  part  of  the  less  important  non- 
ward  service  in  the  several  institutions  is  performed  by  attendants. 
The  attendants  are  assigned  routine  duties  in  the  kitchen,  the 
dining  room,  the  laundry,  the  sewing  room  and  other  miscel- 
laneous unskilled  laboring  work.  According  to  the  proposed 
classification  all  duties  associated  with  the  less  important  posi- 
tions; such  as  kitchen  helper,  chambermaid  and  laundry  helper 
are  to  be  incorporated  in  the  title  "  Housekeeping  Assistant."  The 
miscellaneous  routine  heavy  manual  labor  now  performed  by  male 
employes  under  the  titles  laborer  and  attendant,  is  oovered  in  the 
standard  specifications  under  the  title  of  ^^  Institutional  Laborer," 
where  such  is  not  provided  for  elsewhere  under  distinctive  titles. 
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By  means  of  this  claasificatioii  ward  employes  or  those  em- 
ployes whose  primary  duty  is  to  care  for  patients  will  be  separated^ 
for  accounting  and  other  fiscal  purposes,  from  the  other  employes. 
There  is  sufficient  flexibility^  however,  in  the  specifications  to 
admit  of  the  assignment  of  extraneous  duties  in  case  of  emergen- 
cies. But  it  is  necessary  that  the  primary  work  of  these  ward 
employes  shall  be  the  care  and  treatment  of  patients. 

6.  Institutional  Artisan,  Chief  Attendant. 
A  separate  group  has  been  set  up  in  the  institutional  service  to 
include  artisans  such  as  carpenteEro^  painters,  tinsmiths,  masoDB- 
and  locksmiths.  The  work  of  these  employes  is  often  closely 
related  and  generally  is  under  the  supervision  of  one  man,  usually 
a  carpenter.  There  are  three  grades.  The  first  grade  includes, 
employes  who  have  some  knowledge  of  the  trade  but  are  not  neces- 
sarily highly  skilled.  The  second  grade  includes  the  more  highly 
skilled  mechanics,  and  the  third  grade  includes  those  employes- 
having  general  supervision.  The  salary  rates  have  been  worked 
out  on  the  basis  of  the  work  value  as  well  as  on  the  basis  of  per- 
manent service  for  those  who  have  been  appointed. 

It  is  not  always  necessary  in  some  of  the  services  in  the  several 
hospitals  to  assign  trained  nurses  to  take  charge  of  a  number  of 
wards.  In  order  that  persons  without  nursing  training,  yet  well 
qualified  to  do  this  work  may  be  employed,  a  new  title  of  ^  Chief 
Attendant''  has  been  set  up.  The  titles  "'Chief  Attendant  (Oc- 
cupational)" and  "  Chief  Attendant  (Transfer  Agent)''  have  also 
been  created  in  order  to  provide  appropriate  titles  for  related 
work  falling  within  this  grade.  The  position  of  "  Attedant-Fore- 
man  "  is  comparable  to  the  position  now  known  as  "  Supervisor  ''^ 
who  is  assigned  to  take  charge  of  patients  doing  outside  work. 

8.  Probationary  Period,  Service  Records)  Traaisfers, 

In  order  that  the  fitness  and  ability  may  be  ascertained,  there* 
should  be  a  probationary  period  of  not  less  than  four  months 
for  all  employes  in  the  institutional  service.     The  compensation 

for  this  probationary  service  should  be  at  the  minimum  rate 
established  for  the  several  grades  of  the  service.  Increases  should 
be  granted  in  accordance  with  the  schedules  outlined  in  the  speci- 
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fications  and  the  date  of  employment  should  be  construed  as 
beginning  on  the  first  day  of  the  calendar  month  following  the 
date  of  actual  employment  unless  such  employment  shall  have 
actually  begun  on  the  first  day  of  the  month.  This  proposed 
regulation,  however,  is  not  to  be  construed  as  depriving  an  em- 
ploye of  compensation  for  the  days  of  actual  service  rendered 
prior  to  the  first  day  of  such  month. 

Service  records  and  ratings  should  be  installed  in  order  that 
the  relative  eflBciency  of  all  employes  in  the  institutional  service 
may  be  used  in  advancements  and  promotions.  Such  records 
form  the  basis  of  salary  increases  and  are  an  important  element 
in  promotions. 

Transfers  from  one  institution  to  another  should  be  made  possi- 
ble only  upon  the  written  consent  of  the  superintendents  of  the 
institution,  from  which  and  to  which  the  transfer  is  proposed. 
In  such  case  the  service  should  be  regarded  as  continuous.  Em- 
ployes leading  the  service  and  subsequently  obtaining  employment 
therein  should  be  regarded  and  classified  as  new  employes.  No 
employe  who  has  been  discharged  from  a  State  institution  should 
be  employed  in  another  hospital  without  the  approval  in  writing 
of  the  superintendent  of  the  institution  from  which  such  employe 
was  discharged. 
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PART  m 

PRO  FORMA  BILL  SUBMITTED  TO  THE  LEOIS- 
LATURE  TO  AMEND  THE  CIVIL  SERVICE  LAW  IN 
RELATION  TO  SALARY  AND  GRADE  STANDARDS. 

Part  IV,  Schedule  A,  contains  the  basic  salary  and  grade  stand- 
ards formulated  by  the  Senate  Committee  on  Civil  Service.  The 
Conmiittee  recommends  that  these  standards,  representing  the 
means  of  control  over  the  administrative  agencies  of  the  govern- 
ment in  recruiting  and  controlling  employes,  be  incorporated 
into  the  law. 

The  Legislature  by  this  enactment  will  separate  the  basic 
standards  governing  personal  service  from  the  rules  and  practice 
applying  them.  The  standards  will  be  mandatory  upon  the  Civil 
Service  Commission  and  the  departments  of  the  State  govern- 
ment. The  plan  as  outlined,  however,  leaves  these  administrative 
agencies  large  discretion  in  making  rules  and  r^ulations  neces- 
sary to  a  business-like  and  effective  control  over  employment  con- 
ditions. Greater  flexibility  and  elasticity  than  now  obtains  in 
the  administration  of  the  Civil  Service  Law  will  be  secured;  at 
the  same  time  inequalities  and  abuses  will  be  more  effectively 
guarded  against. 


AN  ACT 

To  amend  the  civil  eervice  law  of  the  state  of  New  York,  in 
relation  to  the  classification  and  grading  of  state  employees. 

The  People  of  the  State  of  New  York,  represented  in  Senate 
and  Assembly,  do  enact  as  follows: 

Section  1.  Article  three  of  chapter  fifteen  of  the  laws  of  nine- 
teen hundred  and  nine,  entitled  "An  act  in  relation  to  the  civil 
service  of  the  state  of  New  York  and  the  civil  divisions  and  cities 
thereof,  constituting  chapter  seven  of  the  consolidated  laws,"  is 
hereby  repealed  and  the  following  substituted  therefor : 

ARTICLE  3. 
Classification  and  Specifications  of  Personal  Sbsvicb* 

Sectiom  40.  Adoption  of  specifications  of  personal  service. 

41.  Definition  of  terms  used  in  specifications. 

42.  Application  of  specifications. 

43.  Specifications  to  apply  to  all  new  positions. 

44.  Titles   of   specifications   to    apply    to    all    existing 

positions. 

45.  Changes  of  title  not  to  affect  legal  class  of  positions. 

46.  Changes  of  title  not  to  alter  or  affect  salaries  of 

present  incumbents. 

47.  !N'ew  positions  to  be  classified  under  standard  grades 

and  titles. 

48.  Specifications  not  to  affect  organization  or  procedure 

or  to  prevent  emergency  assignments. 

49.  Appointments,  advancements,  et  cetera. 

50.  Establishment  of  system  of  service  records  and  ratings. 

51.  Establishment  of  division   of   service  records   and 

standards. 

52.  Establishment  of  departmental  personnel  boards. 

53.  Power  to  amend  qualifications  of  specifications. 

54.  Extra  salary  or  compensation  prohibited. 

§  40.  Adoption  of  specifications  of  personal  service.  Standard 
titleBy  duties,  qualifications,  grades  and  rates  of  compensation, 
employments  and  employes  in  the  state  civil  service  are  hereby 
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created  in  accordance  with  the  code  of  specifications  of  personal 
service  known  as  **  Schedule  A"  contained  in  the  first  report  of  the 
committee  on  civil  service  of  the  senate,  submitted  as  senate  docu- 
ment number ,  under  date  of , 

which  schedule  shall  have  the  force  and  effect  of  law.  This  sched- 
ule shall  be  published  by  the  secretary  of  state  in  the  volumes  of 
the  session  laws  of  nineteen  hundred  and  sixteen. 

§  41.  Definition  of  terms  used  in  specifications.  1.  Service. 
The  term  "  service  "  is  used  to  designate  the  broadest  functional 
division  of  similar  or  related  employment,  determined  irrespective 
of  departmental  organization  or  lines  of  authority.  These  services 
shall  be  known  as  executive,  managerial,  professional  and  scien- 
tific, inspectional,  investigational  and  examining,  clerical,  edu- 
cational, institutional,  skilled  labor,  labor. 

2.  Group.  The  term  *'  group  "  is  used  to  designate  a  subdivision 
of  a  service  covering  a  specified  line  of  work  with  distinctive  con- 
ditions of  appointment,  promotion  and  compensation. 

3.  Grade.  The  term  "  grade  "  is  used  to  designate  a  subdivision 
of  a  group  and  represents  a  grade  of  responsibility  and  work  with 
standard  duties,  qualifications  and  rates  of  compensation.  The 
minimum  and  maximum  rates  of  the  grade  represent  the  limits  of 
compensation  for  the  prescribed  standards  of  work. 

4.  Title.  The  term  "title"  is  used  to  designate  an  authorized 
employment  for  civil  service  and  fiscal  control. 

5.  Duties  —  definition.  Under  the  term  "  duties  —  definition  " 
are  specified  the  work  requirements  for  each  grade  in  terms  of  the 
importance,  difficulty  and  the  extent  of  the  supervision  and  respon- 
sibility. 

6.  Duties  —  examples.  Under  the  term  "  duties  —  examples  " 
are  specified,  for  illustrative  purposes,  types  of  work  falling 
within  a  grade. 

.  7.  Qualifications.  Under  the  term  "  qualifications  '^  are  speci- 
fied the  minimum  educational  or  experience  requirements  which 
must  be  fulfilled  by  a  person  preliminary  to  appointment. 

8.  Compensation.  Under  the  term  "  compensation  "  are  speci- 
fied the  standard  rates  of  pay  which  have  been  established  for  a 
grade  of  work. 

9.  Departmental  agency.  The  term  "  departmental  agency  "  is 
used  to  designate  the  unit  or  agency  of  the  state  which  i^  charged 
under  the  law  with  independent  administrative  authority. 

10.  Service  records.  The  term  "service  records"  is  used  to 
designate  those  records  and  ratings  of  employes  kept  by  the  de- 
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partmental  agency  under  the  supervision  of  the  civil  service  oom- 
mission  for  the  purpose  of  recording  in  terms  of  quantity,  quality 
and  other  related  factors,  the  relative  eflSciency  of  employes  en- 
gaged in  the  same  or  similar  lines  of  wort 

IL  Advancement.  The  term  "advancement"  is  used  to  desig- 
nate a  salary  increase  within  a  grade  without  a  change  of  duties 
or  an  examination. 

12.  Promotion.  The  term  "  promotion  "  is  used  to  designate 
a  change  from  one  grade  to  the  next  higher  grade  within  a  group 
and  involves  a  change  of  duties. 

13.  Specifications  of  personal  service.  The  term  "  specifications 
of  personal  service  "  is  used  to  designate  those  regulations  con- 
tained within  **  Schedule  A"  herein  referred  to. 

§  42.  Application  of  specifications.  The  specifications  of  per- 
sonal service  shall  apply  to  all  authorized  employments  of  the 
classified  service  of  departments,  institutions,  hoards,  commissions, 
offices  and  other  departmental  agencies  of  the  state  government  and 
shall  supersede  all  groupings  of  civil  service  employments  not  con- 
sistent therewith,  and  shall  be  applied  subject  to  the  conditions 
and  regulations  of  this  article  hereinafter  specified.  Provided, 
however,  that  nothing  herein  contained  shall  be  deemed  to  affect 
the  classification  of  ofiices  and  positions  in  accordance  with  the 
provisions  of  section  twelve  and  related  sections  of  this  chapter. 

S  43.  Specifications  to  apply  to  all  new  positions.  The  specifi- 
cations of  personal  service  shall  apply  in  their  entirety  to  all 
positions  in  the  state  service  to  be  filled  after  this  article  takes 
effect,  but  shall  not  affect  present  employes  except  as  herein 
provided. 

§  44.  Titles  of  specifications  to  apply  to  all  existing  positions. 
The  standard  titles  of  the  specifications  of  personal  service  shall 
be  applied  to  all  existing  positions  and  for  this  purpose  the  civil 
service  commission  shall  be  empowered  to  rearrange  and  regroup 
the  existing  positions  according  to  such  standard  titles. 

§  45.  Changes  of  title  not  to  affect  legal  class  of  positions. 
Changes  of  title  under  section  forty-foiir  of  this  chapter  shall  not 
alter  or  affect  the  class  in  which  any  position  may  be  arranged 
nnder  section  twelve  of  this  chapter  without  affirmative  action  by 
the  civil  service  commission  and  the  governor  in  accordance  with 
the  law. 

§  46.  Changes  of  title  not  to  alter  or  affect  salaries  of  present 
incmnbents.  Changes  in  titles  under  section  forty-four  of  this 
chapter  shall  not  alter  or  affect  the  salaries  of  the  incumbents  of 
positions  so  regrouped. 
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§  47.  New  poflitioDs  to  be  claaaified  uiuder  ataudArd  grades  aiul 
titles.  All  poaitions  created  after  this  article  takes  effect  ahail 
be  arranged  under  the  standard  groups^  grades^  titles  and  rates 
provided  in  the  specifications  of  personal  service. 

§  48.  Specifications  not  to  afiect  organization  or  procedure  or 
to  prevent  emergency  assignments.  ^Specifications  of  personal 
service  shall  not  in  themselves  be  construed  to  define  or  prescribe 
the  organization  or  procedure  under  which  employes  shall  work 
or  to  limit  or  restrict  the  responsible  administrative  officiala  in. 
exercising  supervision  or  assigning  such  other  duties  as  may  be 
necessary  in  case  of  einergency. 

§  49.  Appointments,  advancements,  et  cetera.  1.  All  entrance 
or  promotional  appointments  to  positions  for  which  specifications 
have  been  provided  shall  be  made  at  the  initial  rate  of  the  grade^ 
exc^t  where  it  is  provided  in  special  regulations  of  the  specifica- 
tions that  entrance  rates  for  that  purpose  shall  be  fixed  by  ap- 
praisal 

2.  Advancement  within  each  grade  shall  be  made  from  one  rate 
to  the  next  higher  rate,  except  where  it  is  provided  in  special 
regulations  of  the  specifications  that  advancement  rates  may  be 
fixed  by  appraisal  for  that  purpose. 

3.  Advancement  within  a  grade,  as  provided  in  paragraph  two, 
shall  be  based  upon  at  least  one  year  of  satisfactory  service,  except 
wherever  a  different  period  of  service  is  provided  in  the  specifica- 
tionj»  of  personal  service,  and  may  be  made  without  change  of 
duties  or  examination. 

4.  Promotion  from  one  grade  to  the  next  higher  grade  shall 
involve  a  change  of  duties  and  shall  be  made  only  wh,en  a  vacancy 
has  been  created  by  resignation,  transfer,  death  or  dismissal,  or 
when  a  new  position  shall  have  been  created.  Promotion  shall  be 
made  as  far  as  practicable  after  a  competitive  examination. 

5.  All  departmental  requests  for  new  positions,  requiring  a 
specific  appropriation  of  the  legislature,  shall  be  referred  to  the 
civil  service  commission,  which,  after  investigation,  shall  transmit 
such  requests  to  the  legislature  with  recommendations  as  to  stand- 
ard rates. 

6.  Before  any  vacancy  can  be  filled  or  new  positions  created  by 
a  departmental  agency,  under  authority  of  the  legislature,  notice 
thereof  shall  be  transmitted  to  the  civil  service  commission,  which, 
after  investigation,  shall  determine  and  designate,  pursuant  to 
these  regulations,  the  standard  rates  which  shall  apply. 

§  50.   Establishment  of  system  of  service  records  and  ratings. 
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1.  All  departmental  agencies  of  the  state  government  shall  keep 
and  report  service  records  and  ratings  of  employes  under  such 
roles  and  i^ulations  as  the  civil  service  commission  shall  estab- 
lish. 

2.  The  civil  service  commission  shall  establish  and  enforce  the 
roles  and  regulations  governing  the  keeping,  reporting  and  review 
of  service  records  and  ratings. 

3.  The  civil  service  commission  shall  use  the  service  ratings  as 
a  factor  of  examinations  for  promotions  from  one  grade  to  another 
under  rules  and  regulations  adopted  by  it  and  approved  by  tho 
governor. 

4.  The  civil  service  commission  shall  use  the  service  ratings  as 
a  basis  for  determining  the  rendition  of  satisfactory  service  neces- 
sary for  advancement  from  one  rate  to  another  and  shall  annually 
report  thereon  to  the  legislature. 

§  51.  Establishment  of  division  of  service  records  and  standards. 
A  division  of  service  records  and  standards  shall  be  created  as  a 
part  of  the  civil  service  commission  for  the  purpose  of  regulating 
and  reviewing  service  records  and  ratings,  investigating  the  need 
for  and  scope  of  positions,  and  performing  other  duties  in  the 
enforcement  of  the  provisions  of  this  article. 

§  52.  Establishment  of  departmental  personnel  boards.  A 
personnel  board  shall,  when  required  by  the  civil  service  com- 
mission, be  established  in  each  departmental  agency  of  the  govern- 
ment for  the  purpose  of  assisting  the  civil  service  commission  in 
enforcing  the  several  provisions  of  the  civil  service  law.  The 
members  of  such  boards  shall  consist  of  state  officers  or  employes 
and  shall  serve  without  pay.  Other  conditions  governing  the 
membership  and  conduct  of  such  boards  shall  be  prescribed  by  the 
civil  service  commission. 

§  53.  Power  to  amend  qualifications  of  specifications.  The  civil 
service  commission  shall  have  power  to  amend  from  time  to  time 
the  qualifications  of  the  specifications  of  personal  service,  contained 
in  "  Schedule  A,"  provided  such  amendment  or  amendments  shall 
be  filed  with  the  secretary  of  state  and  published  by  him  in  the 
volnme  of  the  session  laws  first  published  after  the  filing  thereof. 

§  54.  Extra  salary  or  compensation  prohibited.  No  person 
holding  a  position  or  employed  in  any  department,  bureau,  com- 
mission or  office  to  which  this  article  applies  and  for  which  a 
definite  salary  or  compensation  has  been  appropriated  or  desig- 
nated, shall  receive  any  extra  salary  or  compensation  in  addition 
to  that  so  fixed. 
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EXECUTIVE  SERVICE 

SYMBOL  (A) 
Definition: 

The  term  Executive  Service  is  used  to  identify  those  au- 
thorized employments  of  the  State  Qt>vemment,  the  incumbents 
of  which  are  required  to  plan,  direct  and  supervise  the  activities 
of  a  major  State  department  or  unit  and  to  formulate  the  policies 
thereof. 

Note. —  Standard  specifications  for  poflitions  covered  within  this  Service 
will  be  prepared  after  further  consultation  with  heads  of  departments  and 
other  ofBcials. 
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MANAGEEIAL  SEBVICE 

SYMBOL  (B) 
Definition: 

The  term  Managerial  Service  is  used  to  identify  thoee 
authorized  employments  of  the  State  Government,  the  incum- 
bents of  which  are  required  to  perform  work  not  covered  in  any 
other  Oroap  specification,  in  directing  and  controlling  or  assisting 
in  the  direction  and  control  of  the  activities  or  relations  of  a  State 
dqwrtment,  bureau  or  other  governmental  agency  subject  to  the 
final  approval  of  a  higher  governing  official  or  body. 

KoTK. —  Only  those  positions  of  a  managerial  nature,  which  are  considered 
18  non-technical,  i.  e.,  the  incumbents  of  which  are  not  necessarily  required 
to  have  any  special  technical  training  or  experience,  are  covered  in  the 
Managerial  Service.  Other  managerial  positions  are  covered  in  appropriate 
Groups  of  other  Sa:Tices. 
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DEPARTMENT  MANAGER  GROUP  (B  1) 

Mama$9rUd  Smrvioe 
Definiium:  Departmmt  Mi^nagm'  Group 

The  tenn  D^Mtrtment  Manager  Group  is  used  to  ideatify 
Aose  authorised  employments  of  the  Managerial  Serrice,  the  in- 
cumbents of  which  are  required,  subject  to  the  final  approval  of 
a  higher  governing  official  or  body,  to  direct  and  control,  individu- 
ally or  jointly,  the  activities  of  a  State  department,  to  advise  in 
determining  departmental  policies^  and  to  act  as  the  highest 
official  representative  of  the  department  during  the  absence  of  the 
executive. 
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GRADE  I   (B  1  I)  Managmial  Bervic4 

Dej^ariment  Manag0r  Oroyf 

TITLES  OF  FOSITIOirS  — 

DEPUTY  COMMISSIONEE 
DEPUTY        SUPERINTENDENT        (DEPART- 
MENTAL) 
DEPUTY  COMPTROLLER 
DEPUTY  SECRETARY  OF  STATE 
DEPUTY  TREASURER 

DITTIES— 

Definitian: 

The  duties  of  incumbentB  of  theBe  poBitioHS,  which 
require  a  high  degree  of  administratiye  ability,  are  to 
direct  and  control,  individually  or  jointly,  the  activities 
of  a  State  department,  to  advise  in  determining  departr 
mental  policies,  and  to  act  as  the  highest  official  repre- 
sentative of  the  department  during  the  absence  of  the 
executive. 

QVALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  prescribed  by  law 
or  required  by  departmental  executives. 

COHFEirSATION  — 

The  annual  compensation  of  this  Grrade  shall  be 
such  as  may  be  prescribed  by  law  or  designated  by 
departmental  executives. 


DEPARTMENT  SECRETABY  GROUP  (B  2) 

Managerial  Service 
f)  r    '1'  Department  Beoretary  Oroup 

The  term  Department  Secretary  Group  is  used  to  identify 
those  authorized  employments  of  the  Managerial  Service,  the  in- 
cumhents  of  which  are  required,  subject  to  the  approval  of  a  higher 
governing  official  or  body,  to  direct  and  assume  complete  respon- 
sibility for  the  activities  of  a  'State  department,  relating  particu- 
larly to  the  assignment  and  control  of  personnel,  the  keeping  of 
official  records,  the  promulgation  of  orders  and  regulations,  the 
conduct  of  correspondence,  the  preparation  of  reports  and  the 
supervision  of  financial  affairs. 
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GRADE  I  (B  2  I)  Managerial  Service 

Department  Secretary  Group 

TITLE  OF  FOSITIOirS— 

DEPARTMENT  SECRETARY 

DUTIES  — 

Definition: 

The  duties  of  inctunbenta  of  these  positions,  which 
require  a  high  degree  of  administrative  ability,  are, 
subject  to  the  approval  of  a  higher  governing  olBicial  or 
body,  to  direct  and  assume  complete  responsibility  for 
the  activities  of  a  State  department  relating  particularly 
to  the  assignment  and  control  of  personnel,  the  keeping 
of  official  records,  the  promulgation  of  orders  and  r^u- 
lations,  the  conduct  of  correspondence,  the  preparation 
of  reports  and  the  supervision  of  financial  affairs. 

QtTAlinCATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  four  years  of  administrative  expe- 
rience in  professional  or  commercial  work  or  in  public 
service  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission,  acting  in  co- 
operation with  departmental  executives. 

COHFENSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $6000,  inclusive, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3300,  $3600,  $3900,  $4200,  $4500,  $4800,  $5100, 
$5400,  $5700,  $6000. 

SPECIAL  SEOTriATION  OOVEBNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


MISCELLANZOUS  MANAGER  GROUP  <B  3) 

Managerial  Bervite 
Definition:  MiscelUmeous  Mcmager  Chroup 

The  term  Miscellaneous  Manager  Group  is  used  to  identify 
those  authorized  employments  of  the  Managerial  Service^  the  in- 
cumbents of  which  are  required,  subject  to  the  approval  of  a 
higher  governing  official,  to  direct  and  assume  complete  respon- 
aibility  for  the  activities  of  a  bureau  or  other  primary  organiza- 
tion unit  of  a  State  department  and  to  enforoe  all  provisions  of 
the  law  specifically  coming  under  the  jurisdiction  of  such  an 
organization  unit 
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GRADE  I  (B  3  I)  Managerial  Service 

Miscellaneous  Manager  Oroup 

TITLES  OP  POSITIONS  — 
CHIEF  OF  BUREAU 
CHIEF  OF  DIVISION 
MANAGER  (STATE  INSURANCE  FUND) 
ASSISTANT  MANAGER  (STATE  INSURANCE 
FUND) 

DUTIES  — 

CHIEF  OF  BUREAU 

CHIEF  OF  DIVISION 

MANAGER  (STATE  INSURANCE  FUND) 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  administrative  ability,  are  to 
direct  and  assume  complete  responsibility  for  the  activi- 
ties of  a  bureau,  or  other  primary  organization  unit  of 
a  State  department,  and  to  enforce  all  provisions  of  the 
law  specifically  coming  within  the  jurisdiction  of  such 
an  organization  unit. 

ASSISTANT  MANAGER  (STATE  INSURANCE 

FUND) 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability,  are  to 
assist  in  the  direction  and  control  of  the  activities  of 
that  bureau  or  other  primary  unit  of  the  State  depart- 
ment charged  with  the  administration  of  the  State  Insur- 
ance Fund. 

QVALIFICATIOirS  — 

CHIEF  OF  BUREAU 
CHIEF  OF  DIVISION 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  four  years  of  administrative  expe- 
rience in  professional  or  commercial  work  or  in  public 
service  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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MANAGER  (STATE  INSURANCE  FUND) 

1.  Not  less  than  eight  years  of  adnunistrative  expe- 
rienoe  in  insurance  work  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

ASSISTANT  MANAGER  (STATE  INSURANCE 
FUND) 

1.  Not  less  than  five  years  of  administrative  expe- 
rience in  insurance  work  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHPEVSATIOir— 

CHIEF  OF  BUREAU 
CHIEF  OF  DIVISION 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $2340 
to  $5100,  inclusive,  with  standard  salary  rates  as  fol- 
bws:  $2340,  $2580,  $2820,  $3060,  $3300,  $3600, 
$3900,  $4200,  $4500,  $4800,  $5100. 

MANAGER  (STATE  INSURANCE  FUND) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $5100  to 
$6900,  inclusive,  with  standard  salary  rates  as  follows . 
$5100,  $5400,  $5700,  $6000,  $6300,  $6600,  $6900. 

ASSISTANT  MANAGER  (STATE  INSURANCE 
FUND) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3060  to 
$4200,  inclusive,  with  standard  salary  rates  as  follows : 
$3060,  $3300,  $3600,  $3900,  $4200. 

SPECIAL  BEaVLATION  OOYEENINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


mSTTTUTION  MANAQEB  GBOTTP  (B  4) 

Mtmagerial  Bmviee 
D  ^flif  *  Imttiiv^ian  Manager  Oroup 

The  term  Institution  Manager  Oroup  is  used  to  identify  those 
au&orized  employments  of  the  Managerial  Service^  the  incum- 
bents of  which  are  required,  subject  to  the  approval  of  a  higher 
gOTeming  official  or  body,  to  direct  and  control,  or  to  assist  in  the 
direction  and  control  of  the  activities  of  a  State  institution  for 
delinqnentB  or  dependenta. 

18 
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GRADE  I  (B  4  I)  Managerial  Service 

Inetiiution  Manager  CHroup 

TITLES  OF  POSITIONS  — 

ASSISTAifT     SUPERINTENDENT     (INSTITU- 
TION) 
ADJUTANT  (SOLDIERS  AND  SAILORS'  HOME; 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions,  whicL 
require  administratiye  ability,  are  to  assist  in  the  direc- 
tion and  control  of  the  activities  of  a  State  institution 
for  delinquents  or  dependents,  not  including  the  hos- 
pitals for  the  insane  and  the  reformatories  at  Napanoch 
and  Elmira. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  Not  less  than  two  years  of  administrative  expe- 
rience in  institutional  work  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATION— 

The  range  of  annual  compensation  of  this  Grad^ 
for  full  time  service  is  from  $1200  to  $2160,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$1200,  $1320,  $1440,  $1560,  $1680,  $1800,  $1980, 
$2160. 

SFECL&L  SEOVLATION  OOVEKNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positioiis 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OBADE  U  (B  4  U)  Managerial  Service 

Inttitution  Manager  Oroup 

TITLES  OF  POSITIONS — 

WARDEN 

SUPERINTENDENT  (INSTITUTION) 

SUPERINTENDENT  (NEW  YORK  STATE  RE- 
FORMATORY, ELMIRA,  AND  EASTERN 
NEW  YORK  REFORMATORY,  NAPANOCH) 

COMMANDANT  (SOLDIERS  AND  SAILORS' 
HOME) 

ASSISTANT  SUPERINTENDENT  (NEW  YORK 
STATE  REFORMATORY,  ELMIRA) 

ASSISTANT  SUPERINTENDENT  (EASTERN 
NEW  YORK  REFORMATORY,  NAPANOCH) 

DTJTIES — 

Definition: 

WARDEN 

SUPERINTENDENT  (INSTITUTION) 
COMMANDANT  (SOLDIERS'  AND  SAILORS' 
HOME) 
The  duties  of  incumbents  of  these  positions,  whidi 
require  a  high  d^ree  of  administrative  ability,  are,  sub- 
ject to  the  approval  of  a  higher  governing  official  or 
body,  to  direct  and  control  the  activities  of  a  State 
institution  for  delinquents  and  dependents  not  including 
the  hospitals  for  the  insane  and  the  reformatories  at 
Napanoch  and  Elmira. 

SUPERINTENDENT  (NEW  YORK  STATE  RE- 
FORMATORY, ELMIRA,  AND  EASTERN 
NEW  YORK  REFORMATORY,  NAPANOCH ) 

Defimtion: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability,  are, 
subject  to  the  approval  of  a  higher  governing  body,  to 
direct  and  control  the  activities  of  the  State  reforma* 
tories  at  Elmira  and  Napanoch. 


1« 

ASSISTAJS'T  SUPERINTENDENT  (NEW  YORK 
STATE  REFORMATORY,  ELMIRA) 

ASSISTANT  SUPERINTENDENT  (EASTERN 
NEW  YORK  REFORMATORY,  NAPA- 
NOCH) 

The  duties  d  iseumbento  of  these  positicms^  which 
require  a  hij^  degree  oi  administrttive  abilily,  are  to 
assist  in  the  direction  and  eonitrol  of  the  aotivitiee  of 
the  State  reformatories  at  Eknira  and  Napanocfa. 

QXrALaiCATIONS-> 

WARDEN 

SUPERINTENDENT  (INSTITUTION) 

COMMANDANT     (SOLDIERS    AND    SAILORS' 

HOME) 
ASSISTANT  SUPERINTENDENT  (NEW  YORK 

STATE  REFORMATORY,  ELMIRA) 
ASSISTANT    SUPERINTENDENT    (EASTERN 

NEW  YORK  REFORMATORY,   NAPA- 

NOCH) 

Persons  holding  these  posiUone  shail  have: 

1.  Not  less  than  four  years  of  administrative  eoc- 
perieatee  in  institutional  work  of  an  approved  standard. 

2.  Sooh  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Sravice  Commission. 

SUPERINTENDENT  (NEW  YORK  STATE  RE- 
FORMATORY, ELMIRA,  AND  EAST- 
ERN NEW  YORK  REFORMATORY, 
NAPANOCH) 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  eight  years  of  administrative  ex- 
perience in  institutional  work  of  an  approved  standard. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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COMPENSATION  — 

WARDEN 

SUPERINTENDENT  (INSTITUTION) 
COMMANDANT    (SOLDIERS    AND    SAILORS' 
HOME) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $1980 
to  $3900,  inclusive^  with  maintenance,  with  standard 
salary  rates  as  follows :  $1980,  $2160,  $2340,  $2580, 
$2820,  $3060,  $3300,  $3600,  $3900. 

SUPERINTENDENT  (NEW  YORK  STATE  RE- 
FORMATORY, ELMIRA,  AND  EAST- 
ERN NEW  YORK  REFORMATORY, 
NAPANOCH) 

The  range  of  annual  compensation  of  these  positions 
in  this  Grade  for  full  time  service  is  from  $4200  to 
$4800,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows :    $4200,  $4500,  $4800. 

ASSISTANT  SUPERINTENDENT  (NEW  YORK 
STATE  REFORMATORY,  ELMIRA) 

ASSISTANT  SUPERINTENDENT  (EASTERN 
NEW  YORK  REFORMATORY,  NAPA- 
NOCH) 

The  range  of  aimual  compensation  of  these  posi- 
tions in  this  grade  for  full  time  service  is  from  $2580 
to  $3300,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows:     $2580,  $2820,  $3060,  $3300. 

SPECIAL  BEOULATION  OOVEKNINO  SALAST  BATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


OLEBIOAL  SEBVICE 

SYMBOL  (0) 
DefinUian: 

The  term  Clerical  Service  is  applied  to  those  authorized 
employments  of  the  State  Govenmient,  the  incumbents  of  which 
are  required  to  perform  routine  or  administrative  work  incidental 
to  office  management  and  related  non-professional  duties  not  cov- 
ered in  any  other  Service  definition. 
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BOOKEEEPEB  OBOUP  (0  1) 

Clerioal  Bervies 
Definition:  Bookkeeper  Oroiip 

The  term  Bookkeeper  Group  is  used  to  identify  those  author^ 
ized  employments  of  the  Clerical  Service,  the  incumbents  of  which 
are  required  to  compute,  journalize,  po&t  and  compile  data  in 
connection  with  the  keeping  of  financial  records. 

21 
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OBADE  I   (0  1  I)  Clerieal  Service 

Bookkeeper  Oroup 

TITLE  OF  POSITIONS  — 

BOOKKEEPER 

BOOKKEEPER  (INSTITUTIONAL) 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positionB,  which 
require  a  practical  knowledge  of  double  entry  book- 
keeping, are  to  make  postings  of  accounting  informa- 
tion  from  one  book  to  another,  and  to  perform  related 
bookkeeping  or  other  clerical  work  of  equivalent  char- 
acter and  standard  in  keeping  financial  records  or  in 
preparing  financial  statements. 

Eofatnplee: 

FoBting  to  ledgers. 

Making  simple  journal  entries. 

Taking  trial  balances. 

Preparing   statements   of   accounts. 

QXTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COUFENSATION  — 

BOOKKEEPER 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  term  service  is  from  $840  to 
$1200,  inclusive,  with  standard  salary  rates  as  follows: 
$840,  $900,  $960,  $1020,  $1080,  $1200. 

BOOKKEEPER  (INSTITUTIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $960  to 
$1080,  inclusive,  with  maintenance,  with  standard  sal- 
ary rates  as  follows:     $960,  $1020,  $1080. 

Note. —  The  preferential  salary  rates  for  Bookkeeper  (institutional)  are 
granted  in  recognition  of  the  large  amount  of  emergency  service  and  other 
special  duties. 
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SPECIAL    BEOXTLATION     GOVESXTING    THE    HAXIHTTM 

SALABT  HATE  FOB  BOOESXEFEB  — 

The  maximum  salary  rate  $1200  shall  be  assigned 
only  to  positions  involving  supervisory  or  independ- 
ent responsibility.  Such  rate  shall  be  designated 
after  individual  appraisal,  under  the  rules  of  the  State 
Civil  Service  Commission,  indicating  that  the  rate  so 
determined  does  not  exceed  the  value  of  the  work  to 
be  performed. 
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OEADE  n   (0  1  n)  Clerical  S€rvu>4 

Bookkeeper  Group 

TITIE  OP  POSraOHS  — 

SENIOR  BOOKKEEPER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positionfi^  whidi 
require  a  high  d^ree  of  specialized  training  or  super- 
visory ability,  are  to  supervise  a  unit  of  organization 
charged  with  the  keeping  of  financial  records;  to  keep 
controlling  or  involved  financial  records;  or  to  prepare 
balance  sheets,  special  financial  and  other  intricatm 
statements  and  reports. 

Eaampleg  : 

Keeping  general  ledgers. 

Making  inyolyed  Journal  entries,  such  as  sinking  fund 
adjustments. 

QXTALIPIC  ATIONS  — 

Persons  holding  these  positions  shall  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  lea&t  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COUPENSATION  — 

The  range  of  annual  compensation  of  ihis  Grade 
for  full  time  service  is  from  $1320  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1320,  $1440, 
$1560,  $1680,  $1800,  $1980,  $2160. 

SPECIAL  SEOTTLATION  GOVEBNIHG  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


OLEKK  GROUP  (0  2) 

Olerioal  Bervioe 
Clerk  Group 

Definition: 

The  term  CJlerk  Group  is  used  to  identify  those  authorized 

employments  of  the  Clerical  Service,  the  incumbents  of  which 

are  required  to  perform  prescribed  office  work  not  included  in 

the  other  groups  of  the  Clerical  Service. 
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GRADE  I   (0  2  I)  Ol^iryM  Service 

Clerk  Group 

TITLE  OF  POSITIONS  — 

PAGE 

PAGE  (INSTITUTIONAL) 
DUTIES  — 

Definttion: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervicdon,  the  simplest  kinds  of  office 
work. 

ExampleM : 

Addressing  and  mailing  letters. 

Keeping  office  in  order. 

Running  errands. 

Eeceiving  visitors. 

Distributing   and   ooUecting   mail. 

Letter-press  copying. 

QXTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COUFENSATION — 
PAGE 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $360  to  $480, 
inclusive,  with  standard  salary  rates  as  follows:  $360, 
$420,  $480. 

Annual  salary  increases  of  $60  shall  be  grante<l 
upon  the  completion  of  six  months  of  satisfactory 
service. 

PAGE  (INSTITUTIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  is  from  $216  to  $288,  inchisive,  with 
maintenance,  with  standard  salary  rates  as  follows: 
$216  upon  entrance,  $240  at  end  of  6  months'  satisfac- 
tory service,  $264  at  end  of  12  months'  satisfactory 
service,  $288  at  end  of  18  months'  satisfactory  service. 
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GRADE  n   (0  2  n)  Clerical  Service 

Clerk  Group 

TITLES  07  POSITIONS  — 

JUNIOR  CLERK 

JUNIOR  CLERK  (INSTITUTIONAL) 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  routine  clerical  work  of 
minor  consequence  but  requiring  Bome  skill  and 
experience. 

Ewamplea: 

Verifying  extensions  and  additions. 
Preparing  simple  tabulations. 
Assisting  in  filing. 

Assisting  in  operating  mechanical  office  devices. 
Acting  as  messenger  in  transferring  papers  and  docu- 
ments. 

QXTALinCATIONS  — 

Persons  holding  these  positions  shall  hwve: 

1.  As  a  basis  for  promotion : 

(a)  The  minimum  qualifications  prescribed 
for  Grade  I. 

(b)  Not  lesB  than  one  year  of  service  in 
Grade  I. 

(c)  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

2.  As  a  basis  for  original  appointment: 

(a)  Such  qualifications  as  may  be  required  by 
the  State  Civil  Service  Commission. 

COKPENSATION  — 
JTTNIOR  CLERK 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $540  to  $780, 
inclusive,  with  standard  salary  rates  as  follows :  $540, 
$600,  $660,  $720,  $780. 

Annual  salary  increases  of  $60  shall  be  granted 
upon  the  completion  of  six  months  of  satisfactory  service. 
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JUNIOR  CLERK  (INSTITUTIONAL) 

The  range  of  annual  compeoBation  of  this  pogition 
in  this  Grade  for  full  time  service  is  from  $480  to  $600, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :     $480,  $540,  $600. 
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OSADX  in   (0  2  m)  CleHoal  Service 

Clerk  Group 

TITLES  OF  POSITIONS  — 

CLERK 

CLEBK  (INSTITUTIONAL) 
CLERK-STENOGBAPHER 
DUTIES  — 

CLERK 

CLERK  (INSTITUTIONAL) 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  limited  supervision,  are  to  perform  clerical 
work  requiring  familiarity  with  general  departmental 
practice,  or  knowledge  of  and  training  in  prescribed 
office  procedure  relating  thereto. 

tlwampiet: 

Filing  and  having  custody  of  correspondence  and  other 
documents. 

Answering  routine  correspondence. 

Preparing  payrolls  and  other  periodic  reports  incidental 
to  office  management. 

Keeping  time  records. 

Operating  intricate  mechanical  office  devices,  such  as 
tabulating  machines. 

Performing  elementary  statistical  work. 

CLERK-STENOGRAPHER 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  limited  supervision,  are  primarily  to  per- 
form the  work  prescribed  for  the  position  of  "  Clerk  " 
of  this  Grade,  and  in  addition  thereto,  to  record  dicta- 
tion by  shorthand  or  other  abbreviated  process  and  to 
transcribe  such  record  on  a  typewriter. 

Example: 

Performing  clerical  work  and  in  addition  thereto,  tak- 
ing and  transcribing  dictation. 

QUALOIOATIONS  — 

CLERK 

CLERK  (INSTITUTIONAL) 

Persons  holding  these  positions  shall  have: 

1.  The    minimum    qualifications    prescribed    for 

Grade  II. 
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2.  Not  less  than  one  year  of  service  in  Grade  11, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
Ily  at  least  one  year  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

CLERK-STENOGRAPHER 

1.  Not  less  than  one  year  of  experience  in  work 
of  Grade  II  clerk  group  character  and  standard,  and  in 
addition  ability  to  record  dictation  and  transcribe  same 
on  a  typewriter ;  or  at  least  two  years  of  experience  in 
work  of  Grade  I,  Stenographer  Group,  character  and 
standard. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

SPECIAL   BEOTTLATION   OOVEBNIirG   APPOIHTMEirr   TO 

THE    POSITION    OF    CLESK    OB    CLEBS- 
STENOOBAPHEB  — 

Appointment  to  positions  of  Clerk  or  Clerk- 
Stenographer  within  this  Grade  shall  be  made  from 
original  eligible  lists,  except  where  the  departmental 
executive  shall  certify  that  it  is  not  practicable  to  fill 
such  position  from  an  original  eligible  list.  This  cer- 
tification must  receive  the  approval  of  the  State  Civil 
Service  Commission. 

SPECIAL  BEOTTLATION  O0VEBNIN6  CHAFOE  OF  TITLE 

TO  '^  CLEBE-STENOGBAPEEB  "  — 

Titles  of  positions  in  Grade  III,  Clerk  Group  or 
Grade  II,  Stenographer  Group,  shall  be  changed  to  clerk- 
stenographer  upon  certification  by  the  State  Civil  Serv- 
ice Commission,  only  after  appropriate  tests  indicating 
that  the  incumbents  are  qualified  to  perform  the  duties 
prescribed  for  the  position  of  clerk-stenographer. 

COHPENSATIOV  — 
CLERK 
CLERK-STENOGRAPHER 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $840  to 
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$1200,  inclusive,  with  standard  salary  rates  as  follows: 
$840,  $900,  $960,  $1020,  $1080,  $1200. 

CLERK  (INSTITUTIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $660  to  $840, 
inclusive,  with  fidl  maintenance,  with  standard  rates  as 
foUows:     $660,  $720,  $780,  $840. 

SPECIAL    SEGTTLATION     GOVEBNINO     THE    HAXDnnC 

BATE— 

The  maximum  salary  rate,  $1200,  shall  be  assigned 
only  to  positions  involving  supervisory  or  independent 
responsibility.  Such  rate  shall  be  designated  after  indi- 
vidual appraisal,  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rate  so  deter- 
mined does  not  exceed  the  value  of  the  work  to  be 
performed. 
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OBADE  IV   (0  2  IV)  <?««^^  ^efvice 

Clerk  Group. 

TITLE  OF  POSITIONS  — 

SENIOR  CLERK 

SENIOR  CLERK  —  BOOKKEEPER  (INSTITU- 
TIONAL) 

DUTIES  — 

SENIOR  CLERK 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform  highly  specialized  clerical  work  requiring  inde- 
pendent judgment  and  continuing  responsibility;  or  to 
supervise  and  be  responsible  for  the  clerical  work  of  a 
large  bureau  or  small  department. 

Ewampleg : 

Answering  important  correspondenoe. 
Installing,  revising,  and  taking  charge  of  a  eompli- 
cated  departmental  filing  system. 

Passing  upon  youchera  for  official  signature. 

SENIOR  CLERK  —  BOOKKEEPER   (INSTITU- 
TIONAL) 
Definition: 

The  duties  of  incumbents  of  these  positions  which 
require  specialized  training  and  involve  supervisory 
ability,  are  to  take  charge,  upon  assignment,  of  the  gen- 
eral ofBce  work  in  the  steward's  ofBce  in  a  State  institu- 
tion, to  keep  controlling  and  the  more  involved  financial 
records  of  the  institution,  to  prepare  balance  sheets  or 
other  intricate  statements  and  reports  of  the  institution 
and  to  perform  work  of  related  character  and  standard. 

QUALIFICATIONS  — 

SENIOR  CLERK 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  two  vears  of  service  in  Grade  III, 
or  if  appointed   otherwise  than  by   promotion  from 
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Grade  III,  at  least  two  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

SENIOR  CLERK  —  BOOKKEEPER   (INSTITU- 
TIONAL) 
Persons  holdiTig  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III,  Clerk  Group  or  Grade  I,  Bookkeeper  Group, 
clerical  service. 

2.  Not  less  than  two  years  or  sei*vice  in  Grade  III, 
Clerk  Group  or  in  Grade  I,  Bookkeeper  Group ;  or  if  ap- 
pointed otherwise  than  by  promotion  from  the  Clerk  or 
Bookkeeper  Groups,  at  least  two  years  of  experience  in 
work  of  Grade  III,  Clerk  Group,  or  Grade  I,  Bookkeeper 
Group,  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHFENSATION  — 

SENIOR  CLERK 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1320  to 
$1800,  inclusive,  with  standard  salary  rates  as  follows: 
$1320,  $1440,  $1560,  $1680,  $1800. 

SENIOR  CLERK  —  BOOKKEEPER  (INSTITU- 
TIONAL) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1260,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows:    $1080,  $1140,  $1200,  $1260. 

SPECIAL     EEOVLATION     OOVEEmTO     ABVAHCEHElTr 

SALAST  RATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rate  to  be  designated 
does  not  exceed  the  value  of  the  work  to  be  performed. 
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OSADE  y   (0  2  V)  Olerieal  Service 

Clerk  Qroup 

TITLES  OF  POSITIONS  — 

CHIEF  CLERK 
PRINCIPAL  CLERK 
DUTIES  — 

Definition: 

The  duties  of  mcumbents  of  these  positions  are  to 
assume  complete  responsibility  for  the  clerical  work  of  a 
large  department,  requiring  the  highest  degree  of  cleri- 
cal knowledge  and  experience,  and  a  high  order  of  ad- 
'  ministrative  ability  in  the  direction  of  office  procedure; 
or  to  perform  specialized  clerical  work  exacting  the 
highest  degree  of  judgment  and  skill. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IV. 

2.  Not  less  than  three  years  of  service  in  Grade  IV, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  TV,  at  least  three  years  of  experience  in  work  of 
Grade  IV  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1980  to  $2820,  inclusive, 
with  standard  salary  rates  as  follow©:  $1980^  $2160, 
$2340,  $2580,  $2820. 

SPECIAL  BEOiriATION  OOVERNINO  SALABT  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
miesion,  indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


EMPLOYMENT  AGENT  OKOUP  (0  3) 

Clerical  Service 
DefinUian:  ^Imploytnent  Agm^t  Group 

The  term  Emplojment  Agent  Group  is  used  to  identify  thoee 
authorized  employments  of  the  Clerical  Service,  the  incumbents 
of  which  are  required  to  register  applicants  for  employment^  to 
judge  their  qualifications  and  assign  them  to  positions  and  to 
solicit  orders  for  employes  from  employers. 
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GRADE  I  (0  3  I)  Clerical  Service 

Employment  Agent  Group 

TITLE  OF  POSITIONS  — 

REGISTEAR  OF  EMPLOYMENT 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  limited  supervision,  are  to  register  appli- 
cants for  employment,  to  judge  their  qualifications,  to 
refer  them  to  positions,  to  receive  requests  for  workers 
from  employers,  to  visit  places  of  employment  in  order  to 
obtain  information  regarding  employment  conditions  and 
kinds  of  work  and  to  solicit  orders,  and  to  perform  other 
incidental  duties  of  equivalent  character. 

Ewamples : 

Registering  applicants. 

Referring  applicants  to  positions. 

Soliciting  orders. 

Investigating  employment  conditions. 

QITALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  A  certificate  of  graduation  from  a  public  high 
school  or  proof  of  other  training  recognized  by  the  State 
Civil  Service  Commission  as  the  equivalent  thereof,  and 
in  addition,  at  least  three  years  of  experience  in  work 
affording  opportunities  for  meeting  and  dealing  directly 
with  people  and  acquiring  knowledge  of  industrial  con- 
ditions; or 

2.  A  degree,  diploma  or  certificate  granted  upon 
the  completion  of  a  standard  course  of  instruction  in  a 
college  of  recognized  standing;  and  in  addition  at  least 
one  year  of  experience  affording  opportunity  for  ac- 
quiring knowledge  of  industrial  conditions. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $900  to  $1560,  inclusive,  with 
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standard  salary  rates  as  follows:     $900,  $960,  $1020, 
$1080,  $1140,  $1200,  $1320,  $1440,  $1560. 

SPECIAL     EEOVLATION     OOVEKSmrO     ADVAITCEHENT 

SALABT  KATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rate  to  be  designated  does 
not  exceed  the  value  of  the  work  to  be  performed.  The 
salary  rates,  $1440  and  $1560,  shall  be  assigned  only  to 
positions  involving  independent  supervisory  responsi- 
bility, which  positions  shall  be  identified  by  an  appro- 
priate working  designation,  such  as  "  assistant  super- 
intendent/' 
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OBADE  m  (C  3  m)  Olerioal  Service 

Employment  Agent  Group. 

TITLE  OF  POSITION  — 
DIEEOTOR  OF  BUREAU  OF  EMPLOYMENT 

DUTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  order  of  executive  and  managerial 
ability  and  technical  knowledge  of  the  subject  of  employ- 
ment and  the  administration  of  an  employment  office,  are 
to  be  responsible  for  the  administration  of  the  Bureau  of 
Employment. 

QUALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  At  least  one  year  of  graduate  university  training 
in  sociology  or  sociological  work  in  an  institution  of  rec- 
ognized standing ;  or  at  least  one  year  of  experience  in 
original  sociological  research,  or  such  experience  in  or- 
ganizing or  developing  private  or  public  employment 
agencies  recognized  by  the  State  Civil  Service  Commis- 
sion as  the  equivalent  thereof. 

3.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  three  years  of  experience  in  work  of  Grade  II 
character  and  standard. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3300  to  $4200,  inclusive, 
with  standard  salary  rates  as  follows:  $3300,  $3600, 
$3900,  $4200. 
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SPECIAL     BEOTJLATION     OOVESNING     ASVAlTCEKEirt 

SALABT  BATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  by  the  State  Civil  Service  Commission  in- 
dicating that  the  rate  to  be  designated  does  not  exceed 
the  value  of  the  work  to  be  performed. 
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OBADE  m  (C  3  m)  Olerioal  Service 

Employment  Agent  Oroup. 

TITLE  OF  POSITION  — 
DIEEOTOR  OF  BUREAU  OF  EMPLOYMENT 

DITTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  order  of  executive  and  managerial 
ability  and  technical  knowledge  of  the  subject  of  employ- 
ment and  the  administration  of  an  employment  office,  are 
to  be  responsible  for  the  administration  of  the  Bureau  of 
Employment. 

QUALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  At  least  one  year  of  graduate  university  training 
in  sociology  or  sociological  work  in  an  institution  of  rec- 
og^ized  standing;  or  at  least  one  year  of  e^qperience  in 
original  sociological  research,  or  such  experience  in  or- 
ganizing or  developing  private  or  public  employment 
agencies  recognized  by  the  State  Civil  Service  Commis- 
sion as  the  equivalent  thereof. 

3.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  three  years  of  experience  in  work  of  Grade  II 
character  and  standard. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3300  to  $4200,  inclusive, 
with  standard  salary  rates  as  follows:  $3300^  $3600, 
$3900,  $4200. 
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SPECIAL     BEOTTLATIOir     CK)VEBSINO     ADVAVCEMEirT 

SALABT  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  by  the  State  Civil  Service  Commission  in- 
dicating that  the  rate  to  be  designated  does  not  exceed 
the  value  of  the  work  to  be  performed. 


INTESPRETER  GROUP  (0  4) 

Clerical  Bervice 
Definition:  Interpreter  Cfroup 

The  term  Interpreter  Group  is  used  to  identify  those  author^ 
ized  employments  of  the  Clerical  Service,  the  incumbents  of  which 
are  required  to  write  and  speak  English,  and  foreign  languages, 
and  to  translate  correctly  and  fluently  speech  or  writing  in  those 
fonign  languages  into  English  or  vice  versa. 
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OBABE  I  (C  4  I)  Clerical  Service 

Interpreter  Group 

TrriiE  OF  POSITIONS  — 

INTERPEETER 

DXmES  — 

Definition: 

The  duties  of  incumbents  of  these  positions^  which 
are  perf  onned  in  connection  with  the  official  routine  work 
of  State  departments^  offices^  or  quasi-judicial  bodies^  are 
to  converse  and  write  in  at  least  two  foreign  langua^es^ 
and  to  translate  correctly  and  fluently  speech  and  writing 
in  those  languages  into  English  or  vice  versa. 

QTTALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  is  evidenced  by  ability  to  speak 
and  translate  fluently  at  least  two  foreign  languages. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Ghrade 
for  full  time  service  is  from  $960  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1080, 
$1140,  $1200,  $1320,  $1440. 

SPECIAL     BEOVLATION     GOVEBNING     ADVANCEMENT 

SALAST  EATE8  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  by  the  State  Civil  Service  Commission,  indi- 
cating that  the  rate  to  be  designated  does  not  exceed  the 
value  of  the  work  to  be  performed  in  the  interpretation 
work  of  quasi-]  udicial  bodies. 

The  salary  rates,  $1320  and  $1440,  shall  be  as- 
signed only  to  positions  involving  special  responsibility 
in  the  interpretation  work  of  quasi-judicial  bodies. 
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OBABE  n  (0  4  n)  (Jlerioal  Bervioe 

Interpreter  Group 

mUB  OF  FOSmOHS  — 

COUET  INTEEPEETER 

DTTHES  — 

Definition: 

The  duties  of  incmnbents  of  these  positions,  which 
require  the  highest  degree  of  personal  honesty  and  aooa- 
racj,  are  to  translate  for  interpretation  to  courts  and 
other  judicial  bodies,  testimony,  speech  and  writing 
from  foreign  languages  into  English,  or  vice  versa. 

Qir ALIFICATIOirS  — 

Persons  holding  these  positions  shall  haA)e: 

1.  The  minJTnuTn  qualifications  prescribed  for 
Grade  I. 

2.  N^ot  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2340,  inclusive^ 
with  standard  salary  rates,  as  follows:  $1800,  $1980, 
$2160,  $2340. 

SPECIAL  BEairiATIOIf  aOVEBNINa  SALAST  EATE8  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


PRIVATE  SECRETAST  GROUP  (0  5) 

Clerical  Service 
Definition:  Private  Secretary  Group 

The  term  Private  Secretary  Group  is  used  to  identify  those 
authorized  employments  of  the  Clerical  Service^  the  incumbents 
of  which  are  required  to  act  as  personal  agents  or  assistants  to 
executive  officials  of  important  or  large  departments^  to  collect 
and  interpret  information  as  a  basis  for  executive  action^  to  relieve 
administrative  officials  of  details  of  office  work,  and  to  represent 
th^n  in  matters  pertaining  to  the  enforcement  of  executive  orders. 
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^           '  Clerical  Service 

TITIE  OF  POSHION S Private  Secretary  Group 

PRIVATE  SECRETARY 
STTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
act  as  personal  agents  or  assistants  to  executive  officials 
of  important  and  large  departments,  to  collect  and  inter- 
pret information  as  a  basis  for  executive  action,  to  re- 
lieve administrative  officials  of  details  of  office  work  and 
to  represent  them  in  matters  pertaining  to  the  enforce- 
ment of  executive  orders,  and  to  perform  incidental  work 
of  equivalent  character  and  standard. 

QxrAimcATioirs  — 

Persons  holding  these  positions  shall  have: 

1.  Such  qualifications  as  may  be  required  by  de- 
partmental executives. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commiiraion. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580,  $2820,  $3060. 

SPECIAL  BEOTTLATION  OOVESNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


PBOCESS  SERVER  AND  MESSENGER  GROUP  (0  6) 

Clerical  Service 

Process  Server  and  Messenger  Oroup 

Definition: 

The  term  Process  Server  and  Messenger  Group  is  used  to 
identify  those  authorized  emplojnnents  of  the  Clerical  Service,  the 
incnmhents  of  which  are  required  to  serve  legal  notices,  to  deliver 
important  or  confidential  messages  and  papers  and  to  perform  in- 
cidental clerical  and  investigational  work. 
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OBADE  I  (0  61)  Clerical  Service 

Proceat  Berver  and  Metaenger  Group 

TITLES  OF  P06ITI0BB  — 

PROCESS  SERVER 
MESSENGER 
DUTIES  — 

Definition: 

The  duties  of  inciunbents  of  these  positions,  which 
require  the  highest  degree  of  trustworthiness,  are  to 
serve  legal  notices;  to  receive  for  delivery  and  deliver 
valuable  documents,  papers,  and  confidential  messages, 
for  important  State  departments,  and  to  perform  inci- 
dental clerical  and  investigational  work. 

E»ample: 

Serying  subpoenas  and  summonBeB. 

QU  AIIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III  of  the  Clerk  Group  of  the  Clerical  Service. 

2.  Not  less  than  two  years  of  service  in  Grade  II 
of  the  Clerk  Group  of  the  Clerical  Service,  or  if  ap- 
pointed otherwise  than  by  promotion  from  the  Clerk 
Group,  at  least  two  years  of  experience  in  work  of  Grade 
II,  Clerk  Group,  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

PROCESS  SERVER 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1260,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020,  $1080,  $1140,  $1200,  $1260. 

MESSENGER 

The  range  of  annual  compenBation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $840  to  $1080, 
inclusive,  with  standard  salary  rates  as  follows :  $840, 
$900,  $960,  $1020,  $1080, 
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SPECIAL    EEOULATIOir    OOVEBimrO    THE    LAST    TWO 

SALABT  KATES  FOB  PBOCESS  SEBVEB 

The  last  two  salary  rates,  $1200  and  $1260,  shall 
be  assigned  only  to  positions  involving  supervisory  or 
independent  responsibility.  Such  rates  shall  be  desig- 
nated after  individual  appraisal,  under  the  rules  of  the 
State  Civil  Service  Cionunission,  indicating  that  the  rate 
so  determined  does  not  exceed  the  value  of  the  work  to 
be  performed. 


SUPERVISOR  OF  PUBLICATION  GROUP  (0  7) 

Clerical  Bervioe 
DeHnUion'  Buperviaor  of  Publioaiion  Oroup 

The  term  Supervisor  of  Publication  Group  is  used  to  identify 
those  authorized  employments  of  the  Clerical  Service,  the  incum- 
bents of  which  are  required  to  issue  orders  embracing  detailed 
insfcnictiona  regarding  size,  style,  type,  stock,  ruling  and  binding 
for  the  printing  of  publications  of  a  State  department  or  of  the 
entire  State  government,  including  annual  and  special  reports 
and  miscellaneous  forms,  bulletins  and  pamphlets,  to  estimate  the 
cost  thereof,  to  direct  and  supervise  the  reading  and  revising  of 
printers'  proof  and  the  distribution  of  publications,  and  to  per- 
form other  related  work. 
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OBADE  I  (0  7  I) 

Olerical  Berviee 
TITLE  OP  POSITIOir auperviaor  of  Puhlioatum  Group 

ASSISTANT  SUPERVISOR  OF  PUBLICATION 
DUTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position  are 
to  check  and  audit  legislative  and  department  printing 
billS)  to  compute  quantities  on  printing  contract  bids, 
to  tabulate  and  record  printing  bids  and  to  perform 
other  work  of  an  equivalent  character  and  standard  in 
connection  with  the  supervision  and  control  of  all  State 
printing. 

QUAUFICATIOirS  — 

The  person  holding  this  position  shall  hcuve: 

1.  Not  less  than  two  years  of  experience  in  print- 
ing and  publishing  work  requiring  familiarity  with 
printing  terms,  costs  and  rates,  and  affording  oppor^ 
tunity  to  become  familiar  with  the  type  of  work  covered 
in  this  position. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  -Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560,  $1680. 
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0IlADEn(O7n)  Oler^S^ 

TITLE  OP  POSinOm—  Inspector  of  Publication  Group 

SUPERVISOR  OF  PUBLICATION 
DUTIES  — 

Definition: 

The  dutieB  of  incumbente  of  these  positions  are  to 
issue  orders  embracing  detailed  instnictions  regarding 
size,  style,  type,  stock,  ruling  and  binding  for  the  print- 
ing of  publications  of  a  State  department,  including  an- 
nual and  special  reports  and  miscellaneous  forms, 
bulletins  and  pamphlets,  to  estimate  the  cost  thereof,  to 
direct  and  supervise  the  reading  and  revising  of  printers' 
proof  and  the  distribution  of  publications,  and  to  per- 
form other  related  work. 

QUAUEICATIOXrS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifioations  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  five  years  of  experience  ih  printing  and  pub- 
lishing work  affording  opportimity  to  acquire  a  thorough 
knowledge  of  the  work  covered  in  the  position  to  be 
filled. 

3.  Such  additional  qualifications  aa  may  be  re- 
quired by  the  State  Civil  Service  Commission- 

COHFENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580. 

SPECIAL  BEOULATIOir  OOVEBNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
dassified  within  this  grade  are  conditional  upon  ap- 
praisal under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 
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OSADE  m  (0  7  m) 

TITIE  OP  POSITIOir—  Supervisor  of  PabUoaiion  Qrovp 

CHIEF  SUPERVISOR  OF  PUBLICATION 
STJTIES  — 

Dafiniiion: 

The  duties  of  the  incumbent  of  this  position  are 
to  direct  and  assume  complete  responsibility  for  the 
activities  of  that  department  or  other  unit  of  State  gov- 
ernment charged  with  the  supervision  and  control  of  all 
State  printing. 

QtrAIIFICATIONS— 

The  person  holding  this  position  shall  have: 

1.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  eight  years  of  experience  in  printing  and 
publishing  work  affording  opportunity  to  become 
famUiar  mtt  tiie  type  of  work  covered  in  this  position, 
at  least  five  years  of  which  shall  have  been  in  an  ad- 
ministrative capacity. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHFENSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300,  $3540. 


STENOGRAPHER  GROUP  (0  8) 

Clerical  Service 
Btenographer  Oroup 

Definition: 

The  term  Stenographer  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Clerical  Service,  the  incumbents  of 
which  ore  required  to  record  dictation  by  shorthand  or  by  any 
other  abbreviated  process,  to  transcribe  such  record  on  a  type- 
writer, and  to  perform  incidental  clerical  work. 
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GRADE  I  (G  8  I)  Clerical  Service 

Bienographer  Group 

TITLE  OF  POSITIONS  — 

JUNIOE  STENOGRAPHER 

JUNIOR  STENOTYPIST 

JUNIOR  STENOGRAPHER  (INSTITUTIONAL) 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  record  simple  dictation  by  shorthand  or  by  any  other 
abbreviated  process,  to  transcribe  such  record  on  a  type- 
writer, and  to  perform  incidental  clerical  work. 

BwwmpUe: 

Taking  and  transcribing  routine  oorrespondenoe,  re- 
ports, notices  and  office  memoranda. 
Operating  a  dictation  machine. 

QUALIFICATIONS  — 

Persons  "holding  these  positions  shall  ha/oe: 

1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

JUNIOR  STENOGEAPHER 

JUNIOR  STENOTYPIST 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $540 
to  $780,  inclusive,  with  standard  salary  rates  as  follows: 
$540,  $600,  $660,  $720,  $780. 

JUNIOR  STENOGRAPHER  (INSTITUTIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $420  to  $540, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:     $420,  $480,  $540. 

Note. —  Sixty  doUars  shall  be  added  to  the  above  salary  rates  for  junior 
stenographer  (institutional)  where  it  is  necessary  to  employ  male  stenog- 
raphers owing  to  emergency  requirements  and  other  special  demands. 
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OBADE  n  (0  8  n)  Clerical  Service 

Stenographer  Oroup 

TITLE  OF  POSITIONS  — 

STENOGRAPHER 

STENOTYPIST 

STENOGRAPHER  (INSTITUTIONAL) 

DUTIES  — 

DefinUian: 

The  duties  of  incumbents  of  these  positions  are  to 
record  dictation  of  technical,  scientific,  legal  or  other 
matter  recognized  as  difficult,  and  to  transcribe  such  rec- 
ord with  accuracy  and  skill  on  a  typewriter;  to  answer 
independently  minor  executive  correspondence,  and  to 
perform  incidental  clerical  work. 

EtDomples : 

Taking  and  transcribing  legal  briefs,  opinions,  agree- 
ments and  statements. 

Taking  and  transcribing  scientific  oommimications,  re- 
ports and  papers. 

aUAUEIC  ATIONS  — 

Persons  holding  these  positions  shall  hiwe: 

1.  The  .  minimum  qualifications  prescribed  for 
Qrade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  one  year  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

iSTENOGEAPHER 
STENOTYPIST 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $840 
to  $1080,  inclusive,  with  standard  salary  rates  as  fol- 
lows :    $840,  $900,  $960,  $1020,  $1080. 
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STENOGRAPHEE  (INSTITUTIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $720  to  $900, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :     $720,  $780,  $840,  $900. 

Note.— ^ixtj  dollars  shall  be  added  to  the  above  salarj  rates  for  stenog^- 
rapher  (institutional)  where  it  is  necessary  to  employ  male  stenographers, 
owing  to  emergency  requirements  and  other  special  demands. 
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Clerical  Servioe 

OBADB  m  (0  8  m)  atenographer  Group 

TITLE  OF  POSITIONS  — 

SENIOR  STENOGRAPHER 
SENIOR  STENOTYPIST 
DUTIES  — 

DefinUian: 

The  duties  of  incumbents  of  these  positions  are  to 
firupervise  a  stenographic  bureau;  to  act  in  a  secretarial 
capacity  to  executive  officers;  to  report  departmental 
hearings  and  investigations;  to  perform  important  steno- 
graphic or  secretarial  services,  in  relation  to  and  which 
require  a  knowledge  of,  legal  or  other  specialized  pro- 
cedures, and  to  perform  incidental  clerical  work. 

Ewamplet: 

Supervising  tlie  general  fltenographio  force  of  a  Urge 
bureau  or  department. 

Answering  independently,  correspondence  for  depart- 
mental executives. 

Reporting  testimony  at  departmental  hearings. 

QTJALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  TninimuTn  qualifications  prescribed  for 
Grade  II, 

2.  !Not  less  than  two  years  of  service  in  Ghrade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard;  or  not  less  than  two 
years  of  service  in  Grade  III,  Clerk  Group,  as  a  clerk- 
stenographer. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPEHS  ATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1800,  inclusive, 
with  standard  salary  rates  at  follows:  $1200,  $1820, 
$1440,  $1660,  $1680,  $1800. 
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SPECIAL  BEOITLATION  OOVEBNINO  SALAXT  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  oonditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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ORADE  IV  (0  8  IV)  Clerical  Service 

Btenographer  Group 

TITLES  OF  POSITIONS  — 

COURT  STENOGRAPHER 

HEARING  STENOGRAPHER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  thei&e  positions  are  to 
perform  work  requiring  the  highest  degree  of  steno- 
graphic skill  and  a  comprehensive  knowledge  of  court 
procedure,  and  to  perform  incidental  clerical  work. 

Example: 

Acting  as  hearing  stenograplier  to  the  Goyemor. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  three  years  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  taking 
testimony  at  hearings. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2160  to  $2820,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2580,  $2820. 

SPECIAL  BEOTJIATION  OOVEBNINO  SALAEY  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, imder  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 
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TELEPHONE  OPERATOR  OROUP  (C  9) 

Olerical  Service 
Telephone  Operator  Chroup 

Definition: 

The  term  Telephone  Operator  Group  is  used  to  identif  j  those 
authorized  employmeiits  of  the  Clerical  Service,  the  incumhentB 
of  which  are  required  to  operate  telephone  switchboards^  and  to 
perform  incidental  clerical  work. 
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OBADE  I  (0  9  I)  Olerioal  Bervice 

TelepJume  Operator  Orxntp 
TITLES  OF  POSITIONS— 

TELEPHONE  OPERATOE 
TELEPHONE  OPERATOR  (INSTITUTIONAL) 
DUTIES  — 

Definiiian: 

The  duties  of  incumbents  of  these  positions  which 
require  knowledge  of  the  relations  of  a  department  with 
other  departments  and  with  the  public^  are  to  operate 
telephone  switchboards^  other  than  monitor  or  small 
boards,  to  keep  record  of  telephone  calls,  and  to  per- 
form incidental  clerical  work. 

QVAUPICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  one  jear  of  experience  in  operatr 
ing  telephone  switchboards. 

2.  Such  additional  qu^lificationisi  as  may  be  re- 
quired bj  the  State  Civil  Service  CommissioiL 

COMPENSATION  — 

TELEPHONE  OPERATOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $540  to 
$1020,  inclusive,  with  standard  salary  rates  as  follows: 
$540,  $600,  $660,  $720,  $780,  $840,  $900,  $960,  $1020. 

TELEPHONE  OPERATOR  (INSTITUTIONAL) 
The  range  of  annual  compensation  of  this  position 
in  this  Orade  for  full  time  service  is  from  $420  to  $540, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :     $420,  $480,  $540. 

SPECIAL  BEOITLATION  00 VEBNIHO  SALAXT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  CSom- 
mission,  indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed* 


TYPIST  GROUP  (C  10) 

Clerical  Service 
Typiat  Orcup 

Definition:  ^ 

The  term  Typist  Group  is  used  to  identify  those  authorized 
employments  of  the  Clerical  Service,  the  incumbents  of  which 
are  required  to  operate  an  ordinary  or  special  typewriter  and  to 
perform  incidental  clerical  work 
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OSADE  I  (0  10  I)  Olerioal  Bervio9 

TITLE  OF  POSITIONS  — 

JUNIOB  TYPIST 
DUTIES  — 

Defiriitum: 

The  duties  of  incumbents  of  these  poeitione  are  to 
type  communications,  reports  and  miscellaneous  memo- 
randa from  prepared  manuscript  and  to  perform  inci- 
dental clerical  work. 

Copying  inf onnatioii  on  prescribed  forms. 

Typewriting  form  letters. 

Cutting  stencils  for  duplicating  machines. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  ho/ve: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $420  to  $660,  inclusive, 
with  standard  salary  rates  as  foUows:  $420,  $480, 
$540,  $600,  $660. 
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OBADE  n  (0  0  n)  merioal  Bervioe 

Typist  Qroup 

TULE  OF  POSITIONS  — 

TYPIST 
DUTIES  — 

Defifiition: 

The  duties  of  incmnbents  of  these  positions  are  to 
typewrite  difficult  or  technical  matter,  requiring  ability 
to  rearrange,  expand,  segregate  or  tabulate  involved  ma- 
terial, and  to  perform  incidental  clerical  work. 

Bwatnple§: 

Copying  legal  docmnenis. 

Operating  special  billing  machines  or  book  typewriters. 

Copying  involyed  acoonnting  and  statistical  tables. 

aVAUFICATIONS  — 

Persons  holding  these  positions  shaU  hwve: 

1.  The  TniniTninn  qualificationci  prescribed  for 
Grade  L 

2.  Ifot  less  than  one  year  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  one  year  of  experience  in  work  of  Grade  I  char- 
acter and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COKFEHSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $1020,  inclusive, 
wiHi  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960,  $1020. 


PROFESSIONAL  AND  SGIENTIFIG  SERVICE 

SYMBOL  (D) 
Defimiion: 

The  term  Professioiial  and  Scientific  Service  is  used  to 
identify  those  authorized  employments  of  the  State  Government 
the  incumbents  of  which  are  required  to  direct,  supervise 'Or  per- 
fonn  services  whidh  involve  training  and  experience  in  the  estab- 
lished professions  or  in  the  recognized  branches  of  scientific 
research. 
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ACCOUNTANT  OROUP  (D  1) 

Prot«uio»nl  and  fMmMfio  0«fviM 

DefinUian:  '^^^ooounta^t  CH^ 

The  term  Accountant  Group  is  used  to  identify  those  author- 
ized employments  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  collect,  collate,  analyze  and 
interpret  financial  data,  to  examine  books  of  accounts  and  report 
upon  their  accuracy  and  significance,  or  to  devise,  install  and 
supervise  business  procedure  in  regard  to  financial  and  auditing 
methods. 
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wAAi/ja  A  v^LF  -L  x/  Profeuional  and  Boientifio 

miiE  OP  POflXnaHS  —  A.ooou»tant  Group 

JUNIOR  ACCOUNTANT 
DUTIES  — 

Defimtion: 

The  duties  of  incumbeiits  of  these  positions  are  to 
perform,  under  supervision,  detail  work  involved  in  the 
audit^  examination  and  investigation  of  financial  trans- 
actions^ and  to  compile  data  for  financial  reports. 

Ewamplet: 

Verifying  extensions  and  footings. 
Taking  and  checking  trial  balances. 
Analyzing  and  reconciling  simple  acoonnts. 
Checking  ledger  postings  with  registers. 

QUAIIFIC  ATI0H8  — 

Persona  holding  these  positions  shall  have: 

1.  Such  training  in  accounting  as  is  evidenced  by 
a  certificate  granted  oh  completion  of  a  standard  course 
of  instruction  in  an  accounting  school  of  recognized 
standing,  or  proof  of  other  training  in  accounting  recog- 
nized by  the  State  Civil  Service  Conamission  as  the 
equivalent  thereof  j  or 

2.  Not  less  than  two  years  of  service  in  Grade  I  of 
the  Bookkeeper  Group  of  the  Clerical  Service,  or  if  ap- 
pointed otherwise  than  by  promotion  from  the  Book- 
keeper Group,  at  least  two  years  of  experience  in  double 
entry  bookkeeping  work  of  Grade  I  Bookkeeper  Group, 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFEKSATION  — 

The  range  of  annual  compensation  of  this  Ghrade 
for  full  time  service  is  from  $960  to  $1320,  inclusive 
with  standard  salary  rates  as  follows:     $960,  $1080 
$1200,  $1820. 
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OKADS  n  (D  1  n)  FroteuUnM  ^  Bd^ifio  Bennce 

TTTT^TS  OP  FOSOnnOHB Aoeomtaut  Group 

AOOOTJNTANT 
DUTIES  — 

DefinUian: 

The  duties  of  incombents  of  these  positions  are  to 
perform  important  detail  work  involved  in  the  audit, 
examination  and  investigation  of  financial  transactions, 
and  to  report  thereon,  to  supervise  a  section  of  an  im- 
portant examination,  to  conduct  independently  an  ex- 
amination of  minor  scope,  and  to  devise  and  install 
simple  accounting  systems  in  State  departments,  bureaus 
and  offices. 

BwampleB: 

Analysing  and  reconcUing  intricate  aooonnts. 
•Byr^iwining  aooountfl  of  institutionB. 
Supervising  a  section  of  an  examination  of  a  public 
utility  company. 

QUAUnCATIOlIB  — 

Persons  holding  these  positions  shaJl  have: 

(a)  As  a  basis  for  promotian: 

1.  "Not  less  than  two  years  of  service  in  Grade 
I;  or 

NofOB. —  Previons  practical  experience  outside  the 
State  sexrioe  of  at  least  one  year,  in  work  of  Qrade  I 
character  and  standard  shaU  be  accepted  as  the  equivalent 
of  one  year  of  service  in  Grade  I. 

2.  Not  less  than  three  years  of  service  in 
Gbrade  II  of  the  Bookkeeper  Ghroup  of  the  Clerical 
Service. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  Ifot  less  than  two  years  of  experience  in 
work  of  Grade  I  character  and  standard ;  or 

2.  Ifot  less  than  two  years  of  experience 
in  supervising  a  unit  of  organization  charged  witli 
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the  keeping  of  financial  records^  in  keeping  cofn^ 
trolling  or  involved  financial  reoords^  or  in  prepar- 
ing balance  sheets,  special  financial  and  other  in- 
tricate statements  and  reports. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

CWKFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1440  to  $2160,  inclusive,  with 
standard  salary  rates  as  follows:  $1440,  $1560,  $1680, 
$1800,  $1980,  $2160. 

SPECIAL  BEOTTLATIDN  OOVEBlHirO  SALABT  BATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OEADB  m  (D  1  m)  Prof es^ianal  and  Bcieniifi^  Servic. 

TULE  OP  POfiinOHS  —  A.oooiintant  Group 

SENIOR  ACCOUNTANT 
AUDITOR 
DUTIES  — 

Definition: 

The  duties  of  incTiinbeiits  of  these  positions  are  to 
conduct  independently,  audits^  examinations  and  inves- 
tigations of  major  importance,  and  to  report  thereon, 
to  devise  aad  install  new  methods  of  accounting  pro- 
cedure of  complex  nature,  and  to  give  critical  and  con- 
structive accounting  and  auditing  advice  of  a  high  order. 

Bwamplet: 

Supervising  an  examination  of  a  public  ntilitj  com- 
pany. 

QVALIFICATIOHS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  The  miniTnum  qualifications  prescribed  for 
Grade  H, 

2.  Not  less  than  two  years  of  service  in  Grade  H, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  two  years  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Evidence  of  having  fulfilled  the  requirements  in 
auditing  and  accounting  theory  and  practice,  except  that 
of  experience,  set  by  the  Board  of  Regents  of  the  Uni- 
versity of  the  State  of  New  York,  for  a  certificate  to  prac- 
tice as  a  Certified  Public  Accountant,  or  proof  of  other 
training  in  accounting  recognized  by  the  State  Civil  Serv- 
ice Conunission  as  the  equivalent  thereof. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

C0KFEH8ATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2340  to  $3640,  inclusive, 
with  standard  salary  rates  as  follows:  $2340,  $2580. 
$2820,  $3060,  $3300,  $3540. 
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SPECIAL  SEOTTL&TIOH  007ESNINO  SALAET  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Ghrade  are  conditional  upon  ap- 
praisaly  nnder  the  rules  of  the  State  Civil  Service  Com- 
mission,  indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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GRADE  IV  (D  1  IV)  Profeationdl  and  Boimtifio  Seroioe 

TECIES  OP  POSITIOHS  —  ^ooofmUmt  Group 

CHIEF  ACCOUNTANT 
SUPEEVISING  ACCOUNTANT 
SUPERVISING  AUDITOR 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  an  entire  accounting  division  of  a  unit  of 
State  government  engaged  in  the  examination  and  in- 
vestigation of  the  accounting  method  of  executive  de- 
partments^ and  public  utility  companies;  or  to  super- 
vise directly  a  number  of  simultaneous  audits  and  exam- 
inations, and  to  give  critical  and  constructive  accounting 
and  auditing  advice  of  the  highest  order. 

QUAUFICATIOHS  — 

Persons  holding  these  positions  shaJl  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  three  years  of  service  in  Grade 
III,  or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3900  to  $5400,  inclusive, 
with  standard  salary  rates  as  follows:  $3900,  $4200, 
$4500,  $4800,  $5100,  $5400. 

• 

SPECIAL  BEOXTLATION  007ESNINO  SALAET  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


ACTUARY  GROUP  (D  2) 

ProfenUmal  amd  Baimiiifio  Betvioe 
Definition:  Aotuary  Group 

The  tenu  Actuary  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  Service^  the  incum- 
bents of  which  are  required  to  collect,  tabulate^  verify,  analyze 
and  interpret  actuarial  data,  to  prepare  actuarial  formulae,  and 
to  give  critical  and  constructive  actuarial  advioa 
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OBADE  I  (D  2  I)  Profeuional  and  BoimHfio  Bermce 

TITLE  OP  POSITIONS—  Aotuary  Oroup 

ASSISTANT  AOTUARY 
DITTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  direction  and  supervision  of  an  actuarial 
unit  of  a  State  department  charged  with  the  collection^ 
tabulation,  verification,  analysis  and  interpretation  of 
actuarial  data,  to  prepare  actuarial  formulae,  and  to 
give  critical  and  constructive  actuarial  advice. 

aVAimCATIONS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  Such  training  and  experience  in  the  theory  and 
practice  of  the  actuarial  science  as  is  evidenced  by 
membership  in  an  actuarial  society  of  recognized 
standing. 

2.  Not  less  than  four  years  of  experience  in  actu- 
arial methods  and  practice,  requiring  a  thorough  knowl- 
edge of  higher  mathematics  and  a  practical  knowledge 
of  the  Insurance  Law  of  the  State  of  New  York,  the 
law  of  contracts,  agency,  and  other  subjects  of  com- 
mercial practice,  and  the  science  of  accounting,  and  a 
broad  understanding  of  social  and  economic  phenomena. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COlKPENSATIOir— 

The  range  of  annual  compensation  of  this  Ghrade 
for  full  time  service  is  from  $2340  to  $3300,  inclusive, 
with  standard  salary  rates  as  follows:  $2340,  $2580, 
$2820,  $3060,  $3300. 

SPECIAL  BEGTTLATIOir  007ESNINO  SALAKT  SATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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aSADE  n  (D  2  n)  PtvfestUmal  omd  SoirnHfic  Setvioe 

TITLE  OP  POSITIONS —  Actuary  Qrowp 

AOTUAEY 
DUTIES  — 

Definition: 

The  duties  of  incumbeiits  of  these  positionB^  which 
require  the  widest  experience  in  actuarial  work  and 
the  highest  degree  of  specialized  knowledge  and  skill 
in  the  actuarial  science^^  are  to  direct  and  supervise  an 
actuarial  unit  of  a  State  department  charged  with  the 
ooUection,  tabulation^  verification,  analysis  and  inter- 
pretation of  actuarial  data,  to  prepare  actuarial  form- 
ulae, and  to  give  critical  and  constructive  actuarial 
advice  of  the  highest  order. 

QUAUFICATIOnS— 

Persons  holding  these  positions  shaU  ha/oe: 

1.  The  TniniTnuTn  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEHSATIOH — 

The  annual  compensation  of  this  Grade  for  full 
time  service  is  $3600  and  up. 

SPECIAL  BEGTTLATIOH  OOVESNINO  SALAST  EATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed^ 
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AGRONOMIST  GROUP  (D  3) 

ProfeeaUmdl  and  Bdentifio  Service 
DefinUion:  AgronomUt  Oroiip 

The  term  Agronomist  Group  is  vaei  to  identify  tliose  au- 
thorised employmentd  of  the  Professional  and  Scientific  Service, 
the  incombents  of  which  are  required  to  conduct  field  and  labora- 
tory eKperiments  in  soils  and  crops  and  to  apply  the  results  of 
sach  research  to  the  promotion  of  crop  production. 
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OEADS  I  (D  3  I)  Profeuional  and  Scientific  Service 

TITLE  OP  P08ITI0HS—  A,grcnomi$t  Group 

ASSISTANT  AGRONOMIST 
DUTIES  — 

Defifdtion: 

The  duties  of  incumbents  of  these  positions  are  to 
conduct  detailed  laboratory  and  field  experiments  in 
soils  and  crops  and  to  prepare  notes  and  reports  upon 
same. 

aVAIIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  education  as  is  evidenced  by  a  degree, 
certificate  or  diploma  granted  on  completion  of  a  stand- 
ard course  of  instruction  in  a  college  of  recognized 
standard,  including  at  least  two  years  of  instruction  in 
chemistry  and  physics,  with  special  reference  to  soil 
composition  and  fertility  and  plant  nutrition. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COIKFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1660,  $1680. 

SPECIAL  BEOTTLATIOir  OOVEBNnTO  ADVAVCEKEHT  SAL- 

ABT  SATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


87 

CQUDE  n  (D  3  n)  ProfMimal  amd  SoimtifU  Service 

HXUB  OP  POSITIOBB Agronomut  Chroup 

AGRONOMIST 
DUTIES— 

DefifUtion: 

The  duties  of  incumbents  of  these  positions,  which 
require  the  highest  degree  of  specialized  knowledge  of 
agronomy,  are  to  direct  and  be  responsible  for  the  work 
of  employes  in  Grade  I  in  the  conduct  of  field  and 
laboratory  experiments  and  research,  to  make  inde- 
pendent experiments  and  studies  and  to  apply  the  re- 
sults of  such  research  to  the  promotion  of  crop  produc- 
tion, and  perform  other  related  work  of  equivalent 
character  and  standard. 

QUALIFICATI01I8  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFEHBATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580,  $2820,  $3060. 

SPECIAL  BEOXTLATIOir  OOVERNINO  SALAET  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  tho  rules  of  the  State  Civil  Service  Com- 
missiofn,  indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


ARCHEOLOGIST  OBOUP  (D  4) 

Professional  and  ScienHfio  Service 
Defimdtion:  Aroheologist  Oroup 

The  term  Archeologist  Group  is  tused  to  identify  those  author- 
ized eDipIojmeiits  of  the  Profeesional  and  Scientific  •Service,  the 
incumbents  of  which  are  required  to  study  and  conduct  research 
work  iuTolving  ardheological,  ethnological  and  philological  analysis, 
the  classification  and  preparation  of  collections  of  the  State 
museum,  and  to  prepare  reports  on  the  results  of  research  and 
observations. 
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OEADE  I  (D  4  I)  Profeuianalamd8cimHfic8ervio0 

UnZS  OP  FOSinOHS  —  Aroheologia  atwtp 

ASSISTANT  ARCHEOLOGIST 
DUTIES  — 

DefinUion: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  collection,  classification  and  study  of 
archeological,  ethnological,  philol<^cal  and  anthropo- 
logical materials,  and  to  assist  in  field  and  laboratory 
experiments  and  research. 

av  AUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  in  archeology  and  history  as  is 
evidenced  by  a  degree,  diploma  or  certificate  granted  on 
the  completion  of  a  standard  course  of  instruction,  in- 
cluding at  least  two  years  of  study  in  archeology  and 
history  in  a  college  of  recognized  standing,  or  other 
proof  of  training  in  archeology  and  history  recognized 
by  the  State  Civil  Service  Commission  as  the  equivalent 
thereof. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COIKFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  fuU  time  service  is  from  $1080  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560,  $1680. 

SPECIAL  BEOVLATIOH  OOVERNINO  ADVAITCEKEBT  SAIr 

ABT  SATES  — 

Advancement  within  this  Qrade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
^Q  no^  pxcee4  the  v^lue  of  the  worl^  to  be  performe(}« 
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CERADE  n  (D  4  n)  Ptofeuional  amd  MmHM  Bervice 

TITLE  OP  FOSinOHS  —  ArdheologtH  Otoup 

ABOHEOLOGIST 


Defifiition: 

The  duties  of  incumbents  of  these  positions,  which 
require  the  highest  degree  of  specialized  knowledge  of 
archeolc^y  are  to  direct  and  assnme  responsibility  for 
the  work  of  employes  in  Grade  I  in  the  conduct  and 
reporting  of  field  and  laboratory  experiments  and  re- 
search and  to  study,  classify  and  prepare  collections  for 
the  State  museum. 

QVAUFICATIOinS — 

Pergons  holding  these  positions  shaU  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Oivil  Service  Commission. 

COMFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2840,  $2580,  $2820,  $8060. 

SPECIAL  BEG1TLATI0H  OOVEBimrO  SALAET  EATE8  — 

The  entrance  and  other  salary  rates  of  positions 
dassified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Oivil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed 


ASCHITECT  GROUP  (D  5) 

Profeuional  CMd  Bdentifio  Service 
Definition:  Arohiteot  Group 

The  term  Architect  Group  is  used  to  identify  those  author- 
ized employments  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  make  architectural  surveys^ 
studies^  designs,  plans  and  specifications  for  State  institutional 
buildings,  armories,  parks  or  other  State  projects^  and  to  super- 
vise and  inspect  the  construction,  alteration  and  repair  of  the 
same  and  make  reports  thereon. 
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OEADE  I  (D  6  I)  ProfeuUmal  and  Bdmtitio  8ervic$ 

TITLE  OP  POSITIOHS—  ^rcMteot  Group 

ABCHITECTUEAL  ASSISTAJSfT 
DUTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  simple  and  elementary 
work  in  architecture,  in  the  field  or  office. 

BwampHea: 

Laying  out  simple  architectural  drawings. 
Tracing  and  lettering. 

QTTALIFICATIOira  — 

Persons  holding  these  positions  shaU  have: 

1.  Not  less  than  three  years  of  experience  in  ele- 
mentary work  in  architecture  in  the  field  or  office;  or 

2.  !Not  less  than  two  years  of  training  in  a  tech- 
nical school  of  recognized  standing  in  a  standard 
course  of  study,  leading  to  the  decree  of  Bachelor  of 
Architectura 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  amxual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1080,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080. 
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GKADE  n  (D  5  n)  iVo/ewiofkrf  amd  Beimtific  Service 

TITLE  OP  POSITIONS—  ^rchHeot  Qnmp 

JUNIOR  AECHITECTURAL  DESIGNER 
DUTIES*  — 

Defimlion: 

The  duties  of  incumbents  of  these  positionsy  which 
may  involve  supervision^  are  to  execute  definite  instruc- 
tions in  minor  architectural  projects  in  the  field  or  office. 

Exwhplet: 

Developing  sketches. 

Preparing  working  drawings. 

Making  fuU  sized  details. 

Inspecting,  investigating  and  reporting  relative  to 
srehiteetoral  work. 

Making  studies  of  methods  for  solving  problems  in 
oonneetion  with  a  general  plan. 

QUAUnCATIONS- 

Persons  holding  these  positions  shall  hwve: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  two  years  of  service  in 
Grade  I. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  A  degree  of  Bachelor  of  Architecture 
granted  on  completion  of  a  standard  course  of  in- 
struction in  a  school  of  recognized  standings  and 
in  addition  at  least  one  year  of  practical  experience 
in  architectural  work  of  Grade  I  character  and 
standard;  or 

2.  "Not  less  than  five  years  of  experience  in 
architectural  work^  provided  that  training  in  archi- 
tecture at  a  school  of  recognized  standing  will  be 

*  These  specifications  contemplate  that  routine  Inspec- 
tion of  architectural  projects  under  superrision  will  he  per- 
formed by  **  Inspectors  of  Buildings  **  recruited  from  the  first 
grtde.  Inspector  of  Buildings  Group,  Ltspeetlonal  Service. 
SeepsgeSSS. 
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accepted  aa  the  equivalent  of  three  years  of  the 
esperieoee  requiremeiit  in  this  section. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

COMFEHSATIOH— 

.  The  range  of  annual  compensatiaa  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1800,  inclusive^ 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1660,  $1680,  $1800. 
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GRADE  m  (D  6  m)  Profeuional  and  Boientifio  Service 

TITLES  OP  POSITIONS—  Architect  Group 

AECHITECTURAL  DESIGNER 

SUPERVISOR  OF  BUILDING  CONSTRUCTION 

DUTIES — 

DefiniUon: 

The  duties  of  incumbents  of  these  positions,  which 
involve  supervision  of  squads  or  other  units  of  employes, 
are  to  plan,  design  and  prepare  specifications  and  esti- 
mates for  architectural  projects;  to  assume  independent 
responsibility  for  the  inspection  of  construction  work 
in  picgress;  and  to  perform  work  of  related  character 
and  standard. 

EwamplcM: 

Laying  out  contract  and  working  drawings,  scale  and 
full  sized  detaUs,  perspective  and  renderings. 

Making  cost  of  estimates. 

Seeoring  consents  and  casements  for  projected  work. 

Inspecting  materials  and  workmanship  in  the  execu- 
tion of  contracts. 

QVAIinCATIOlinS  — 

Persons  holding  these  positions  shall  ha/oe: 

(a)  As  a  bads  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  11. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  A  degree  of  Bachelor  of  Architecture 
granted  on  completion  of  a  standard  course  of  in- 
struction in  a  school  of  recognized  standing^  and  in 
addition  not  less  than  three  years  of  experience  in 
architectural  work  in  the  field  or  office;  or 

2.  Not  less  than  five  years  of  experience  in 
architectural  work  in  the  branch  covered  in  the  po- 
sition to  be  filled. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 
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COlDSVaATIOS— 

The  range  of  annual  compensation  of  tliis  Grade 
for  full  time  service  is  from  $1980  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1980,  $2160, 
$2340,  $2580. 

SPECIAL  BEOTTLATION  OOyERNIirO  ADYANGEMEHT  SAL- 

ABT  SATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OBADE  IV  (D  6  IV)  Profeasional  and  Boientific  Service 

TITLES  OP  POSrriOHS—  Architect  Gr<mp 

SENIOB  AitCHITECTURAL  DESIGNER 
CHIEF    SUPERVISOR    OF    BUILDING    CON- 
STRUCTION 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assume  independent  responsibility  for  the  work  of  a 
unit  or  a  division  charged  with  the  planning,  designing 
and  preparation  of  specifications  and  estimates  for 
architectural   projects,   to  assume   final   responsibility 

under  the  contract  of  the  State  Architectural  Depart- 
ment for  the  inspection  of  construction  projects,  to  fur- 
nish architectural  advice  of  a  high  order  and  to  perform 
work  of  a  related  character  and  standard  incidental  to 
the  design,  plan  or  construction  of  such  projects. 

QTTALIPICATKnsrB— 

Persons  holding  these  positions  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  III. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Conmiission. 

(b)  Ai  a  basis  for  original  appointment: 

1.  A  degree  of  Bachelor  of  Architecture 
granted  on  completion  of  a  standard  course  of  in- 
struction in  a  school  of  recognized  standing,  and 
in  addition  not  less  than  five  years  of  experience 
in  the  field  or  ofiS.ce  in  architectural  work;  or 

2.  Not  less  than  eight  years  of  experience  in 
architectural  work  in  the  branch  covered  in  the 
position  to  be  filled,  at  least  three  years  of  which 
shall  have  been  in  a  minor  executive  capacity. 

8.  Such  additional  qualifications  as  may  be 
by  the  State  Civil  Service  Commission. 
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COMPENSATION  — 

The  range  of  annual  compenBation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3900,  inclusiye, 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300,  $3600,  $3900. 

SPECIAL  KEOTJLATION  OOVEBNINO  SALAET  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon,  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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GRADE  V  (D  b  V) 

^              ^  ProfettHonal  and  Scientific  Service 

TITLE  OP  POSITIONS Architect  Group 

ARCHITECT 
DUTIES  — 

Definiium: 

The  duties  of  incumbeiits  of  these  positions^  which 
require  the  highest  order  of  technical  and  executive 
ability,  are  to  assume  entire  responsibility  for  an  im- 
portant architectural  unit,  to  give  independent  critical 
architectural  advice  of  the  highest  order  as  a  basis  for 
executive  action,  and  to  perform  work  of  related  char- 
acter and  standard. 

QTrALDTCATIONS  — 

Persons  holding  these  positions  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  IV  as  a  Senior  Architectural  Designer. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  A  degree  of  Bachelor  of  Architecture 
granted  on  completion  of  a  standard  course  of  in- 
struction in  a  school  of  recognized  standing,  and 
in  addition  not  less  than  eight  years  of  experience 
in  architectural  work,  at  least  three  years  of  which 
shall  have  been  of  Grade  IV  character  and  stand- 
ard; or 

2.  Not  less  than  eleven  years  of  experience  in 
architectural  work,  at  least  three  years  of  which 
shall  have  been  of  Grade  TV  character  and 
standard. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  Stat«  Civil  Service  Commission. 
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COMPEHBATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $4200  to  $4800,  indusive, 
with  standard  salary  rates  as  follows:  $4200,  $4500, 
$4800. 

SPECIAL  BEOTTLATION  OOVEBniNO  SALAET  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


BACTERIOLOGIST  GROUP  (D  6) 

ProfeaBvmtU  and  Soientifio  Bervioe 
Definition:  BaoteHoloffiBi  Orwip 

The  term  Bacteriologist  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Professional  and  Scientific  Service, 
the  incumbents  of  which  are  required  to  coaiduct  original  re- 
search in  bacteriology,  to  iBvestigate  the  processes  of  infection  and 
immunity  as  they  relate  to  the  diagnosis,  prevention  or  cure  of 
disease,  to  diagnose  disease  by  the  ^camination  of  microscopic 
specimens  or  otherwise,  to  make  and  prepare  antitoxins,  serums, 
and  vaccines  for  use  in  tiie  pseventi<m  or  cure  of  disease,  and  to 
perform  other  work  as  may  be  required  in  the  procuring,  prepara- 
tion, examination  and  diagnosis  of  bactmological  specimens. 
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GRADE  I  (D  6  I)  Profeaaional  and  BcimHfio  Service 

TITLE  OP  POSmOlfS  —  Baoteriologitt  Qnmp 

LABORATORY  APPRENTICE 
DITTIES — 

Dejinitum: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  simple  laboratory  routine 
not  requiring  independent  judgment  or  ability  in  re- 
search work. 

EwampU^: 

Setting  up  laboratory  apparatoa. 
Sterilizing  apparatus. 
Preparing  aolntions  and  media. 
Preparing  yeal  and  starcli  agar. 

Preparing,  mounting  and  staining  pathological  apeci- 
mens.  Transferring  cultures  of  bacteria  and  making  simple 
examinations. 

QTT  AUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  education  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  upon  completion  of  a 
standard  course  of  instruction  in  a  college  of  recognized 
standing,  or  a  certificate  of  at  least  two  years  of  special 
training  in  science  recognized  by  the  State  Civil  Service 
Commission  as  the  equivalent  thereof. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $840,  inclusive, 
with  standard  salary  rates  as  follows :    $600,  $720,  $840. 
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GBABE  n  (D  6  n) 

^^^  Professional  and  Bcientific  Service 

TITLE  OP  POSITIOHS  —  Bacteriologist  Group 

LABOEATORY  ASSISTANT 
DUTIES  — 

Definition: 

The  duties  of  inctunbents  of  these  positions  are  to 
perform^  under  supervision,  routiue  laboratoiy  work 
and  to  assist  in  the  conduct  of  simple  laboratory  research 
work 

Eoamplea: 

Standardizing  diphtheria  and  tetanus  toxins  and  anti- 
toxinB. 

Preparing  reagents  for  Wassermann.  tests. 

Assisting  in  tiie  complement  fixation  test. 

AawiBting  in  the  preparation  of  diphtheria  cultures  for 
diagnosis. 

Assisting  in  the  preparation  of  antityphoid  yaccine. 

Making  presumptive  tests  for  the  presence  of  colon 
baoillL 

Diagnosing  cultures  for  diphtheria;  making  sputum 
testa  for  tuberculosis;  making  Widal  tests. 

QVAnFICATIOBB  — 

Persons  holding  these  positioiis  shall  have: 

1.  The  TniuiTnum  qualifications  prescribed  for 
Grade  L 

2.  Such  training  in  bacteriology  or  serology  as  is 
evidenced  by  a  degree,  diploma  or  certificate  granted  on 
completion  of  a  standard  course  of  instruction,  in  an 
institution  of  recognized  standing,  including  at  least  two 
years  of  bacteriological  or  serological  laboratory  work; 
or 

3.  Not  less  than  one  year  of  experience  in  bacterio- 
logical or  serological  work  in  a  laboratory  of  recognized 
standing. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Gbrade 
for  full  time  service  is  from  $900  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $1020, 
$1140. 
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GRADE  m  (D  6  m) 

^^^  ProfcBsional  and  Scientific  Service 

TITLE  OV  POSinOES—  Baeterioh^gitt  Group 

ASSISTAIfT  BACTERIOLOGIST 

ASSISTANT  SEROLOGIST 
DUTIES  — 

Definitian: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grades  I  and 
II,  are  to  exercise  independent  judgment  in  and  be 
responsible  for  bacteriological  or  serological  examina- 
tions, and  to  conduct  research  work  under  supervision. 

Emmmple^: 

Haking    iMMteriotogtoal    MCuiiBation    of    eoU,    ndlk, 

Superviaing  the  examination  of  Uood  specimens  used 
In  Waasemttaa  testa  and  oomplement  fixation  tests  for 
liaeterial  and  other  antabodfee. 

Preparing,  testing  and  standardiaiaif  toxins,  antitoxins, 
serums  and  vaeoines. 

Isolating  and  identifying  pathogenie  organisms. 

Ck>nducting  research  in  agricultural  bacteriology. 

QTT  ALIPICATIOXB  — 

Persons  holding  these  positions  shoU  have: 

1.  The  minimum  qualifications  {nresdribed  for 
Grade  11. 

2.  Not  less  than  two  years  of  service  in  Grade  II 
or,  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  bacterio- 
logical or  serological  work  of  Grade  II  character  and 
standard  in  a  laboratory  of  recognized  standing. 

8.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1320  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1320,  $1440, 
$1560,  $1680,  $1800. 
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SPECIAL  BEGtTLATIOR  GOVEBNIirO  ASVANGEKENT  SAL- 

AET  RATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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GRADE  IV  (D  6  IV) 

Professumdl  and  Bcieniifie  Service 
TITLE  OF  POSITIONS  —  Bacteriologist  Group 

BACTERIOLOGIST 
DUTIES  —  SEROLOGIST 

Definition: 

The  duties  of  incumbents  of  these  positions,  which. 
may  involve  supervision  of  employes  in  Grades  I,  II, 
and  III,  are  to  perform,  supervise  and  be  responsible 
for  specialized  bacteriological  or  serological  work  in  an 
important  laboratory,  to  perform  independent  experi- 
ments and  to  conduct  original  bacteriological  or  serologi- 
cal research  of  the  widest  scope  and  importance. 

E(»ample8: 

Supervising  the  bacteriological  work  at  the  State  Agri- 
cultural Experiment  Station. 

Directing  the  diagnostic  laboratory  of  the  State 
Health  Laboratories. 

Acting  as  assistant  to  the  director  of  the  tMusteriological 
laboratory  at  the  quarantine  station  of  the  Port  of  New 
York. 

QUALIFICATIONS  — 

Persons  holding  these,  positions  shall  have: 

1.  The    minimum    qualifications    prescribed    for 

Grade  III. 

2.  Not  less  than  two  years  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this-  Grade 
for  full  time  service  is  from  $1980  to  $3540,  induaivie, 
with  standard  salary  rates  as  follows:  $1980,  $2160, 
$2340,  $2580,  $2820,  $3060,  $3300,  $3540, 
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SPECIAL  BEODXATION  GOVEBIHINO  SALABY  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal^ tmder  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed.  The  last 
two  salary  rates  $3300,  and  $3540  shall  be  assigned  only 
to  positions  the  incumbent  of  which  is  acting  as  assist- 
ant director  of  the  State  Health  Laboratories. 
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OKADE  V  (D  6  V) 

Profesmonal  and  Scientific  Service 

TITLE  OP  POSITION    ~  Baeteriologist  Orovp 

DIRECTOR      OF      LABORATORIES      (STATE 
HEALTH  DEPARTMENT) 

DIRECTOR    OF    LABORATORIES     (QUARAN- 
TINE) 

DUTIES  — 

Defmiiion: 

The  duties  of  the  incumbent  of  these  positions,  which 
require  the  highest  order  of  specialized  knowledge,  are 
to  supervise  and  be  responsible  for  the  entire  work  of  a 
State  health  laboratory  or  laboratories,  and  to  give  inde^ 
pendent,  expert  or  critical  advice  of  the  highest  order  in 
the  study  and  practice  of  bacteriology,  serology  and 
pathology. 

QUALIFICATIONS  — 

The  person  holding  this  position  shall  ha/oe: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IV. 

2.  Not  less  than  three  years  of  service  in  Ghrade  IV, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  IV,  at  least  four  years  of  experience  in  work  of 
Grade  IV  character  and  standard. 

3/  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATION  — 

The  annual  compensation  of  this  Grade  for  full 
time  service  with  standard  salary  rates  is  $3600  and  up. 

SPECIAL  BEOXTLATION  OOVERHINO  SALABY  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap^ 
praisal,  under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


BIOLOGIST  OBOUP  (D  7) 

Profesnonal  and  Bdentifio  Service 
7-1    /.    . .  •  Bioloffist  Oroup, 

Definttton:  *  '^ 

The  term  Biologist  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  Service,  the  incum- 
bents of  which  are  required  to  inaugurate  and  conduct  research 
in  biological  problems  relating  to  heredity,  disease  carriers,  tumors, 
cell  structures  and  behavior,  animal  parasites  and  in  related  bacte- 
riological problems. 
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GRADE  I  (D  7  I)  Professional  and  Bcientifio  Service 

Biologist  Cfroup, 

TITLE  OF  POSITIONS  — 

BIOLOGIST 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  supervision  of  assigned  employes,  are  to  inaugu- 
rate and  conduct  research  in  biological  problema  relatlDg 
to  heredity,  disease  carriers,  tumors,  cell  structures  and 
behavior,  animal  parasites  and  in  related  bacteriological 
problems. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  in  biology  as  is  evidenced  by  a 
degree  granted  on  completion  of  a  standard  course  of 
instruction  in  a  college  of  recognized  standing,  including 
the  completion  of  courses  in  biology  and  allied  sciences 
as  major  subjects. 

2.  Not  less  than  three  years  of  experience  in. 
biological  research  with  evidence  of  success  in  this  field 
as  recorded  by  recognized  authorities  under  whom  they 
have  worked. 

3.  A  knowledge  of  French  and  German  sufficient  to 
permit  of  accurate  translation  of  scientific  articles  relat- 
ing to  biology. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3300,  inclusive, 
with  maintenance,  with  staaidard  salary  rates  a?  follows : 
$2580,  $2820,  $3060,  $3300. 


BOTANIST  GROUP  (D  8) 

Professional  and  SoiewHfio  Bervioe 
Definition:  Botanist  Group 

The  term  Botanist  Group  is  used  to  identify  those  authorized 
emplaymeatB  of  the  Professional  and  Scientific  Service,  the  in- 
cumbents of  which  are  required  to  collect,  study,  classify  and  pre- 
serve the  flora  of  the  State,  to  prepare  exhibits,  to  investigate  the 
causes  of  diseases  of  plants,  to  apply  the  results  of  such  research 
to  the  control  of  plants  and  plant  diseases  and  to  prepare  reports 
on  tbe  results  of  experiments  and  observations. 
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OBADE  I  (D  8  I)  Prof eaw>nal  and  Scim^Hfio  Berctoe 

TITIE  OP  POSITIONS  —  Botami9t  Group 

ASSISTANT  BOTANIST 
OTTTIES  — 

Defimiian: 

The  duties  of  incumbeiDLts  of  these  positions  are  to 

collect^  study,  classify  and  preserve  the  flora  of  the  State, 

to  conduct  laboratory  research,  to  prepare  reports  upon 

observations,  to  prepare  exhibits  and  to  perform  other 

duties  of  equivalent  character  and  standard. 
Bwamplet: 

Making  field  studies  of  diseased  plants. 

Checking  and  obserdng  the  results  of  experiments. 

Making  analyses  and  tests  of  agriculture  seeds. 

Q¥AUPIGATZ0H8  — 

Persons  holding  these  positions  shall  have: 

1.  Sueh  training  in  botany  or  biology  as  is  evi- 
deneed  by  a  degree,  diploma  or  certifioate  granted  on 
completion  of  a  standard  course  of  instruction,  including 
at  least  two  years  of  study  in  botany  or  biology  in  a  col- 
lege of  recognized  standing. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  CommissioiL 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560,  $1680. 

SPECIAL  BEGULATION  OOVERNINO  ADVANCEKENT  SAL- 

ABY  BATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OKADE  II   (D  8  n)  Professional  and  Scientific  Service 

TITLE  OF  POSITIONS  —  Botanist  Oroup 

BOTANIST 

PLANT  PATHOLOGIST 
SVTIES  — 

Definition: 

The  duties  of  mcumbents  of  these  positions,  which 
require  the  highest  degree  of  specialized  knowledge  of 
botany,  are  to  direct  and  be  responsible  for  the  work 
of  employes  in  Grade  I  in  the  conduct  of  field  and 
laboratory  experiments  and  research,  to  make  inde- 
pendent experiments  and  studies  and  to  apply  the  results 
of  such  research  to  the  contrpl  of  plant  diseases. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shaJl  have: 

1.  The  miniTmiTn  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580,  $2820,  $3060,  $3300,  $3540. 

SPECIAL  BEOXTLATION  OOVERNINO  SALABY  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission,  indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


CHAPLAIN  GROUP  (D  9) 

ProfesHondl  and  Scientific  Service 
Ohaplam  Orcup 

The  term  Chaplain  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  Service,  the  incum- 
bents of  which  are  required  to  minister  to  the  spiritual  wants  and 
comforts  of  persons  in  the  employ,  care  or  custody  of  the  State  at 
prisons,  hospitals  and  institutions. 
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UBAI>£  I  (D  9  I)  Professional  and  Soientifio  Service 

TITLE  OP  POSITIONS  —  Ohaplain  Qrov^ 

CHAPLAIN 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
minister  to  the  spiritual  wants  and  comforts  of  persons 
in  the  employ,  care  or  custody  of  the  State  at  hospitals 
and  charitable  institutions. 

QUAUPIC  ATIOHB  — 

Persons  holding  these  positions  shaU  have: 

1.  A  certificate  of  ordination  in  a  church  or  con- 
gregation. 

2.  Kot  less  than  one  year  of  experience  as  a  minister 
of  religion* 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHPEBSATION  — 

The  range  of  annual  compensation  of  this  Grade  for 
fiUl  time  service  is  from  $600  to  $1200,  inclusive^  with 
standard  salary  rates  as  follows:  $600,  $720,  $840, 
$960,  $1080,  $1200. 

SPECIAL  BEGVLATION  GOVEENHTO  SALABY  KATE  FOB 

PAET  THEE  SEEVICE  — 

For  occasional  visits  or  part  time  service  special 
rates  shall  be  designated,  after  appraisal,  provided  that 
the  maximum  honorarium  or  compensation  for  such 
visits  or  service  shall  not  exceed  $50  per  month. 

SPECIAL  BEOIJLATION  GOVEBmNO  SALABY  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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GRADE  n  (D  9  H)  Professional  and  Soieniifio  Bervioe 

TITLE  OP  POSITIONS  —  Chaplain  Oroup 

PRISON  CHAPLAIN 
DUTIES  — 

DefinUian: 

The  duties  of  inciunbents  of  these  positions  are  to 
minister  to  the  spiritual  wants  and  comforts  of  persons 
in  the  employ  or  custody  of  the  State  at  prisons  and, 
in  addition,  to  report  on  applicants  for  parole,  to  pur- 
chase and  regulate  the  use  of  books  prescribed,  to  collect 
and  tabulate  sociological  statistics  of  inmates,  and  to 
censor  and  prepare  correspondence  of  prisoners  when 
necessary. 

QUAUPICATIOIIS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  experience  as  a 
minister  of  religion. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPEHSATION  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1980  to  $2340,  inclusive,  with 
standard  salary  rates  as  follows:  $1980,  $2160,  $2340. 

SPECIAL  KEOITLATION  OOYERNnTG  SALABY  EATE  FOE 

PAET  TIME  SEEVICE  — 

For  occasional  visits  or  part  time  service  special 
rates  shall  be  designated,  after  appraisal,  provided  that 
the  maximum  honorarium  or  compensation  for  such 
visits  or  service  shall  not  exceed  $50  per  month. 

SPECIAI  EEOULATION  OOVEENINa  SALAEY  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exoeed  the  valud  of  the  work  to  be  performed. 


CHEMIST  AND  PHTSICIST  GROUP  (D  10) 

Profe89kmal  amd  SoienHfio  Servioe 
DefinUian:  OhemUi  amd  Phytioitt  Group 

The  term  ChemiBt  and  Physicist  Group  is  used  to  identify 
those  authorized  employments  of  the  Professional  and  Scientific 
Service,  the  incumbents  of  which  are  required  to  perform  routine 
or  original  research  work  in  chemistry  or  physics  involving  the 
making  and  recording  of  chemical  or  physical  tests  or  analyses, 
and  to  perform  such  other  work  as  may  be  involved  in  the  analysis 
and  testing  of  substances. 
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OSADE  1  (D  10  I) 

TITLES  OF  POSITIONS  —  C*«ii*t*  and  PhyBimH  Group 


JUNIOR  CHEMIST 
JUNIOR  PHYSICIST 
DXmES  — 

Definitum: 

The  duties  of  incumbents  of  these  positions  are  to 
make,  under  supervision,  routine  chemical  or  physical 
analysis  or  tests  of  an  ordinary  character,  to  perform 
definite  details  of  difficult  analyses  or  tests,  and  to  con- 
duct research  work  within  this  field. 

Bwample§: 

Making  routine  tests  or  analyBes  of  as^iaU^  milk, 
rubber,  paints,  ink,  water,  paper,  sand,  and  other  construc- 
tion m^<iflrtf%Vi- 

Iftsking  routine  tests  or  examinations  of  cultures  and 
specimens  of  bacteria,  fertilizers,  feeding  stuffs,  insecticides 
and  fungicides. 

QUMIEICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  in  chemistry  or  physics  as  is  evi- 
denced by  a  degree  granted  on  completion  of  a  stand- 
ard course  of  instruction  in  a  technical  school  or  college 
of  recognized  standing,  including  at  least  two  years  of 
laboratory  work  in  chemistry  or  physics;  or 

2.  [NTot  less  than  two  years  of  experience  in  the 
practice  of  chemistry  or  physics  in  a  laboratory  of  recog^ 
nized  standing. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

co][FEnaA.Tio]sr — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1080  to  $1320,  inclusive,  vdth 
standard  salary  rates  as  follows:    $1080^  $1200^  $1320. 
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aSADB  n  (D  10  n)  Frof^uional  o^  Bcimimo  Ben>ioe 

TITLES  OP  POSmOHS  —  C'***^  an^  Ph^mcUt  Group 

ASSISTANT  CHEMIST 
ASSISTANT  PHYSICIST 
ASSISTANT  PHYSIOLOGICAL  CHEMIST 
DITTIES  — 

Defimtion: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grade  I,  are  to 
assume  responsibility  for  a  division  of  chemical  or 
physical  work  in  an  important  laboratory,  and  to  make 
difficult  chemical  or  physical  analyses  and  tests. 

Ewample§: 

Supervising   the   analytioal   work   in   an   important 
laboratory. 

Conducting  and  recording  the  results  of  experiments 
in   biological  and  agricultural  chemistry. 

QVALIEICATIOire  *- 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  ihon  two  years  of  service  in  Grade  I,  or 
if  api)ointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

0(n[FBHBA.TION — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680,  $1800. 

SPECIAL  BEOVLATIOH  GOYERHIN<}  ABYAJrCEKENT  SAL- 

AET  BATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  perf  onnedf 
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OBIADE  m  (D  10  m)  Profe..ian^a^8cimt^Bennoe 

TITLES  OF  FOSmONS  —  0J^««^  «id  Pkymaitt  Group 

CHEMIST 
PHTSIOIST 

PHYSIOLOGICAL  GHEMISTT 
DXmES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  the  highest  degree  of  skill  and  judgment  in  the 
practice  of  chemistry  or  physics,  are  to  direct  and  be 
responsible  for  the  work  of  a  small  laboratory  or  a  pri- 
mary division  of  a  large  laboratory ;  or  to  initiate,  con- 
duct SLxyi  supervise  difficult  chemical  and  physical  re- 
search work. 

Bwample§: 

Directing  the  analytical  work  on  food  and  other  ma- 
terials, inspected  and  sampled  by  the  Department  of  Agri- 
culture. 

Directing  the  analytical  and  investigational  work  of 
the  chemical  laboratory  of  the  Agricultural  Experiment 
Station. 

Supervising  the  testing  and  chemical  analysis  of  ma- 
terials used  in  construction. 

QVAXinCATIOlIS  *- 

Persons  holding  these  positions  shdU  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  n. 

2.  Not  less  than  three  years  of  service  in  Ghrade  11^ 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  four  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

C0MFEHBA310F*- 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1980  to  $3540,  inclusive,  with 
standard  salary  rates  as  follows:  $2160,  $2340,  $2580, 
$2820,  $3060,  $3300,  $3540. 
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SPECIAL  REGUIATION  GOVESITENG  SALAKT  BATES  *- 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisaly  under  the  rules  of  the  State  Civil  Service  Com- 
mission,  indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 

The  last  two  salary  rates,  $3300  and  $3540,  shall 
be  assigned  only  to  positions  the  incumbents  of 
which  are  acting  as  assistant  directors  of  important 
laboratories. 

2 


128 
OKADB  IV  (D  10  IVli 

^  '  ProfeaHonal  and  Soientifio  Bervioe 

TITLE  OP  POSITION—  OhmMMt  omd  PhytioUt  Group 

BIOLOGICAL  CHEMIST 
DUTIES  — 

D^finUion: 

The  duties  of  the  incumbent  of  this  position^  which 
involve  the  applieation  of  advanced  scientific  technique 
and  researdii  methods,  are  to  undertake  the  solution  of 
biological  chemical  problems  in  their  relation  to  disease 
and  to  supervise  and  be  entirely  responsible  for  the 
work  in  a  particular  field  of  research  of  an  important 
laboratory. 

QU AUnCATIOBB  — 

The  person  holding  this  position  shall  have: 

1.  Such  training  in  physiologioal  and  physical 
chemistry  as  is  evidenced  by  a  degree  granted  upon 
completion  of  a  standard  course  of  instructioao.  in  a  col- 
lege of  recognized  standing,  including  the  completiosi 
of  standard  courses  in  these  chemical  sciences  as  major 
subjects. 

2.  ^ot  lees  than  three  years  of  experience  in 
biological  chemical  research  with  evidence  of  ability  to 
undertake  the  solution  of  biological  chemical  problems 
in  their  relation  to  disease  and  to  inaugurate  scientific 
research  in  this  field  as  recorded  by  recognized  authori- 
ties under  whom  he  has  worked. 

3.  A  knowledge  of  French  and  German  sufficient  to 
pennit  of  accurate  translation  of  scientific  articles  re- 
lating to  biological  chemistry. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

oompehhation — 

The  range  of  annual  compensation  of  this  (}rade 
for  full  time  service  is  from  $3300  to  $4500^  inclusive, 
with  standard  salary  rates  as  follows:  $3300,  $3600, 
$8900,  $4200,  $4600. 
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SPECIAL  BEOULATION  GO VEBHHTG  8ALABY  BATES  — 

The  eatrance  and  other  salary  ratee  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


DENTIST  GKOUP  (D  11) 

Profe99Umal  ivttid  Beieniifio  Service 
n  J.    ...  Dentist  Oroup 

Depnitian: 

The  term  Dentist  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  Service,  the  incum- 
bents of  which  are  required  to  perform  such  work  in  the  investi- 
gation, reporting,  prevention,  care  and  treatment  of  diseases  or 
abnornial  conditions  of  the  teeth  and  adnexa  as  may  be  lawfully 
performed  by  dentists. 

5  129 


130 
OKADX  I   ID  10  I) 

wAA^a  X    ^1/  xu  x;  ProfetHonal  and  Scimiifio  BmnriM 

TITLB  OF  POHTIOHS  —  ^^^^*  ^"^^ 

DENTIST 
DUTIES  — 

Definition: 

The  duties  of  incimibeints  of  these  positions  are  to 
perform  all  o|)eration8  common  to  dental  practice 

B»ampU9: 

Filling,  cleaning  and  extracting  teeth. 
Correcting  dental  deformities. 

QVAHnCATIOBS  — 

Persons  holding  these  positions  shall  have: 

1.  A  license  to  practice  dentistry  issued  by  the 
Board  of  Regents  of  the  University  of  the  State  of  New 
Yort 

2.  Not  lees  than  two  years  of  experience  in  the  prac- 
tice of  dentistry. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKFENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1200,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$900,  $960,  $1080,  $1200. 

The  range  of  annual  compensation  of  this  Grade 
for  part  time  service,  of  not  less  than  eighteen  hours  per 
week  is  from  $720  to  $960,  inclusive,  without  main- 
tenance, with  standard  salary  rates  as  follows:  $720, 
$840,  $960. 

The  range  of  annual  compensation  of  this  Grade 
for  part  time  service  of  not  less  than  ^  hours  per  week 
is  from  $480  to  $600,  inclusive,  without  maintenance, 
with  standard  salary  rates  as  follows:  $480,  $540, 
$600. 
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SPECIAL  BEGITLATIOir  OOVERNINO  COMFENSATION  FOB 

OCCASIOITAL  SEBVICE  — 

For  occasional  service  requiring  less  than  six  hours 
per  week,  special  rates  shall  be  designated,  after  ap- 
praisal, on  an  hourly  basis,  provided  that  the  rate  shall 
not  exceed  $2.50  per  hour  and  the  total  charge  therefor 
shall  not  exceed  $30.00  per  month. 

8PECIAI  KEOULATION  G07ERNIN0  ADVANCEHEirT  SAL- 
AST  RATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


DIBECTOR  OF  BESEABCH  GROUP  (D  12) 

Professional  and  Boientifio  Berviee 
Definition:  ^^^"^  ""^  Research  Group 

The  term  Director  of  BeBearch  Group  is  used  to  identify 
those  authorized  employments  of  the  Professional  and  Scientific 
Service,  the  incumbents  of  which  are  required  to  institute,  direct 
and  supervise  scientific  research  in  subjects  or  problems  affecting 
the  public  welfare  and  interests,  not  covered  in  any  other  Group 
specification. 
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ProfesBumal  amd  Bdentifie  Sermce 
OSADE  I  (D  12  I)  Director  of  R€9earch  Group 

TITLE  OF  POSITIOIT— 

DIRECTOR  OF  THE  STATE  AGRICULTURAL 
EXPERIMENT  STATION 

DUTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  degree  of  training  in  scientific  re- 
search and  demonstrated  administrative  ability,  are  to 
direct,  supervise  and  assume  complete  responsibility  for 
the  activities  and  policy  of  the  State  Agricultural  Ex- 
periment Station,  subject  to  the  approval  of  the  govern- 
ing body. 

QUALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

1.  Extensive  training  in  the  sciences  relating  to 
agriculture,  demonstrated  administrative  ability  and 
considerable  experience  in  public  affairs,  with  special 
reference  to  agricultural  problems. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission  acting  in 
co-operation  with  the  Board  of  Control  of  the  State 
Agricultural  Experiment  Station. 

COMFEHSATIOir- 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $5100  to  $5700,  inclusive, 
with  standard  salary  rates  as  follows:  $5100,  $5400, 
$5700. 

SPECIAL  SEOULATIOir  OOVERHHrO  SALABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


ENQINEES  aSOUP  (D  13) 

ProfeaHonal  amd  Soientiflo  Berviee 
Definition:  Engineer  Group 

The  term  Engineer  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  Service,  the  incum- 
bents of  which  are  required  to  perform  work  requiring  training 
or  experience  in  civil,  mechanical,  electrical,  sanitary,  chemical 
or  other  specialized  engineering  branches. 
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OBADE   I    (D   13  I)  Prof eswmal  and  Scientific  Serviem 

TITLE  OF  POSITIONS Enffineer  Group 

ENGINEERING  ASSISTANT 
DUTIES  — 

Definition: 

The  duties  of  inctunbents  of  theee  positions  are  to 
perform,  under  instruction  and  supervision,  elementary 
or  apprentice  work  in  field  or  office  in  one  or  more  of  the 
specialized  engineering  branches. 

EmamplcM: 

Holding  a  rod. 

Making  measurements  with  a  steel  tape. 

Tracing  simple  designs. 

Tabulating  estimates. 

Inspecting  minor  details  of  engineering  work. 

QXrAIIFICATIONS  — 

Persona  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  training  in  an  engi- 
neering school  of  recognized  standing  in  a  course  leading 
to  an  engineering  degree;  or 

2.  Not  less  than  one  year  of  practical  experience 
in  engineering  work,  in  the  field  or  office. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEBSATION  *- 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $720  to  $1080,  inclusive,  with 
standard  salary  rates  as  follows:  $720,  $780,  $840, 
$900,  $960,  $1020,  $1080. 

SPECIAL  BE6TTLATI0N  OOVEBinira  THE  INITIAL  RATE  — 

Such  training  in  civil,  mechanical,  electrical,  sani- 
tary or  other  engineering  branches  as  is  evidenced  by  a 
degree  granted  on  completion  of  a  standard  course  of 
instruction  in  an  engineering  school  of  recognized  stand- 
ing shall  be  accepted  as  the  equivalent  of  the  first  three 
years  of  service  in  this  Grade. 
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Three  years  of  practical  experience  in  engineering 
apprentice  work^  in  addition  to  the  minimum  require- 
ments of  the  State  Civil  Service  Commission  for  appoint- 
ment at  the  initial  rate,  shall  be  accepted  as  the  equiv- 
alent of  three  years  of  service  within  this  Grade. 

Where  allowance  is  made  for  technical  training  or 
practical  experience  under  this  special  r^ulation,  the 
State  Civil  Service  Commission  shall  add  such  tests  to 
the  competitive  examination  for  this  Grade  as  are  neces- 
sary to  determine  the  compliance  with  the  prescribed 
training  or  experience  standards. 

SPECIAL   KEGUIATIOir   GOVEBBINO   SALA2T   OF  TEM- 

FOBABT  EMPLOYES  — 

Standard  salary  rates  for  temporary  service  in  this 
Grade  shall  be  designated  under  the  rules  of  the  State 
Civil  Service  Commission  on  the  basis  of  existing  con- 
ditions provided  that  the  third  rate,  $900,  shall  be  the 
maximum  for  any  such  employment. 
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GBADE  n  (D  13  n)  ProfesHanal  and  Bcientific  Bervioe 

TITIE8  OP  POSITIONS  —  Engineer  Qroup 

JUNIOR  ASSISTANT  ENGINEER 
JUNIOR  ASSISTANT  CIVIL  ENGINEER 
JUNIOR  ASSISTANT  ELECTRICAL  ENGINEER 
JUNIOR  ASSISTANT  MECHANICAL  ENGINEER 
JUNIOR  ASSISTANT  SANITARY  ENGINEER 

DITTIES  — 

Definition: 

The  duties  of  inciunbeats  of  these  positions  are  to 
assume  responsibility  for  the  execution  of  definite  in- 
structions in  a  minor  section  or  division  of  an  engineer- 
ing project  or  activity  in  the  field  or  office;  to  direct, 
under  supervision,  the  operation  of  minor  engineering 
projects  in  the  field  or  office;  and  to  perform  work  of 
related  character  and  standard. 

Eooample^: 

Running  a  transit  or  level. 

Preparing  or  examining  plans  and  designs,  under  super- 
vision, for  concrete  oonstruction,  bridges,  mechanical  and 
electrical  appliances. 

Inspecting  engineering  work  and  materials. 

Preparing  general  working  drawings  for  engineering 
projects. 

Making  computations  and  compiling  data  for  reports 
and  cost  records. 

Directing  the  operation  of  electrically  driven  maehin- 
ery. 

QUAUFICATIOirS  ~ 

Persons  holding  these  positions  shall  have: 

(a)  The  minimum  qualifications  prescribed  for 
Orade  I. 

(b)  Not  less  than  three  years  of  service  in  Grade 
I,  or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  three  years  of  experience  in  work  of  Grade  I 
character  and  standard ;  provided  that  training  in  civil, 
mechanical,  electrical,  sanitary  or  other  engineering 
branches  as  is  evidenced  by  a  degree  granted  on  the 
completion  of  a  standard  course  of  instruction  in  an 
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engineering  school  of  recognized  standing^  shall  be  ac- 
cepted in  lieu  of  two  years  of  the  service  or  experience 
requirement  in  this  section. 

(c)  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Orade 
for  full  time  service  is  from  $1200  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1660,  $1680,  $1800. 

Note. —  The  range  of  annual  oompensation  for  Junior  Assigtant  Electrical 
Engineers,  performing  duties  involving  the  supervision  of  employes  in  the 
operation  of  electrically  driven  machinery  is  for  full  time  service  from  $1,440 
to  $1,800,  with  standard  salary  rates  as  follows:   $1,440,  $1,560,  $1,680,  $1,800. 

SPECIAL  REGULATION  GOVEBNING  COMPENSATION  OF 
TEMPOEART  EMPLOYES — 

Standard  salary  rates  for  temporary  service  in  this 
Grade  shall  be  designated  under  the  rules  of  the  State 
Civil  Service  Commission  on  the  basis  of  existing  con- 
ditions provided  that  the  third  rate^  $1440^  shall  be  the 
maximum  for  any  such  employment. 
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OKADB  in  (D  13  m)  Prafe$aiom4a  omd  Soientifio  Service 
Engineer  Group 

TniES  OF  Fosmoirs — 

ASSISTANT  ENGINEER 
ASSISTANT  CHEMICAL  ENGINEER 
ASSISTANT  CIVIL  ENGINEER 
ASSISTANT  ELECTRICAL  ENGINEER 
ASSISTANT  MECHANICAL  ENGINEER 
ASSISTANT  SANITARY  ENGINEER 

BimES  — 

Definition: 

The  duties  af  incumbents  of  these  positions  are  to 
asflume  responsibility  for  the  making  of  surveys  or  the 
preparation  of  plans^  designs^  specifications  and  con- 
tracts for  a  minor  section  of  a  large  engineering  project, 
or  the  major  section  of  a  small  engineering  project;  to 
mpervise  or  inspect  construction  work  of  such  project ;  to 
operate  a  completed  section  of  such  project ;  or  to  make 
inyestigations  of  and  reports  upon  engineering  projects, 
as  ft  basis  for  eocecutive  action. 

BaampleMZ 

Directing  a  field  party  on  surveyB,  conBtruction  or 
repair  work. 

Supervising  a  squad  or  division  in  designing  and  pre- 
paring plans,  estimates  and  specifications. 

Assuming  responsibility  for  the  construction,  installa- 
tion or  operation  of  a  minor  division  under  a  pumping, 
watershed,  power  production,  purification  or  sewage  disposal 
project;  or  the  installation  of  a  heating,  lighting,  plumbing 
or  electrical  plant. 

Preparing  a  highway  lay-out  and  grades. 

Making  engineering  investigations  and  reports  relat- 
ing to  building  encroachments,  sewer  construction,  sewage 
disposal,  traffic  conditions,  highway  opening  proceedings  or 
applications  for  franchises. 

QUAUFIC  ATIOmS  — 

Persons  holding  these  positions  shall  have: 
(a)    As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Ghrade  II. 
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2.  Such  additional  qualifications  as  may  be 
leqnired  by  the  State  Civil  Service  Commiflsion* 

(b)    As  a  basis  for  onginal  appointment: 

1.  Not  less  than  seven  3rears  of  eocperienoe  in 
the  particular  branch  of  engineering  work  covered 
in  the  position  to  be  £lled ;  provided  that  suck  train- 
ing in  diemieal,  civil,  mechanical,  electrical,  sani- 
tary or  other  engineering  branches  as  is  e^ddenced 
by  a  degree  granted  on  completion  of  a  standard 
course  of  instruction  in  an  engineering  school  of 
recognized  standing  shall  be  accepted  as  the  equiv- 
alent  of  two  years  of  the  experience  requirement 
of  this  section. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

COHPEirSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1980  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1980,  $2160, 
$2340,  $2580. 

SFBCIAI  B£OTTLATI0H  OOYESirnrO  8ALAET  EATES  — 

The  entrance  and  other  salary  rates  of  positions^ 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Oivil  Service  Com^ 
mission,  indicating  tiiat  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


1^ 
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OSADE  IV  (D  18  IV)  ProfesHondl  and  Soief^fio  Service 

UTIES  OP  FOSmOHS  —  Engineer  Oroup 

SENIOR  ASSISTANT  ENGINEER 
SENIOR  ASSISTANT  CHEMICAL  ENGINEER 
SENIOR  ASSISTANT  CIVIL  ENGINEER 
SENIOR  ASSISTANT  ELECTRICAL  ENGINEER 
SENIOR  ASSISTANT  MECHANICAL  ENGINEER 
SENIOR  ASSISTANT  SANITARY  ENGINEER 

DITTIES  — 

DefinUion: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  and  assume  complete  responsibility  for  the 
work  of  a  main  division  of  a  small  organization^  or  a 
large  subdivision  of  one  of  the  main  divisions  of  a  large 
organization,  involving  surveying,  designing  or  construc- 
tion ;  or  to  maintain  or  operate  a  major  section  of  a  large 
engineering  project;  or  to  nuke  independent  invertiga- 
tions  of  and  reports  upon  engineering  projects,  as  a  basis 
for  executive  action. 

Eooamplee: 

Superyising  a  main  diyiaion  of  a  large  bureau  of  de- 
sign. 

Superyifling  the  construction,  installation  or  operation 
of  a  major  division  of  a  large  power  (Nroduction,  purifica- 
tion or  disposal  plant. 

Supervising  the  installation  of  a  major  division  of  a 
heating,  lighting,  plumbing  or  electrical  plant. 

Supervising  the  construction,  operation,  maintenance 
or  repair  of  a  major  division  of  sewers,  highways,  bridges, 
aqueducts,  reservoirs,  tunnels  or  public  buildings. 

Supervising  engineering  investigations,  inspections,  es- 
timates and  reports  for  municipal  improvements. 

Taking  charge  of  a  section  of  the  work  on  the  Barge 
canal,  such  as  assuming  charge  of  a  residency  in  the  State 
Engineer's  office. 

auAiincATioirs  — 

Persons  holding  these  positions  shall  have: 
(a)    As  a  bads  for  promoticm: 

1.  fTot  less  than  two  years  of  service  in 
Grade  III. 
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2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)   As  a  basis  for  original  appointment: 

1.  Not  less  than  nine  years  of  experience  in 
engineering  work,  at  least  half  of  which  shall  have 
been  in  the  particular  branch  of  engineering  work 
covered  in  the  position  to  be  filled,  and  three  years 
of  which  shall  have  been  in  an  executive  capacity ; 
provided  that  such  training  in  chemical,  civil,  me- 
chanical, electrical,  sanitary  or  other  engineering 
branches  as  is  evidenced  by  a  degree  granted  on 
completion  of  a  standard  course  of  instruction  in 
an  engineering  school  of  recognized  standing,  shall 
be  accepted  as  the  equivalent  of  two  years  of  the 
experience  requirement  of  this  section. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

COMFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300,  $3540. 

SPECIAL  SEOTTLATiaH  OOVERinira  8ALAET  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OBADB  V  (D  13  V)  Profenional  and  SoienHfie  Servim 

TITIES  OP  POSinOire—         ^fnn^^  Oroup 
ENGINEER 

CHEMICAL  ENGINEER 
CIVIL  ENGINEER 
ELECTRICAL  ENGINEER 
MECHANICAL  ENGINEER 
SANITARY  ENGINEER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  executive  ability  and  specialized 
engineering  technique^  and  which  involve  the  making 
of  decisions  in  administrative  and  engineering  matters^ 
subject  to  statutory  limitation  only,  are  to  supervise  and 
assume  complete  responsibility  for  the  work  of  a  small 
independent  organization;  or  to  supervise  and  assume 
complete  responsibility  for  the  work  of  a  primary  divi- 
sion of  a  large  organization;  or  to  make  independent 
investigations  of  and  reports  upon  engineering  projects^ 
as  a  basis  for  executive  action. 

Ewampl€9: 

Acting  as  chief  engineer  of  a  bureau  of  a  laige  depart* 
ment. 

Aeting  as  a  divieion  engineer  of  one  of  the  three  divi- 
sions in  the  State  Engineer's  office. 


QTTAIJFICATIOBB  — 

Persons  holding  these  positions  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  IV. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  Not  less  than  twelve  years  of  experience 
in  engineering  work,  at  least  half  of  which  shall 
have  been  in  the  particular  branch  of  engineerings 
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woik  covered  in  the  position  to  ^be  filled,  and  four 
years  of  whioh  shall  have  been  in  a  laajor  executive 
capacity;  provided  that  such  training  in  chemical, 
civil,  mechanical,  electrical,  sanitary  or  other  engi- 
neering branches  as  is  evidenced  by  a  degree 
granted  on  completion  of  a  standiard  course  of  in- 
struction in  an  engineering  school  of  recognized 
standing  shall  be  accepted  as  the  equivalent  of 
two  years  of  the  experience  requirement  of  this 
section. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Ocmanission. 

COMFEHSATIOir  — 

The  range  df  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3900  to  $5400,  inclusive, 
with  standard  salary  rates  as  follows:  $3900,  $4200, 
$4500,  $4800,  $5100,  $5400. 

8PBCU£  SEQTTLATIOir  OOVEBimrO  8AL&BT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OSADE  VI  (D  18  VI)  Professional  an4  Sci^ifio  Ssrvic. 

TITIBS  aP  POfllTIOHB—  Sngineer  Group 

CHIEF  ENGINEER 
CONSULTING  ENGINEER 
SUPERVISING  ENGINEER 
STTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions^  which 
require  the  highest  order  of  executive  or  advisory  ability, 
and  which  involve  the  making  of  final  decisions  in 
administrative  and  engineering  matters,  subject  to  statu- 
tory  limitation  only,  are  to  supervise  and  assume  com- 
plete responsibility  for  all  the  engineering  work  of  a 
large  independent  organization ;  or  to  supervise  the  con- 
struction of  engineering  projects  or  works  of  great  mag- 
nitude and  complexity ;  or  to  give  independent  expert  or 
critical  engineering  advice  of  the  highest  order,  as  a 
basis  for  executive  action  relative  to  work  of  this  scope. 

QUAIinCATIOinS  — 

Persons  holding  these  positions  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  V. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Conmiission  or 
the  appointing  agency. 

(b)  As  a  basis  for  original  appointment: 


CHIEF  ENGINEER 

1.  Not  less  than  fifteen  years  of  experience 
in  engineering  work,  at  least  half  of  which  shall 
have  been  in  the  particular  branch  of  engineering 
work  covered  in  the  position  to  be  filled,  and  five 
years  of  which  shall  have  been  in  a  major  executive 
capacity. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 
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CONSULTING  ENGINEER 
SUPERVISING  ENGINEER 

1.  Not  less  than  fifteen  years  of  experience 
in  the  particular  branch  of  engineering  work  oov* 
ered  in  the  position  to  be  filled. 

2.  Siuch  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

COXPEHSATIOir  — 

The  annual  compensation  of  this  Grade  for  full 
time  service  with  standard  salary  rates  is  as  follows: 
$6700  and  up. 

SPEOIAI  EEGITLATIOH  GOVEBOTNO  SALABT  E&TES  ~ 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  tbat  tbe  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


ENTOMOLOGIST  GltOUP  (D  14) 

Professional  and  Scienfific  Service 
Definition:  Smtamaioifist  Orovp 

The  term  Entomdogist  Group  is  used  to  identify  those 
aatfaorized  employmeats  of  the  Professional  and  Scientific  Service, 
the  incumbents  of  which  are  required  to  investigate  and  study  the 
lifei,  habits  and  history  of  insects,  to  conduct  and  report  upon 
experiments  and  researdi  in  order  to  develop  eflScient  and  reme- 
dial measures  for  conserving  and  protecting  agricultural  plants, 
orchards  and  vineyards  from  destruction  by  insects,  to  collect 
specimens  for  experimentation,  propagation  and  exhibition,  and 
to  act  as  consultants  and  advisors  on  entomological  subjects. 

149 
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OllADE  I  (D  14  I)  Profe99ianal  and  Scientific  BerwM 

TUILE  OP  POSmbirS  —  B»tomolog%9t  Group 

ASSISTANT  ENTOMOLOGIST 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make^  under  supervision,  investigations  and  studies  of 
the  life,  habits  and  history  of  insects,  to  conduct  field 
experiments,  to  collect  specimens  and  prepare  same  for 
exhibition,  and  to  perform  other  duties  of  related  char- 
acter and  standard. 

aiTAIIFIC  ATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  in  biology  as  is  evidenced  by  a 
degree,  diploma  or  certificate  granted  on  the  completion 
of  a  standard  course  of  instruction,  including  at  least 
two  years  of  study  in  insect  histology,  anatomy  and 
eooli^,  by  a  college  of  recognized  standing,  or  proof  of 
other  training  in  entomology  recognized  by  the  State 
Civil  Service  Commission  as  the  equivalent  thereof. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COXPENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade, 
for  full  time  service  is  from  $1080  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560,  $1680. 

SPECIAL  BEGUIATION  GOVERlSINa  ADVAKCEHEBT  SAL- 

ABT  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OXADX  n  (D  14  n)  ProfetsUmal  and  Bcientific  Bervioe 

UTIiE  OP  POSITIOHS  —  Areheolog%9t  Group 

ENTOMOLOGIST 
DTTTIES  — 

Defimiian: 

The  duties  of  inoiunbents  of  these  positions,  which 
require  the  highest  degree  of  specialized  knowledge  of 
entomology,  are  to  direct  and  be  responsible  for  the 
work  of  employes  in  Grade  I  in  the  conduct  of  field  and 
laboratory  expmments  and  research,  and  to  make  inde- 
pendent experiments  and  apply  the  results  of  such  re- 
search to  the  destruction  and  control  of  insect  pests. 

QVAUFICATIOHS  — 

Persons  holding  these  positions  shail  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appoiivted  otherwise  than  by  promotion  from  Grade 
I,  at  least  three  years  of  experience  in  work  of  Grade 
I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEVS  ATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2680,  $2820,  $3060,  $3300,  $3540. 

SPECIAL  EEOTIIiATIOir  OOVEBHIHO  8ALABT  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


FISH  0ULTX7BIST  OBOUP  (D  15) 

Prof€$9wnal  and  ScienHfio  Service 
Definition:  Fieh  Culturiet  Group 

The  term  Fish  Culturist  Oroup  is  used  to  identify  those  au- 
thorized employments  of  the  Professional  and  Scientific  Service, 
the  incumbents  of  which  are  required  to  direct^  supervise  and  be 
responsible  for  the  activities  of  that  bureau  of  a  State  department 
charged  with  the  propagation  and  distribution  of  fishes  for  con- 
servation  purposes. 
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OBADE  I  (D  16  I)  Profettimtal  amd  Scientifio  Serviee 

Fitk  CtUturut  Group 

TITLE  OF  POSmOH— 

FISH  CULTURIST 
DUTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 

require  the  hi^est  degree  of  specialized  knowledge  in 

fish  culture  and  demonstrated  administrative  ability,  are 

to  direct,  supervise  and  be  responsible  for  the  activities 

of  that  bureau  of  a  State  department  charged  with  the 

propagation  and  distribution  of  fishes  for  conservation 

purposes. 

QITAIIFICATIOH'— 

The  person  holding  this  position  shall  have: 

1.  Extensive  training  in  the  science  relating  to 
fish  culture  and  demonstimted  administrative  ability. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Oivil  Service  Commission. 

COKPEHSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3060  to  $4200,  inclusive, 
with  standard  salary  rates  as  follows:  $3060,  $3300, 
$8600,  $3900,  $4200. 

SPECIAL  BEOTTLATIOH  OOVEBNIirO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


FORESTER  GROUP  (D  16) 

ProfeBBumal  and  Scientifio  Bervioe 
Definition:  Forester  Group, 

The  term  Forester  Oroup  is  used  to  identify  those  authorized 
emplojmeiits  of  the  Professional  and  Scientific  Service,  the  in- 
cumbents of  which  are  required  to  plant,  cultivate  and  conserve 
trees,  to  prevent  and  apply  remedies  or  treatment  for  the  extir- 
pation of  fungus  growths  and  other  diseases  or  hazards,  and  to  per- 
form related  work  in  cruising,  surveying,  or  plotting  for  the 
protection  of  trees  and  reforestation. 
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OBADE  I  (D  16  I) 

TITLE  OF  P06ITIOHS  — 

FORESTER 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  laborers  or  other  employes  in  the  planting  or 
treatment  of  trees,  the  making  of  surveys,  cruises  and 
inspections  incidental  thereto,  to  instruct  and  advise  pub- 
lic and  private  agencies  or  institutions  on  subjects  of  tree 
cultivation  and  conservation  upon  assignment. 

Example$: 

Cruning  and  estimating  standing  timber. 
Surveying  and  locating  boundary  lines. 
Supervising  the  planting  of  trees. 

QXTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  in  forestry  as  is  evidenced  by  a 

degree  granted  on  the  completion  of  a  standard  course  of 
instruction  in  a  forestry  school  of  recognized  standing, 
or  proof  of  other  training  recognized  by  the  State  Civil 
Service  Commission  as  the  equivalent  thereof. 

2.  Such  additional  qualifications!  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COKPEHSATIOH  — 

The  range  of  annual  compenfiation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1680,  inclusive, 
vdth  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560,  $1680. 

SPECIAL  BEOTJLATIOir  OOVESNINO  ABVAJrCEHENT  SAL- 

ABT  BATES  — 

Advancement  within  this  Grade  is  conditional 
upon  appraisal,  under  the  rules  of  the  State  Civil 
.Service  Commission,  indicating  that  the  rates  to  be 
designated  do  not  exceed  the  value  of  the  work  to  be 
performed. 
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COLADE  H  (D  16  11)  ProfesMional  and  Soieniific  Service 

TITLE  OP  POSITIOIT Foreater  Group 

ASSISTANT  SUPERINTENDENT  OP  FORESTS 

DITTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  d^ree  of  technical  training  and  execu- 
tive ability  in  forestry  matters,  are  to  assist  in  the 
direetion  of  a  prima^  unit  of  orgaxuzation  charged 
with  the  oonservation  of  State  forests^  and  to  give  advice 
to  State  departments  and  other  agencies  on  subjects  rela- 
tive to  tree  cultivation  and  conservation. 

QVAIIFICATIOirS  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  five  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  five  years  of  experience  in  forestry  work  of 
Grade  I  character  and  standard,  not  less  than  two  of 
which  shall  have  been  in  New  York  State^ 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  CivU  Service  Commission. 

ooxPEHSAnoir— 

The  range  of  annual  compensation  of  thia  Grade 
for  full  time  service  is  from  $2160  to  $2820,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2580,  $2820. 

SPECIAL  KEOirLATIOir  OOVEBimrO  ABVAirCEHEirr  SAL- 

ABT  SATES— 

Advancement  within  this  grade  is  conditional 
upon  ftppiaisal,  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rates  to  be 
designated  do  not  exceed  the  value  of  the  work  to  be 
performed. 
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OKADE  m  (D  16  m)  Prof es^onal  and  Bcientific  Service 

TITLE  OP  POSITIOH  —  Foreeter  Group 

SUPERINTENDENT  OF  FORESTS 
DITTIES — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  degree  of  technical  training  and 
executive  ability  in  forestry  matters,  are  to  direct  and 
assume  complete  responsibility  for  the  activities  of  a 
primary  unit  of  organization  charged  with  the  conser- 
vation of  State  forests  and  to  give  expert  advice  to  State 
departments  on  subjects  relative  to  tree  cultivation  and 
eonservation. 

QITALIFICATIONS— 

The  person  holding  this  position  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  by 
Grade  I. 

2.  Not  less  than  seven  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  seven  years  of  experience  in  forestry  woi^, 
not  less  than  two  of  which  shall  have  been  in  New  York 
State,  and  at  least  two  of  which  shall  have  been  in  an 
executive  or  supervisory  capacity. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKFEirSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3060  to  $4200,  inclusive, 
with  standard  salary  rates  as  follows:  $3060,  $3300, 
$8600,  $3900,  $4200. 

SPECIAL  BEOTJLATIOir  OOVEBNIirO  SAXABT  RATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  perfonned. 


OEOLOOIST  GROUP  (D  17) 

Profea9%andl  and  Bcientifio  Service 
Defifliiion:  Geoloffiet  Oroup 

The  term  Geologist  Group  is  used  to  identify  those  author- 
ized emplojmeiits  of  the  Professional  and  Scientific  Service,  thQ 
incumbents  of  which  are  required  to  study  the  geological  resources 
of  the  State,  to  conduct  research  work  involving  the  chemical, 
mineralogical,  geological  and  paleontological  analyses  of  the  vari- 
ous strata  and  deposits,  to  study  the  historical  changes  of  the 
topography  of  the  State,  to  classify  specimens  for  the  State 
Museum  and  other  governmental  agencies,  to  tabulate  statistics 
and  prepare  reports  on  the  results  of  research  and  observations. 
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OBADE  I  (D  17  I)  Professional  and  Scientifio  Servios 

TITLES  OF  POSITIOHS  —  Geologist  Group 

ASSISTANT  MINERALOGIST 
ASSISTANT  GEOLOGIST 
DVTIES  — 

ASSISTANT  MINERALOGIST 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
collect^  classify  and  study  rock,  mineral  and  earth 
deposits,  and  prepare  specimens  for  the  State  Museum 
or  other  governmental  agencies. 

ASSISTANT  GEOLOGIST 
Definiiian: 

The  duties  of  incumbents  of  these  positions  are  to 
study  the  economic  geological  resources  of  the  State,  to 
analyze  ch^nically  the  various  strata  and  deposits,  to 
study  the  hiatorical  changes  of  the  topography  of  thd 
State,  to  classify  specimens  for  the  State  Museum  or 
other  governmental  agencies,  tabulate  statistics  and 
prepare  reports  on  the  results  of  observations. 

aiTAIIFICATIOHS-. 

Persons  holding  these  positions  shall  hcwe: 

1.  Such  training  in  mineralogy,  chemistry  and 
geology  as  is  evidenced  by  a  degree,  diploma  or  certifi.- 
cate  granted  on  completion  of  a  standard  course  of  in- 
struction, including  at  least  two  years  of  study  in 
mineralogy,  chemistry  and  geology  in  a  college  of  recog- 
nized standing;  or  proof  of  other  training  and  recog- 
nized by  the  State  Civil  Service  Commission  as  the 
equivalent  thereof. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COKPERSATIOir  — 

ASSISTANT  MINERALOGIST 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 


$1800^  inclusive^  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440,  $1560,  $1680,  $1800. 

ASSISTANT  GEOLOGIST 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1560,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440,  $1560. 

SPECIAL  BEOULATIOir  OOVERNINO  ADVANCEHENT  SAL- 

ABT  BATES  — 

Advancement  within  this  Grade  is  conditional 
upon  appraisal  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rates  to  be 
designated  do  not  exceed  the  value  of  the  work  to  be 
performed. 
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*  '  Professional  and  Scientific  Service 

TITLES  OF  POSITIONS  —  Oeologist  Group 

GEOLOGIST 

PALEONTOLOGIST 
DUTIES  — 

GEOLOGIST 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
conduct  and  report  upon  special  investigations  pertain- 
ing to  the  geological  resources  of  the  State,  to  collect 
statistics  in  the  mining  and  quarrying  industries,  to 
collect,  study  and  classify  geological  specimens,  to  pre- 
pare geological  material  for  the  State  Museum  or  other 
governmental  agencies,  and  to  give  advice  in  reference 
to  geological  and  related  problems. 

PALEONTOLOGIST 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
collect,  study  and  classify,  report  upon  and  prepare  for 
the  State  Museum  or  other  governmental  agencies  geo- 
logical specimens  in  which  are  embedded  fossils,  and 
related  specimens  which  record  life  and  history. 

QXr  ALIEIC  ATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580,  $2820,  $3060. 
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SPECIAL  BEOITLATION  60VEBNINO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positionfl 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OBADE  m  (D  17  m)  Professional  and  Scientific  Service 

TITLE  OF  POSITION—  Oeologiet  Onmp 

DIRECTOR    OF     NATURAL    SCIENCE     AND 

STATE  MUSEUM 
DUTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  degree  of  specialized  knowledge  of 
natural  science  in  all  its  branches,  are  to  institute  and 
supervise  geological  surveys  of  the  State  and  to  direct 
the  activities  of  the  State  Museum. 

QV  ALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  four  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  four  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission* 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $4200  to  $5100,  inclusive, 
with  standard  salary  rates  as  follows:  $4200,  $4500, 
$4800,  $5100. 

KPECIAL  BEOITLATION  GOVERNINO  SAIAST  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon*  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


HORTICULTURIST  GROUP  (D  18) 

Professional  and  Scientific  Service 
Definition:  Sorticulturist  Group 

The  term  Horticulturist  Group  is  used  to  identify  those 
authorized  employments  of  the  Professional  and  Scientific  Serv- 
ice, the  incumbents  of  which  are  required  to  conduct  scientific 
experiments  and  investigations  in  the  culture  of  fruits,  vegetables 
and  flowers,  to  prepare  bulletins,  to  deliver  lectures  and  give 
advice  to  growers  on  horticulture  or  related  subjects. 
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OBADE  I  (D  18  I) 

^  '  Profeatiandl  and  Scientific  Bervtoe 

TITLE  OF  POSITIONS  —  Horticulturiat  Group 

ASSISTANT  HORTICULTURIST 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
conduct  experiments  and  investigations  along  the  lines 
or  phases  of  work  involved  in  the  study  of  the  culture 
of  fruits,  vegetables  and  iiowers^  to  supervise  culture 
work,  to  prepare  records  and  reports  and  to  lecture  and 
advise  on  related  subjects. 

QUAUriC  ATI0H8  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  Such  training  in  horticulture  as  is  evidenced  by 
a  degree,  diploma  or  certificate  granted  on  completion 
of  a  standard  course  of  instruction  in  a  college  of  agri- 
culture of  recognized  standing ;  and  in  addition  not  less 
than  two  years  of  experience  in  the  inspection,  care 
and  study  of  fruits,  vegetables  and  plants  or  in  related 
work;  or 

2.  A  certificate  of  graduation  from  a  high  school, 
and  such  training  as  is  evidenced  by  a  certificate  granted 
on  completion  of  one  or  more  courses  in  horticulture  in 
a  coUege  of  agriculture  of  recognized  standing,  and  in 
addition  thereto  not  less  than  five  years  of  experience 
in  some  branch  of  fruit  or  plant  industry  in  a  super- 
vising capacity. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560,  $1680,  $1800. 
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SPECIAL  BEOULATION  OOVEBNINO  ADVANCEMENT  SAL- 

ABY  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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^  '  Profeuional  and  Bcieniific  Service 

TITLE  OF  POSITIONS  —  Honicyltwi$i  Oroup 

HORTICULTURIST 
DITTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  executive  ability  and  technical 
training  are  to  assume  independent  responsibility  for 
the  activities  of  that  bureau  or  other  primary  imit  of 
the  State  department  charged  with  the  conduct  of 
scientific  experiments  and  investigations  in  the  culture 
of  fruits,  vegetables  and  flowers,  to  prepare  reports, 
deliver  lectures  and  furnish  expert  advice  on  horti- 
culture and  related  subjects. 

QUALIFICATIONS  - 

Persons  holding  these  positions  shaU  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  five  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2680  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060,  $3300,  $3640. 

SPECIAL  BEGXTLATION  OOVEKNINO  SALAEY  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


LAWYER  GROUP  (D  19) 

Professional  and  Soientifio  Servioe 
Definition:  Lawyer  Group 

The  term  Lawyer  Group  is  used  to  identify  those  authorized 
employmentB  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  conduct  actions  and  proceed- 
ings to  which  the  State  or  an  officer  thereof  is  a  party  or  is  inter- 
ested ;  or  to  render  legal  advice  or  assistance  to  public  officers. 
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OEADE  I  (D  19  I)  Profeaaional  and  Scientific  Service 

TITLES  OF  POSITIONS—         ^^*^'*'  ^^"^ 

JUNIOR  COUNSEL 
LAW  CLERK 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  skill  and  judgment  but  not  a  high  degree  of 
independent  responsibility,  are  to  prepare  and  conduct 
minor  investigations  and  hearings ;  to  assist  in  important 
cases,  investigations  and  hearings;  and  to  perform, 
under  direction,  other  l^al  work  not  involving  a  high 
degree  of  independent  responsibility. 

aUAIIPIC  ATIOHS  — 

JUNIOR  COUNSEL 

Persons  holding  these  positions  shall  have: 

1.  A  certificate  or  record  of  admission  to  the  bar 
of  the  State  of  New  York. 

2.  Not  less  than  one  year  of  experience,  after  ad- 
mission to  the  bar,  in  legal  work  such  as  preparing 
memoranda  of  law,  and  assisting  in  the  preparation  and 
trial  of  cases. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

LAW  CLERK 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  or 
special  training  in  a  law  depai'tment  or  other  law  office 
affording  special  opportunity  to  become  familiar  with 
legal  theory  and  practice  or  court  procedure. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1980,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560,  $1680,  $1800,  $1980. 

SPECIAL  BEOULATION  OOVEBNINO  SALABY  BATES  OF 

JXTNIOB  COUNSEL  — 

The  entrance  and  other  salary  rates  of  the  posi- 
tions of  junior  counsel  classified  within  this  Grade, 
except  as  provided  by  law  for  the  Attorney-General's 
department,  are  conditional  upon  appraisal,  under  the 
rules  of  the  State  Civil  Service  Conmiission,  indicating 
that  the  rates  to  be  designated  do  not  exceed  the  value 
of  the  work  to  be  performed. 

SPECIAL  BEOULATION  OOVEBNINO  ADVANCEMENT  SAL- 
ABY BATES  OF  LAW  CLEBK  — 

Advancement  of  the  positions  of  law  clerk  classi- 
fied within  this  Grade  is  conditional  upon  appraisal 
under  the  rules  of  the  State  Civil  Service  Commission, 
indicating  that  the  rates  to  be  designated  do  not  exceed 
the  value  of  the  work  to  be  performed. 
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OSADE  n  (D  19  n)  Professional  and  Scientific  Service 

TITLES  OF  POSITIONS  —  ^««^«^  <^^roup 

ASSOCIATE  COUNSEL 

TITLE  EXAMINER 
DUTIES  — 

ASSOCIATE   COUNSEL 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  special  legal  training  and  independent  respon- 
sibility, are  to  conduct  important  cases,  investigations 
and  hearings,  and  to  perform  other  legal  work  of 
ecjuivalent  character  and  standard. 

Examples : 

Preparing  pleadings,  memoranda  and  briefs. 
Arguing  motions,  demurrers  or  appeals. 
Trying  actions  and  proceedings. 

TITLE  EXAMINER 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  special  training  in  real  estate  law,  and  famili- 
arity with  l^al  and  coujrt  procedure  relative  thereto, 
are  to  examine  or' direct  the  examination  and  searching 
of  titles  to  real  estate,  and  to  perform  work  of  related 
character  and  standard. 

aUAIIFIC  ATIONS  — 

ASSOCIATE  COUNSEL 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Junior  Counsel  in  Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
bv  the  State  Civil  Service  Commission. 
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TITLE  EXAMINER 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Junior  Counsel  in  Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard,  provided  that  such 
service  or  experience  shall  include  at  least  two  years 
of  work  in  the  examination  of  titles. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  Stat^  Civil  Service  Conunission. 

COHFEHSATION  — 

ASSOCIATE  COUNSEL 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2160  to 
$3540,  inclusive,  with  standard  salary  rates  as  follows : 
$2160,  $2340,  $2580,  $2820,  $3060,  $3300,  $3540. 

TITLE  EXAMINER 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1800  to 
$2820  with  standard  salary  rates  as  follows:  $1800, 
$1980,  $2160,  $2340,  $2580,  $2820. 

SPECIAL  BEaULATION  GOVERNING  SALABY  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade,  except  as  provided  by  law 
for  the  Attomey-GeneraFs  department,  are  conditional 
upon  appraisal,  under  the  rules  of  the  State  Civil  Serv- 
ice Commission,  indicating  that  the  rates  to  be  desig- 
nated do  not  exceed  the  value  of  the  work  to  be 
performed. 
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ORADE  m  (D  19  m)  Professional  and  Scientific  Berviee 

TITUES  OF  POSITIONS  —  ^"^"^  ^"^"^ 

COUNSEL 

DEPUTY  ATTOKNEY-GENERAL 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  the  performance  of  the  highest  order  of  legal 
work,  are  to  direct  and  be  responsible  for  the  l^al  work 
of  a  department ;  or  an  important  unit  of  the  Attorney- 
General's  office;  or  to  render  the  highest  order  of  legal 
assistance  or  service  to  public  officers. 

Examples : 

Acting  as  legal  advisor  to  the  Governor. 
Acting   as   advisory   counsel   on    the    most   important 
legal  matters. 

Conducting  the  most  important  litigation. 
Having  charge  of  a  bureau  conducting  the  examina- 
tion of  titles  to  State  lands. 

aUALIFICATIONS  — 

Perscms  holdirig  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  annual  compensation  of  this  Grade  for  full 
time  service  with  standard  salary  rates  is  $3900  and  up. 

SPECIAL  BEOULATION  GOVERNING  SALARY  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
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classified  within  this  Grade,  except  as  provided  by  law 
for  the  Attorney-General's  department,  are  conditional 
upon  appraisal,  under  the  rules  of  the  State  Civil  Serv- 
ice Commission,  indicating  that  the  rates  to  be  desig- 
nated do  not  exceed  lie  value  of  the  work  to  be 
performed. 


NURSE  GROUP  (D  20) 

Professional  and  Scientific  Service 
DefinUian:  Nwse  Group 

The  term  Nurse  Group  is  used  to  identify  those  authorized 
employments  of  the  Professional  and  Scientific  service,  the  incum- 
bents of  which  must  either  have  a  certificate  of  registration  as  a 
registered  nurse  issued  by  the  Board  of  Regents  of  the  University 
of  the  State  of  New  York,  or  have  been  graduated  from  a  training 
school  for  nurses  of  a  State  hospital,  charitable  institution  or  other 
training  school  of  recognized  standing,  and  are  required  to  care  for 
and  treat  sick  and  mentally  defective  patients  confined  in  State 
hospitals,  charitable  institutions,  reformatories  and  prisons;  and 
to  investigate,  prevent,  correct  and  report  conditions  unfavorable 
to  the  health  of  individuals  or  communities. 


178 
GRADE  I  (D  20  I) 

*  Professional  and  Scientific  Service 

TITLE  OF  POSITIONS  —  ^^^^  ^^^"P 

NUESE 
DUTIES  — 

Definition : 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  treatment,  medication  and  care  of  assigned 
sick  or  infirm  patients,  to  supervise,  under  direction, 
work  of  assigned  ward  attendants,  to  keep  the  necessary 
clinical  and  ward  records  and  to  perform  such  other 
routine  nursing  work  as  may  be  incident  to  the  health, 
comfort  and  safety  of  patients  under  their  supervision. 

Ewamples: 

Taking  and  recording  temperatures,  pulse  and  respira- 
tion. 

Administering  medicine  and  other  treatment  as  ordered. 

Dressing  minor  surgical  operations;  applying  poultices, 
packs,  etc. 

Making  rounds  with  physicians. 

Giving  therapeutic  or  other  baths. 

Preparing  and  serving  special  or  other  diets. 

Bathing,  dressing,  feeding,  observing  and  exercising 
patients. 

Assisting  in  and  directing  the  cleaning  of  wards,  halls, 
floors,  etc. 

Making  beds,  changing  linen,  etc. 

Fumigating,  repairing  and  checking  patients'  clothing. 

Sterilizing  surgical  instruments  and   equipment. 

Keeping  daily  clinical  records,  record  of  seizures  and 
accidents. 

Supervising  work  group,  walking  or  amusement 
parties. 

aUAIIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  A  certificate  or  license  to  practice  as  a  r^stered 
nurse  issued  by  the  Board  of  Regents  of  the  University 
of  the  State  vif  New  York ;  or 

2.  A  certificate  of  graduation  from  the  training 
schvx'^l  for  nurses  of  a  State  hospital,  charitable  institu- 
tion or  other  training  school  for  nurses  of  recognized 
standing. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Comnussion. 
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*COMPEHSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $420  to  $516,  inclusive, 
with  maintenance,  for  men,  and  from  $360  to  $456, 
inclusive,  with  maintenance,  for  women,  with  standard 
salary  rates  as  follows:  Men,  $420,  $444,  $468,  $492, 
$516.     Women,  $360,  $384,  $408,  $432,  $456. 

Advancement  from  rate  to  rate  within  this  Grade 
shall  be  made  upon  the  completion  of  a  term  of  at  least 
six  months  of  satisfactory  service. 

BEGULATION  aOVEBNINO  COMPENSATION  FOB  SPECIAL 

SEBVICES  — 

Where  nurses  in  this  Grade  regularly  perform 
special  duties  of  massagist  or  chiropodist,  having  duly 
completed  recognized  courses  of  training  in  these  lines 
of  work,  and  the  need  for  such  services  has  been  ap- 
proved by  the  administrative  agency  charged  with  con- 
trol, persons  designated  for  such  services  shall  receive 
$90  per  annum  in  addition  to  the  above  standard  rates. 

SPECIAL  BEOULATION  aOVEBNINO  SALABY  BATES  OF 

NUBSES  AT  BATBBOOK  AND  THE  POBT  OF 
NEW  TOBK  — 

For  services  of  this  Grade  at  the  Kaybrook  State 
Hospital  for  the  Treatment  of  Incipient  Tuberculosis, 
and  the  State  Quarantine  Hospitals  at  the  Port  of  New 
York,  an  additional  compensation  of  $120  per  annum 
shall  be  added  to  the  above  standard  rates. 

•  Note. —  For    extra   compensation   governing   night   service,    see   general 
regulation. 
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ORADE  n  (D  20  11) 

^  '  Professional  and  Scientific  Service 

TITLE  OF  POSITIONS  —  ^^^^^  ^^^^^ 

CHARGE  NURSE 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  take  charge,  under  direction,  of  an  assigned  ward  or 
small  group  of  wards  and  of  the  patients,  nurses  and 
ward  attendants  therein  and  to  instruct  and  assist  them 
in  their  work ;  to  assist  in  the  treatment,  medication  and 
care  of  a  group  or  groups  of  patients  of  a  ward  or  small 
group  of  wards;  to  take  charge  of  an  operating  room 
and  of  the  nurses  and  attendants  therein  employed;  to 
take  charge  of  the  hydrotheropeutic  work  in  a  division 
of  a  hospital ;  to  supervise  and  assist  in  the  cleaning  and 
ventilation  of  wards  and  living  quarters;  to  keep  the 
necessary  clinical  and  ward  records,  and  to  perform  such 
other  duties  as  may  be  incident  to  the  health,  comfort 
and  safety  of  patients  under  their  supervision. 

Examples : 

Ordering  on  requisition,  ward  Buppliee. 

Arranging  for  the  exercise  and  employment  of  patients. 

Making  roimds  with  physicians  and  assisting  in  carry- 
ing out  their  orders. 

Supervising  and  assisting  in  the  dressing,  bathing, 
feeding  and  general  care  of  patients. 

Taking  charge  of  a  number  of  wards  on  night  duty. 

Taking  charge  of  the  operating  room. 

Assuming  responsibility  for  general  order  and  clean- 
lines  of  a  ward  and  the  cleanliness  and  well  being  of  the 
patients  therein. 

Performing  such  other  duties  as  may  be  assigned  in 
connection  with  the  ward  service. 

aUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The    minimum    qualifications    prescribed    for 
Grade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
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at  least  one  year  of  experience  in  work  of  Grade  I  char- 
acter and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $516  to  $588,  inclusive, 
with  maintenance,  for  men,  and  from  $456  to  $528, 
inclusive,  with  maintenance,  for  women,  with  standard 
salary  rates  as  follows:  Men,  $516,  $540,  $564,  $588. 
Women,  $456,  $480,  $504,  $528. 

Advancement  from  rate  to  rate  within  this  Grade 
shall  be  made  upon  the  completion  of  a  term  of  at  least 
six  months  of  satisfactory  service. 

SPECIAL  SEGXTLATION  OOVEENINO  SALABY  BATES  OF 

NUBSES  AT  BATBBOOK  AND  THE  POBT  OF 
NEW  TOBK  — 

For  services  of  this  Grade  at  the  Raybrook  State 
Hospital  for  the  Treatment  of  Incipient  Tuberculosis, 
and  the  State  Quarantine  Hospitals  at  the  Port  of  New 
York,  an  additional  compensation  of  $120  per  annum 
shall  be  added  to  the  above  standard  rates. 
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GRADE  m  (D  20  HI)  Professior^l  and  Scientific  Service 

TITLES  OF  POSITIONS  —  ^"^''^  ^^'^P 

SUPERVISOR 
HOSPITAL  MATRON 
DUTIES  — 

SUPERVISOR 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  executive  and  professional 
ability,  are  to  take  charge  of  the  nursing,  care  and  super- 
vision of  a  large  number  of  patients  comprising  several 
wards,  and  to  direct  and  be  responsible  for  the  work  of 
all  charge  nurses,  nurses  and  attendants  employed 
therein,  to  enforce  physicians'  orders,  to  prepare  time 
and  other  prescribed  reports,  and  to  perform  such  other 
duties  as  may  be  incident  to  the  supervision,  nursing 
and  treatment  of  a  large  number  of  patients. 

Example  : 

Acting  as  supervisor  of  ward  service,  State  hospital. 

HOSPITAL  MATRON 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  household  activities  and  general  nurs- 
ing within  the  hospital  of  a  State  charitable  institution. 

Ewample: 

Acting  as  Hospital  Matron  of  the  Training  School  for 
Girls,  Hudson. 

ftTIAUFICATIONS  — 

Perso7is  holding  these  positions  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  one  year  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  one  year  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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COMPENSATION  — 
SUPERVISOR 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $630  to  $780,  inclusive, 
with  maintenance,  for  men,  and  from  $640  to  $690, 
inclusive,  with  maintenance,  for  women,  with  standard 
salary  rates  as  follows:  Men,  $630,  $690,  $750,  $780. 
Women,  $5-i0,  $600,  $660,  $690. 

HOSPITAL  MATRON 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $570  to  $690,  inclusive, 
with  full  maintenance,  with  standard  salary  rates  as 
follows:     $570,  $630,  $690. 

SPECIAL  BEGTJLATION  GOVEBNINa  COMPENSATION  OF 

STJPEBVISOES  OF  EMPLOTES  OF  THIS 
GEASE  IN  INSTITUTIONS  OF  MOBE  THAN 
4000  PATIENTS — 

Where  the  superintendent  of  an  institution  of  more 
than  4000  patients  designates  a  supervisor  (of  this 
Grade)  to  direct  and  control  the  work  of  other  super- 
visors in  the  male  or  female  services  of  the  institution, 
or  both,  such  person  shall  receive  the  working  designa- 
tion of  "  Chief  Supervisor"  and  be  entitled  to  $120  per 
annum  in  addition  to  the  above  standard  salary  rates 
for  services. 

The  terms  of  this  provision  shall  apply  to  any 
instance  where  the  superintendent  under  the  conditions 
prescribed  has  designated  a  supervisor  to  assist  the 
senior  physician  in  the  administration  of  the  attendant 
service. 

SPECIAL  BEGTJLATION  GOVEBNING  SALABT  BATES  OF 

NXTBSES  AT  BATBBOOE  AND  THE  POBT  OF 
NEW  TOBK  — 

For  services  of  this  Grade  at  the  Raybrook  State 
Hospital  for  the  Treatment  of  Incipient  Tuberculosis, 
and  the  State  Quarantine  Hospitals  at  the  Port  of  Xew 
York,  an  additional  compensation  of  $120  per  annum 
shall  be  added  to  the  above  standard  rates. 


184 

QEADE  IV  (D  20  IV)  Professional  and  Scientific  Service 

TITLES  OF  POSITIONS  —  ^'"*^*^  ^'^^"'^ 

PRINCIPAL  OF  TRAINING  SCHOOL 
SUPERVISING  PUBLIC  HEALTH  NURSE 

DTITEES  — 

PRINCIPAL  OF  TRAINING  SCHOOL 
Definition: 

The  duties  of  incumbents  of  these  poeitions  are  to 
take  charge  of  the  instruction  and  training  of  pupil 
nui-sos  or  attendants  in  a  training  school  for  nurses, 
to  give  prescribed  courses  of  lectures  and  demonstra- 
tions on  nursing,  to  oversee  and  supervise  the  work 
of  pupil  nurses  and  to  perform  other  related  work. 

EaampleM: 

Directing  and  giving  class  room  instruction  to  pupil 
nurses. 

Conducting  examinations. 

Assisting  in  the  general  supervision  of  nursing,  occupa- 
tional and  recreational  activities. 

SUPERVISING  PUBLIC  HEALTH  NURSE 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  local  and  State  officials  in  the  prevention  and  sup- 
pression of  contagious  diseases  and  in  the  reduction  of 
infant  mortality,  to  direct  the  work  of  local  health 
nurses  and  give  instruction  and  assistance  where  neces- 
sary, to  make,  under  supervision,  tuberculosis  surveys 
and  other  health  surveys,  and  to  perform  such  other 
duties  as  may  be  incident  to  the  promotion  of  public 
health  and  sanitation. 

Examples: 

Investigating  epidemics,  etc. 
Making  a   tuberculosis   survey. 
Inspecting  infant  welfare  stations  and  day  nurseries. 
Inspecting  character,  methods  and  equipment  of  mid- 
wives. 

Assisting  health  officer  in  making  milk  inspections. 
Conducting  traveling  health  exhibit. 
Instructing  mothers  in  care  of  babies. 
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aVALniCATIONS  — 

Persona  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  one  year  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  one  year  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission.  In 
determining  the  additional  qualifications  of  Supervis- 
ing Public  Health  Nurses,  the  State  Civil  Service  Com- 
mission shall  co-operate  with  the  Public  Health  Council. 

COMPENSATION  — 

PRINCIPAL  OF  TRAINING  SCHOOL 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1020  to 
$1320,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:    $1020,  $1080,  $1140,  $1200,  $1320. 

SUPERVISING  PUBLIC  HEALTH  NURSE 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1140  to 
$1320,  inclusive,  with  standard  salary  rates  as  follows; 
$1140,  $1200,  $1320. 


PHARMACIST  OROUP  (D  21) 

ProfessiowU  and  SGientific  Service 
Definition:  Pharmaoiat  Group 

The  term  Pharmacist  Group  is  used  to  identify  those  author- 
ized emplojTnents  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  preserve,  compound  and  dis- 
pense drugs  and  medicines,  to  prepare  pharmaceutical  prepara- 
tions of  standard  formulae,  in  accordance  with  prescriptions  of 
medical  practitioners,  and  to  perform  other  prescribed  work  of 
equivalent  character  and  standard. 
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aBADE  I  (D  21  I)  Professional  and  Boientifio  Service 

TITLE  OF  POSITIONS  —  Pharmacist  Group 

DTTTIES-  PHARMACIST 

Definition: 

The  duties  of  incximbents  of  these  positions,  which 
involve  supervision  of  assigned  employes,  are  to  com- 
pound, preserve  and  dispense  drugs  and  medicines,  to 
manufacture  standard  pharmaceutical  preparations,  to 
keep  records  prescribed  by  statutory  or  departmental 
regulation,  to  instruct  pupil  nurses  and  other  employes 
in  the  practice  of  pharmacy  when  required,  and  to  per- 
form other  duties  of  equivalent  character  and  standard. 

Examples : 

Compounding  physicians'  prescriptions. 

Making  homeopathic  and  general  medicines,  tinctures, 

ointments,  toilet  preparations,  flavoring  extracts,  etc. 

Taking  annual  or  other  inventory  of  stock. 

Making    quarterly    or    other    estimates    for    supplies 

needed 

Inspecting  and  testing  all  supplies  received. 

QTJAIIFIC  ATIONS  — 

Persons  holding  these  positions  shall  hdve: 

1.  A  license  to  practice  pharmacy,  granted  by  the 
State  Board  of  Pharmacy. 

2.  Not  less  than  one  year  of  experience  in  the 
practice  of  pharmacy. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conmiission. 

COMPENSATION  — 

In  institutions  of  not  more  than  3000  inmates  the 
range  of  annual  compensation  of  this  Grade,  for  full 
time  service  is  from  $900  to  $1020,  inclusive,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $900, 
$960,  $1020. 

In  institutions  of  more  than  3000  inmates  the  range 
.  of  annual  compensation  of  this  Grade  for  full  time 
service  is  from  $1080  to  $1320,  with  standard  salary 
rates  as  follov  s:    $1080,  $1200,  $1320. 
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In  prisons  the  range  of  annual  compensation  of 
this  Grade  for  full  time  service  is  from  $1200  to  $1440 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440. 

SPECIAL  BEGTJLATION  GGVESNINa  ADVANCEMENT  SAL- 

ABT  SATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


PHYSICIAN  GROUP  (D  22) 

Professional  and  Soieniifio  Berviee 
Definition:  Physician  Group 

The  term  Physician  Group  is  used  to  identify  those  author- 
ized employments  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  supervise  State  hospitals, 
charitable  or  correctional  institutions,  the  psychiatric  institute  or 
a  medical  unit  or  units  therein ;  to  perform  prescribed  or  special 
functions  in  the  care  and  treatment  of  the  sick ;  to  direct  a  division 
of  the  State  Department  of  Health,  or  to  supervise  a  health  dis- 
trict; to  direct  and  supervise  the  activities  of  the  various  sub- 
divisions of  the  Division  of  Industrial  Hygiene  of  the  Department 
of  Labor;  to  make  special  investigations  of  conditions  of  work  in 
factories  and  mercantile  establishments  affecting  the  health,  com- 
fort and  safety  of  persons  employed  therein ;  and  to  make  inspec- 
tions and  investigations  in  health  matters. 
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GRADE  I  (D  22  I)  ProfeBtional  and  Soientifio  Service 

TITLES  OF  POSITIONS  —  Phffsician  Group 

MEDICAL  INTEENE 
CLINICAL  ASSISTANT 

DUTIES  — 

MEDICAL  INTERNE 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  details  of  the  medical  work  of  a  service  of 
a  State  hospital,  charitable  or  correctional  institution 
involving  the  care  and  treatment  of  patients* 

Etgamples : 

Writing  case  hiotories. 

Making,  under  supervision,  mental  and  physical  ex- 
aminations. 

Making,  imder  superyision,  laboratory  examinations. 

Diagnosing  and  treating,  under  supervision,  inmates. 

Assisting  at  operations. 

Taking  charge  of  a  ward  service  involving  the  mini- 
mum of  responsibility. 

CLINICAL  ASSISTANT 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  less  responsible  details  of  the  medical  work 
of  a  State  hospital,  charitable  or  correctional  institution 
involving  the  care  and  treatment  of  patients. 

Eaample: 

Making,  under  supervision,  laboratory  examinations. 

ftTT  AUFICATIONS  — 

Persons  holding  these  positions  shall  have: 

MEDICAL  INTERNE 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  college  of  recognized  standing. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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CLINICAL  ASSISTANT 

1.  The  Batusfaotory  completion  of  at  least  two  years 
of  a  standard  course  of  instruction  leading  to  the  degree 
of  Doctor  of  Medicine  in  a  medical  college  of  recognized 
standing. 

2.  Such  additional  qualificatioxxs  as  may  be  required 
by  the  State  Civil  Servioe  Commission. 

COHPENSATION  — 

MEDICAL  INTEKNE 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $720  to 
$1020,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows :     $720,  $780,  $840,  $900,  $1020. 

CLINICAL  ASSISTANT 

The  compensation  of  this  position  in  this  Grade 
for  fuD  time  service  is  $85  per  month,  with  maintenance. 

SPECIAL  BEGTTLATION  OOVEBNING  SALAET  SATES  07 

KEBICAL  DTTEBNE— 
The  enitrance  rate  for  Medical  Internes  in  the 
specialized  field  of  psychiatry  shall  be  $900  per  ftnTmTin 
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IM 
GBADE  n  tD  22  II) 

^  '  Profeaaional  and  Boieniific  Bervioe 

TITLES  OF  POSITIONS  —  Phifaioian  Group 

ASSISTAlfT  PHYSICIAN  (PSYCHIATEY) 
ASSISTANT  PHYSICIAN  (GENERAL) 
ASSISTANT  PHYSICIAN  (WOMAN) 
ASSISTANT  PHYSICIAN  (SEROLOGY) 

DITTIES  — 

ASSISTANT  PHYSICIAN  (PSYCHIATRY) 
Defimtion: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  less  responsible,  or  assist  in  a  more 
responsible  medical  service  in  a  State  hospital  for  the 
insane  or  in  any  other  service  of  the  State  where  the 
study  and  treatment  of  mental  conditions  is  involved, 
to  examine  and  treat  patients,  to  supervise  the  work  of 
nurses  and  attendants,  to  inspect  and  supervise  wards 
and  dining-rooms,  to  obtain  anamneses,  to  lecture  to 
nurses  and  attendants,  to  do  incidental  laboratory  work 
or  clinical  research  work,  imder  supervision,  to  super- 
vise and  direct  the  employment  of  patients,  to  interview 
relatives  and  friends  of  patients,  and  to  assist  in  cor- 
respondence and  such  other  related  administrative  work 
as  may  be  necessary  to  the  ward  service. 

Boample: 

Acting  as  phyBidaii  in  charge  of  a  leas  responsible 
service,  or  as  an  assistant  in  a  more  responsible  service  in 
a  State  hospital  for  the  insane. 

ASSISTANT  PHYSICIAN  (GENERAL) 
Defintii4m: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge,  imder  supervision,  of  a  less  important  med: 
ical  service  or  to  assist  in  a  more  important  service  in  a 
State  hospital,  or  to  assist  in  the  medical  care  of  inmates 
of  refoimatories  or  prisons  or  other  State  institutions 
or  in  any  other  service  of  the  State  where  medical  atten- 
tion is  involved,  to  make  medical,  physical  and  mental 
examinations  of  inmates,  to  prescribe  medicine,  perform 
minor  operations,  supervise  the  work  of  nurses  and 
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attendants,  inspect  wards  and  dining-rooms,  to  super- 
vise and  direct  employment  of  patients,  and  to  perform, 
under  supervision,  incidental  laboratory  work  or  clinical 
research  work. 

Bwample: 

Actiiig  as  ftflaistent  in  the  medical  care  of  inmates  in 
a  State  prison. 

ASSISTANT  PHYSICIAN"  (WOMAN) 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  medical  care  of  sick  female  employes, 
or  to  take  charge  of  the  medical  work  of  an  institution 
for  female  inmates  or  of  a  ward  service  therein,  to  make 
physical  examinations  of  new  female  employes,  to  make 
gynecological  examinations  of  patients,  to  perform  minor 
operations,  make  inspections,  and  to  perform  related 
duties  as  may  be  assigned. 

EcDomples: 

Acting  as  physician  in  charge  of  the  medical  care  of 
inmates  of  a  girls'  reformatory. 

Acting  as  physician  in  a  State  hospital  with  a  specific 
assignment  covering  all  gynecological  work. 

ASSISTANT  PHYSICIAN  (SEEOLOGY) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  serological  tests  on  material  for  the  State  hospitals 
and  to  conduct  research  work  in  serological  subjects 
related  to  mental  disorders. 

Emample: 

Acting  as  physician  in  charge  of  the  serological  division 
of  the  Psychiatric  Institute. 

QVALQICATIONS  — 

ASSISTANT  PHYSICIAN  (PSYCHIATRY) 
ASSISTANT  PHYSICIAN  (GENERAL) 
ASSISTANT  PHYSICIAN  (WOMAN) 

Persons  holding  these  positions  shall  hwve: 

1.  A  certificate  or  license  to  practice  medicine 

issued  by  the  Board  of  Regents  of  the  Uniyersity  of  the 

State  of  New  York. 
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2.  Kot  less  than  one  year  of  experieince  as  a  mem- 
ber of  the  medical  staff  in  a  hospital  for  the  insane;  or 
at  least  one  year  of  experience  as  a  medical  interne  or 
a  member  of  the  staff  of  a  general  hospital  or  a  State 
institution;  or  at  least  two  years  of  ezperience  in  the 
private  practice  of  medicine. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

ASSISTANT  PHYSICIAN  (SEROLOGY) 
Persons  holding  these  positions  shail  have: 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  college  of  recognized  standing. 

2.  Not  less  than  one  year  of  experience  in  a  patho- 
logical laboratory  or  such  other  experience  recognized 
by  the  State  Civil  Service  CcMnmission  as  the  equivalent 
thereof. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

ASSISTANT  PHYSICIAN  (PSYCHIATRY) 
ASSISTANT  PHYSICIAN  (GENERAL) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $1200 
to  $1560,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows:    $1200,  $1320,  $1440,  $1560. 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  part  time  service  of  not  less  than 
eighteen  hours  per  week  is  from  $900  to  $1200,  inclu- 
sive, with  standard  rates  as  follows :  $900,  $960,  $1020, 
$1080,  $1140,  $1200. 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  part  time  service  of  not  less  than 
six  hours  per  week  is  from  $360  to  $480,  inclusive,  with 
standard  salary  rates  as  follows :     $860,  $420,  $480. 
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ASSISTANT  PHYSICIAN  (WOMAN) 

The  range  of  annual  oompensalion  of  this  posi- 
tion in  this  Grade  for  full  time  service  is  from  $1200 
to  $1800,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows:  $1200,  $1320,  $1440,  $1560, 
$1680,  $1800. 

ASSISTANT  PHYSICIAN  (SEROLOGY) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1560  to 
$2160,  inclusive,  with  standard  salary  rates  as  follows : 
$1560,  $1680,  $1800,  $1980,  $2160. 
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OBADB  m  (D  22  m)  Profeuional  o^  Bcim^lU.  Benne. 

TITLES  OF  POSITIONS  —  P*y«ot«»  <^rawp 

PHYSICIAN  (PSYCHIATRY) 

PHYSICIAN  (ASSOCIATE  IN  CLINICAL 
PSYCHIATRY) 

PHYSICIAN  (PATHOLOGY) 

PHYSICIAN  (GENERAL) 

PHYSICIAN  (RHINOLOGIST) 

PHYSICIAN  (OCULIST) 

PHYSICIAN    (EXAMINER,    BUREAU    OF   DE- 
PORTATION) 

DUTIES  — 

PHYSICIAN  (PSYCHIATRY) 
Defmition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  admission  service  or  to  assist  in  one 
of  these  services  in  a  State  hospital  for  the  insane  or  in 
any  other  service  of  the  State  where  the  study  and  treat- 
ment of  mental  conditions  is  involved,  to  examine  and 
treat  patients,  perform  minor  and  major  operations^  to 
supervise  the  work  of  and  lecture  to  nurses  and  attend- 
ants, to  inspect  and  supervise  wards  and  dining-rooms, 
to  perform  incidental  laboratory  work,  to  prescribe  and 
supervise  the  employment  of  patients,  to  conduct  re- 
search work,  under  supervision,  and  to  investigate  prob- 
lems in  psychiatry,  and  to  perform  such  other  related 
duties  of  a  medical  or  administrative  nature  as  may  be 
assigned  in  connection  with  the  medical  administration 
of  an  institution. 

Ewample: 

Acting  as  phyBician  in  charge  of  the  reception  service 
in  a  State  hospital  for  the  insane. 

PHYSICIAN  (ASSOCIATE  IN  CLINICAL  PSY- 
CHIATRY) 
The  duties  of  incumbents  of  these  positions  are  to 
conduct  research  work,  under  supervision,  and  to  investi- 
gate problems  in  psychiatry,  to  take  charge  of  or  assist 
in  one  of  the  services  of  a  State  hospital  for  the  insane, 
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to  examine  and  treat  patients  and  to  perform  Buch  other 
related  duties  of  a  scientific  or  administrative  nature  as 
may  be  assigned. 

Ewample: 

Conducting  research  work  in  clinical  psychiatry. 

PHYSICIAN  (PATHOLOGY) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform  autopsies^  involving  the  making  of  laboratory 
examinations  and  investigations  and  reporting  and  dem- 
onstrating each  case  to  correlate  clinical  facts  and 
anatomical  findings,  discussing  with  the  staff  any  differ- 
ences between  same,  to  give  lectures  and  laboratory  in- 
structions in  pathology  to  the  members  of  the  medical 
staff,  and  to  perform  such  other  duties  in  connection 
with  the  pathological  work  of  a  State  hospital  as  may 
be  assigned. 

Ewample: 

Acting  as  physician  in  charge  of  the  pathological  work 
in  a  State  hospital  for  the  insane. 

PHYSICIAN  (GENERAL) 
Defimtian: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  medical  work  in  a  State  pril^on,  house 
of  refuge,  reformatory  or  other  institution  where  the 
medical  work  is  of  more  than  a  simple  and  routine 
nature,  but  is  not  the  primary  object  of  the  institution, 
or  in  any  service  of  the  State  where  medical  attention 
is  involved,  to  make  medical,  physical  and  mental  exam- 
inations, to  perform  major  and  minor  operations,  to 
supervise  the  work  of  and  lecture  to  nurses  and  attend- 
ants assigned  to  hospital  work,  to  inspect  wards  and 
dining-rooms,  to  perform  incidental  laboratory  work,  to 
supervise  the  employment  of  inmates,  to  make  inspec- 
tions of  sanitary  conditions,  and  to  perform  other  related 
work  in  connection  with  the  medical  care  of  inmates, 
employes  and  officers. 

Bwampls: 

Acting  as  physician  in  charge  of  the  medical  work  in  a 
State  prison. 
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PHYSICIAN  (EHINOLOQIST) 
Defimtion: 

The  duties  of  incumbents  of  these  positions  are  to 
examine  patients  in  State  institutions,  for  nose,  throat 
and  ear  trouble,  to  treat  cases  and  to  perform  minor  and 
major  operations  when  necessary. 

Eaample: 

Acting  as  physician  in  charge  of  nose,  throat  and  ear 
work  in  a  State  reformatory. 

PHYSICIAN  (OCULIST) 
DefifUtian: 

The  duties  of  incumbents  of  these  positions  are  to 
examine  the  eyes  of  patients  in  State  institutions,  to 
treat  cases,  and  to  fit  glasses. 

WsNtmple: 

Acting  as  physician  in  charge  of  the  treatment  of 
the  eyee  of  patients  in. a  State  reformatory. 

PHYSICIAN   (EXAMINER,    BUREAU   OF   DE- 
PORTATION) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  examination  of  reported  insane,  idiotic, 
imbecilic  and  epileptic  immigrants  and  alien  and  non- 
resident insane  in  the  State  hospitals^  and  all  public  and 
private  institutions  and  agencies,  to  assist  in  arranging 
for  their  deportation  and  removal  when  necessary,  and 
to  perform  such  other  related  duties  as  may  be  assigned. 

QITAIIFICATIONS  — 

PHYSICIAN  (PSYCHIATRY) 
PHYSICIAN  (PATHOLOGY) 
PHYSICIAN  (GENERAL) 
PHYSICIAN  (RHINOLOGIST) 
PHYSICIAN  (OCULIST) 

Persons  holding  these  positions  shall  hwoe: 
.  1.  The    minimum    qualifications    prescribed    for 
Grade  n. 

2.  Not  less  than  three  years  of  service  in  Grade  II 
in  the  line  of  work  covered  in  the  position  to  be  filled. 
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or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  the  line 
of  work  covered  in  the  position  to  be  filled  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re* 
quired  by  the  State  Civil  Service  Commission. 

PHYSICIAN  (ASSOCIATE  IN  CLINICAL  PSY- 
CHIATRY) 
Persons  holding  these  positions  shall  have: 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  college  of  recognized  standing. 

2.  Not  less  than  three  years  of  experience  in  the 
clinical  study  of  psychiatry  and  in  addition  such  evi- 
dence of  ability  for  research  as  is  manifested  by  at  least 
one  contribution  to  the  study  of  clinical  psydiiatry. 

8.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

PHYSICIAN    (EXAMINEE,    BUEEAU   OF   DE- 
PORTATION) 
Persons  holding  these  positions  shall  ha/oe: 

1.  A  license  to  practice  medicine  granted  by  the 
Board  of  Regents  of  the  University  of  the  State  of  New 
York. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  five  years  of  experience  in  the  practice 
of  medicine,  three  years  of  which  shall  have  been  ii 
work  of  Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPEHS  ATION  — 

PHYSICIAN  (PSYCHIATRY) 
PHYSICIAN  (PATHOLOGY) 
PHYSICIAN  (GENERAL) 
PHYSICIAN  (RHINOLOGIST) 
PHYSICIAN  (OCULIST) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $1800 
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to  $2160,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows:    $1800,  $1980,  $2160. 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  paH  time  service  of  not  less  than 
eighteen  hours  per  week  is  from  $1560  to  $1800,  inclu- 
sive, with  standard  salary  rates  as  follows:  $1560, 
$1680,  $1800. 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  part  time  service  of  not  less  than 
six  hours  per  week  is  from  $480  to  $540,  inclusive,  with 
standard  salary  rates  as  follows :     $480,  $540. 

SPECIAL  BEOITLATION  OOVEENINO  COMPENSATION  FOB 

OCCASIONAL  SERVICE  — 

For  occasional  service  requiring  less  than  six  hours 
per  week,  special  rates  shall  be  designated,  after  ap- 
praisal, on  an  hourly  basis,  provided  that  the  rate  shall 
not  exceed  $3.00  per  hour  and  the  total  charge  therefor 
shall  not  exceed  $36.00  per  month. 

PHYSICIAN  (ASSOCIATE  IN  CLINICAL  PSY- 
CHIATRY) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1980  to 
$2580,  inclusive,  with  maintenance,  with  standard  sal- 
ary rates  as  follows:     $1980,  $2160,  $2340,  $2580. 

PHYSICIAN  (EXAMINER,  BUREAU  OF  DE- 
PORTATION) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2340  to 
$3300,  inclusive,  with  standard  salary  rates  as  follows: 
$2340,  $2580,  $2820,  $3060,  $3300. 
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G&ADE  IV  (  D  22  IV  )  Profntional  and  Boientific  Servioe 

TITLES  OF  POSITIONS  —         P*****!*  Oroup 

SENIOR  PHYSICIAN  (PSYCHIATEY) 

SENIOR  PHYSICIAN  (GENERAL) 

SENIOR  PHYSICIAN  (SANITARY  SUPER- 
VISOR) 

SENIOR  PHYSICIAN  (MEDICAL  INSPECTOR 
OF  FACTORIES) 

SENIOR  PHYSICIAN  (CHIEF  ASSOCIATE  IN 
NEUROPATHOLOGY) 

SENIOR  PHYSICIAN  (CLINICAL  DIRECTOR 
OF  PSYCHIATRY) 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
WORKMEN'S  COMPENSATION) 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
CIVIL  SERVICE) 

SENIOR  PHYSICIAN  (PATHOLOGY) 

SENIOR  PHYSICIAN  (RESEARCH  MEDICINE 
—  MALIGNANT  DISEASE) 

SENIOR  PHYSICIAN  (RESEARCH  PATHOL- 
OGY—MALIGNANT DISEASE) 

DUTIES  — 

SENIOR  PHYSICIAN  (PSYCHIATRY) 
Definiiion: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  medical  work  of  the  physicians  in  a  State 
hospital  for  the  insane  or  in  any  other  service  of  the 
State  where  the  study  and  treatment  of  mental  condi- 
tions is  involved,  to  conduct  or  assist  in  conducting  the 
staff  meetings  for  the  study  of  patients,  particularly 
new  admissions  and  discharges,  to  supervise  the  care, 
treatment  and  employment  of  patients,  to  supervise  the 
sanitary  condition  of  buildings,  to  employ  and  pass  upon 
the  general  fitness  of  nurses  and  attendants,  to  super- 
vise the  training  of  nurses  and  attendants,  to  perform 
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such  other  related  administrative  duties  as  may  be 
assigned,  and  in  the  absence  of  the  superint^ident  to 
act  in  his  stead. 

SENIOR  PHYSICIAN  (GENERAL) 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  medical  work  in  a  State  prison,  hospital 
or  other  large  institution  in  which  the  medical  care  of 
inmates  is  not  the  primary  object  of  the  institution,  or  in 
any  other  service  of  the  State  where  medical  attention 
of  this  grade  is  required,  to  supervise  the  discipline, 
care,  treatment  and  employment  of  patients^  to  super- 
vise the  sanitary  condition  of  buildings,  to  employ  and 
pass  upon  the  general  fitness  of  employes,  and  in  the 
absence  of  the  superintendent,  to  act  in  his  stead,  to 
make  sanitary  inspections  of  vessels  and  their  cargoes 
and  to  examine  passengers  of  such  vessels  for  the  pre- 
vention of  the  introduction  of  communicable  diseases  at 
the  Port  of  New  York. 

SENIOR     PHYSICIAN     (SANITARY     SUPERr 

VISOR) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
advise  and  assist  local  health  officers^  to  make  sanitary 
surveys,  to  examine  the  registration  of  births  and 
deaths,  to  investigate  contagious  diseases,  epidemics, 
stream  pollution  and  public  water  supplies,  to  establish 
infant  welfare  stations  and  to  make  arrangements  for 
infant  welfare  exhibits,  to  direct  publicity  work  and 
prepare  reports. 

SENIOR  PHYSICIAN  (MEDICAL  INSPECTOR 

OF  FACTORIES) 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  specialized  medical  knowledge,  are  to  make  spe- 
cial investigations  of  conditions  of  work  in  factories 
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and  mercantile  establishments  affecting  the  health,  com- 
fort and  safety  of  persons  employed  therein,  to  make 
physical  examinations  of  employed  children  under  six- 
teen years  of  age  in  order  to  determine  their  fitness  to 
perform  the  work  at  which  they  are  employed  without 
impairment  of  health,  to  make  physical  examinations 
of  adults  employed  in  dangerous  or  injurious  occupa- 
tions, to  prepare  and  deliver  lectures  and  talks  on  indus- 
trial hygiene  to  factory  workers,  medical  students  and 
other  groups,  and  to  perform  such  other  related  duties 
as  may  be  assigned. 

SENIOR  PHYSICIAN  (CHIEF  ASSOCIATE  IN 
NEUROPATHOLOGY) 

Defmitian: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  examination  of  the  autopsy  material 
of  all  State  hospitals,  to  conduct  research  in  and  prepare 
reports  upon  the  pathological  anatomy  of  mental  dis- 
orders, to  give  instruction  in  anatomy  and  pathological 
anatomy  of  the  nervous  system  to  physicians  in  the  State 
hospitals  attending  the  Psychiatric  Institute. 

SENIOR  PHYSICIAN    (CLINICAL  DIRECTOR 
OF  PSYCHIATRY) 

Defimtian: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  all  the  medical  work,  with  particular  reference 
to  the  application  of  scientific  principles,  in  a  large 
State  hospital  for  the  insane,  to  conduct  staff  meetings, 
to  instruct  the  new  members  of  the  staff  in  psychiatry, 
to  prepare  and  be  responsible  for  the  preparation  of 
statistical  cards,  to  supervise  the  care,  treatment  and 
employm^it  of  patients,  to  consult  with  the  superin- 
tendent in  regard  to  the  admission  of  voluntary  patients, 
to  assist  in  the  preparation  of  medical  facts  concerning 
patients  who  are  summoned  to  court,  to  conduct  research 
work  and  make  contributions  to  the  medical  service 
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relative  to  the  cause,  nature  and  treatment  of  mental 
disorders,  and  to  perform  such  other  supervisory  med- 
ical duties  as  may  be  assigned. 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINEI^- 
WORKMEN'S  COMPENSATION) 

Dejinition: 

The  duties  of  incumbents  of  these  positions  are 
to  make  physical  examinations  of  employes  insured 
under  the  Workmen's  Compensation  Act  and  to  report 
on  the  cause,  duration  and  ultimate  result  of  injuries, 
to  examine  claim  papers  and  physicians'  bills,  and  to 
testify  at  public  and  executive  hearings  of  the  Industrial 
Commission  relative  to  claims  for  compensation. 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
CIVIL  SERVICE) 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
conduct  original  and  promotional  medical  examinations, 
to  render  assistance  under  the  supervision  of  the 
Chief  Examiner  to  Municipal  Civil  Service  Commis- 
sions in  conducting  medical  and  physical  examinations 
and  to  assist  in  the  preparation  and  rating  of  papers  in 
or  closely  related  to  the  medical  field. 

SENIOR  PHYSICIAN  (PATHOLOGY) 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform  pathological  work  of  the  highest  order  in  the 
field  of  psychiatry,  to  perform  autopsies  involving  the 
making  of  laboratory  examinations  and  reports  thereon 
in  order  to  correlate  clinical  facts  and  anatomical  find- 
ings, to  giv©  lectures  and  laboraltory  instruction  in 
pathology  to  the  members  of  the  medical  staff,  to  super- 
vise physicians  and  other  employes  assigned  to 
pathological  work,  to  prepare  theses  along  the  lines  of 
psychiatry  for  publication,  and  to  perform  sndi  other 
duties  in  connection  with  the  pathological  worlr  of  a 
State  hospital  as  may  be  assigned. 
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SENIOR  PHYSICIAN  (RESEARCH  MEDICINE 
—MALIGNANT  DISEASE) 

Definition: 

The  duties  of  the  incumbent  of  this  position  which 
involve  supervision  of  assigned  employes,  are  to  inaug- 
urate and  take  charge  of  research  work  in  clinical  medi- 
cine relative  to  malignant  disease,  to  take  charge  of  the 
clinical  work  in  a  hospital  and  the  clinical  laboratory. 

SENIOR  PHYSICIAN    (RESEARCH  PATHOL- 
OGY—MALIGNANT DISEASE) 
Definition: 

The  duties  of  the  incumbent  of  this  position  which 
involve  supervision  of  assigned  employes,  are  to  inaug- 
urate and  take  charge  of  research  work  in  experimental 
pathology  particularly  in  the  study  of  tumors,  including 
microscopic  diagnosis  of  specimens  sent  in  by  physicians 
in  the  State  of  New  York. 

aTJAIIFIC  ATIONS  — 

SENIOR  PHYSICIAN  (PSYCHIATRY) 

SENIOR  PHYSICIAN  (GENERAL) 

SENIOR  PHYSICIAN    (CLINICAL  DIRECTOR 

OF  PSYCHIATRY) 
SENIOR  PHYSICIAN  (PATHOLOGY) 
Persons  holding  these  positions  shall  have: 

1.  The    minimum    qualifications    prescribed    for 

Grade  IIL 

2.  Not  less  than  two  years  of  service  in  Grade  III 
in  the  line  of  work  covered  in  the  position  to  be  filled, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  two  years  of  experience  in  the  line 
of  work  covered  in  the  position  to  be  filled  of  Grade  III 
character  and  standard. 

8.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 


208 

SENIOR  PHYSICIAN  (CHIEF  ASSOCIATE  IN 
NEUROPATHOLOGY) 

Persons  holding  these  positions  shall  have: 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  college  of  recognized  standing. 

2.  Ability  for  research  in  neuropathology  as  is  evi- 
denced by  not  less  than  three  years  of  experience  in  the 
study  of  the  anatomy  and  pathology  of  the  central 
nervous  system. 

3.  Such  additional  qualifications' as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

SENIOR  PHYSICIAN  (SANITARY  SUPERr 
VISOR)* 

SENIOR  PHYSICIAN  (MEDICAL  INSPECTOR 
OF  FACTORIES) 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
WORKMEN'S  COMPENSATION) 

SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
CIVIL  SERVICE) 

Persons  holding  these  positions  shall  have: 

1.  A  certificate  or  license  to  practice  medicine  is- 
sued by  the  Board  of  Regents  of  the  University  of  the 
State  of  New  York,  or  a  degree  of  Doctor  of  Medicine 
granted  by  a  medical  college  of  recognized  standing. 

2.  Not  less  than  three  years  of  experience  in  the 
private  practice  of  medicine  or  at  least  eighteen  months 
of  experience  as  a  member  of  the  medical  staff  in  a 
general  hospital. 

3.  Not  less  than  one  year  of  experience  in  State 
factory  inspection  work,  or  in  public  health,  sanitary, 
or  other  related  inspectional  work,  or  in  medical  exam- 
ination work  for  an  industrial  insurance  company,  or  in 
other  work  of  an  equivalent  character  and  standard. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

*NoTE. —  The  State  Civil  Service  Commission  shall  co-operate  with  the 
Public  Health  Council  in  determining  the  additional  qualifications  of 
"Senior  Physician  (sanitary  inspector)  ". 
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SENIOR  PHYSICIAN  (RESEARCH  MEDICINE 
—MALIGNANT  DISEASE) 

The  person  holding  this  position  shall  have: 

1.  A  degree  of  doctor  of  medicine  granted  by  a 
Medical  College  of  recognized  standing. 

2.  Not  less  than  two  years  of  experience  in  a 
Hospital  of  the  highest  grade. 

3.  Ability  to  inaugurate  and  take  charge  of  re- 
search work  in  clinical  medicine  relative  to  malignant 
disease  with  evidence  of  success  in  this  field  as  recorded 
by  recognized  authorities  imder  whom  he  has  worked. 

4.  A  knowledge  of  French  and  German  siifficient 
to  permit  of  accurate  translation  of  scientific  articles 
relating  to  malignant  disease. 

5.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

QTTAIIFIGATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  A.  degree  of  doctor  of  medicine  granted  by  a 
Medical  College  of  recognized  standing  and  in  addition 
such  preliminary  training  as  is  evidenced  by  a  d^ree 
granted  on  completion  of  a  standard  course  of  instruc- 
tion in  a  college  of  recognized  standing. 

2.  Not  less  than  three  years  of  experience  in  general 
or  experimental  pathology. 

3.  Ability  to  inaugurate  and  take  charge  of  re- 
search work  in  experimental  pathology  with  evidence  of 
success  in  this  field  as  recorded  by  recognized  authorities 
under  whom  he  has  worked. 

4.  A  knowledge  of  French  and  German  sufiicient  to 
permit  of  accurate  translation  of  scientific  articles  re- 
lating to  malignant  disease. 

5.  Such  additional  qualifications  as  may  be  requires* 
bv  the  State  Civil  Service  Commission. 
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COKPEirSATION  — 

SENIOR  PHYSICIAN  (PSYCHIATRY) 

SENIOR  PHYSICIAN  (GENERAL) 

SENIOR  PHYSICIAN    (CLINICAL  DIRECTOR 

OF  PSYCHIATRY) 
SENIOR  PHYSICIAN  (PATHOLOGY) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $2340 
to  $2820,  inclusive^  with  maintenance^  with  standard 
salary  rates  as  follows :    $2340,  $2580,  $2820. 

SPECIAL  BEOULATION  OOVERNINO  SALARY  SATES  OF 

SENIOR  PHYSICIAN  (GENERAL)  AT  HOFF- 
VLAS  AND  SWINBURNE  ISLANDS  — 

Because  of  the  hazardous  conditions  of  employ- 
ment and  independent  administrative  responsibility 
peculiar  to  the  positions  of  Senior  Physician  (Gen- 
eral) the  incumbents  of  which  act  as  chief  medical 
officers  at  Hoffman  and  Swinburne  Islands,  the  range 
of  annual  compensation  of  these  positions  in  this  Grade 
is  from  $2580  to  $3300,  inclusive,  with  maintenance, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060,  $3300. 

SENIOR     PHYSICIAN     (SANITARY     SUPER- 
VISOR) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2820  tc 
$3300,  inclusive,  with  standard  salary  rates  as  follows: 
$2820,  $3060,  $3300. 

SENIOR  PHYSICIAN  (MEDICAL  INSPECTOR 

OF  FACTORIES) 
SENIOR  PHYSICIAN  (MEDICAL  EXAMINER- 
WORKMEN'S  COMPENSATION) 
The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $2340 
to  $2820,  inclusive,  with  standard  salary  rates  as  fol- 
lows:    $2340,  $2580,  $2820. 
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SENIOE  PHYSICIAN  (MEDICAL  EXAMINEE- 
CIVIL  SERVICE) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1980  to 
$2680,  inclusive,  with  standard  salary  rates  as  follows: 
$1980,  $2160,  $2340,  $2580. 

SENIOR  PHYSICIAN  (CHIEF  ASSOCIATE  IN 
NEUROPATHOLOGY) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2580  to 
$3900,  inclusive,  with  standard  salary  rates  as  follows: 
$2580,  $2820,  $3060,  $3300,  $3600,  $3900. 

SENIOR  PHYSICIAN  (RESEARCH  MEDICINE 
—  MALIGNANT  DISEASE) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2340  to 
$3300,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:    $2340,  $2580,  $2820,  $3060,  $3300. 

SENIOR  PHYSICIAN  (RESEARCH  PATHOL- 
OGY—MALIGNANT DISEASE) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3300  to 
$4500,  inclusive,  with  standard  salary  rates  as  follows: 
$3300,  $3600,  $3900,  $4200,  $4500. 
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OBADB  V  (D  22  V) 

^               '  Profestional  and  Sdentifio  Service 

TITLES  OP  POSITIONS PhyHoian  Qrewp 

MEDICAL  SUPEKINTENDENT  (GENERAL) 
MEDICAL  SUPERINTENDENT  (PSYCHIATRY) 
DIRECTOR  OF  PSYCHIATRIC  INSTITUTE 
DIRECTOR  OF   DIVISION    (DEPARTMENT   OF 

HEALTH) 
CHIEF  MEDICAL   INSPECTOR    (QUARANTINE 

—  PORT  OF  NEW  YORK) 
MEDICAL  INSPECTOR  OF  STATE  HOSPITALS 
CHIEF  MEDICAL  INSPECTOR  (INDUSTRIAL) 
CHIEF  MEDICAL  EXAMINER 
CHIEF  MEDICAL  INSPECTOR  (SCHOOLS) 
MEDICAL  SECRETARY  (STATE  BOARD  OF  MED- 
ICAL EXAMINERS) 
DIRECTOR  OF  BUREAU  OF  DEPORTATION 

DITTIES  — 

MEDICAL  SUPERINTENDENT  (GENERAL) 
MEDICAL  SUPERINTENDENT  (PSYCHIATRY) 
Defmition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct,  supervise,  inspect  and  assume  complete  respon- 
sibility for  the  administration  of  all  divisions  of  a  hos- 
pital or  other  institution  in  which  the  medical  care  of 
patients  is  the  primary  object,  and  to  generally  direct 
the  care  and  treatment  of  patients. 

DIRECTOR  OF  PSYCHIATRIC  INSTITUTE 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
conduct  and  direct  research  work  as  to  the  causes,  nature 
and  treatment  of  mental  disorders,  to  correlate  the  medi- 
cal work  of  the  State  hospitals  for  the  insane  by  giving 
instruction  to  the  physicians  of  the  various  hospitals,  to 
conduct  inter-hospital  meetings  for  the  study  of  psychi- 
atric principles  and  to  perform  such  other  duties  of  a 
scientific  nature  as  may  be  prescribed  by  the  State  Hos- 
pital Commission. 
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DIRECTOR  OF  DIVISION  (DEPARTMENT  OF 

HEALTH) 
DefinHion: 

The  duties  of  incumbeiits  of  these  poeitions,  which 
require  specialization  in  medical  work  and  a  high  degree 
of  executive  ability,  are  to  direct,  supervise  and  assume 
complete  responsibility  for  the  work  of  a  primary  divi- 
sion of  the  State  Department  of  Health  not  covered  by 
any  other  Group  specification. 

Ewample: 

Acting  «B  Director  of  the  Bureau  of  Communicable 
DiieaseB. 

CHIEF  MEDICAL  INSPECTOR  (QUARANTINE 

—  PORT  OF  NEW  YORK) 
Defimtion: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  work  of  physicians  at  the  Port  of  New 
York,  in  boarding  and  making  sanitary  inspectiouB  of 
vessels  and  their  cargoes  and  in  examining  passengers 
of  such  vessels  for  the  prevention  of  the  introduction  of 
communicable  diseases  at  the  Port  of  New  York,  to 
visit,  inspect  and  make  reports  upon  the  detention  and 
isolation  hospitals  at  the  Port  of  New  York,  and  to 
perform  such  other  medical  duties  assigned. 

MEDICAL  INSPECTOR  OF  STATE  HOSPITALS 
Defimticn: 

The  duties  of  incumbents  of  these  positions  are  to 
visit  institutions,  both  private  and  public,  where  the 
insane  are  cared  for,  to  inspect  non-licensed  institutions 
in  order  to  determine  whether  they  are  caring  for  the 
insane  and  to  make  reports  thereon  to  the  State  Hos- 
pital Commission,  to  examine  personally  all  new  admis- 
sions in  order  to  determine  whether  they  are  proper 
cases  for  retention,  to  examine  into  and  make  reports 
upon  the  efficiency  of  medical  work,  sanitation,  fire 
protection,  dietary,  clothing  and  bedding  of  patients, 
to  investigate  and  make  reports  upon  all  suicides  and 
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homicides,  suddesi  or  accidental  deaths  and  maj^r  acci 
dents,  and  to  investigate  complainis  anc  see  patients 
who  write  to  the  State  Hospital  Commission  or  to  the 
Governor. 

CHIEF  MEDICAL  INSPECTOR  (INDUSTRIAL) 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  order  of  specialized  knowledge  and  wide 
experience  in  industrial  hygiene  and  sanitation  work, 
and  in  addition  initiative  and  administrative  ability,  are 
to  assume  responsibility  for  the  direction  and  supervision 
of  the  medical  inspectors  of  the  Department  of  Labor,  to 
initiate  and  conduct  important  investigations  into  prob- 
lems concerning  the  protection  of  the  health  and  safety 
of  industrial  employes,  to  direct  the  preparation  of 
reports  and  literature,  setting  forth  the  results  of  such 
investigations,  to  instruct  inspectors  and  other  em- 
ployes of  the  Department  of  Labor  in  industrial  hygiene 
and  sanitation,  and  to  furnish  expert  advice  as  a  basis 
for  executive  action  on  all  matters  relative  to  industrial 
hygiene  and  sanitation. 

CHIEF  MEDICAL  EXAMINER 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
direct  and  assume  complete  responsibility  for  the  ac- 
tivities of  the  Medical  Division  of  the  Workmen's  Com- 
pensation Bureau  of  the  Department  of  Labor,  to  make 
physical  examinations  of  injured  employes  insured 
under  the  provisions  of  the  Workmen's  Compensation 
Act  and  to  render  opinions  to  the  Industrial  Commis- 
sion r^arding  the  cause,  duration  and  ultimate  result 
of  injuries,  to  examine  claim  papers  and  physicians' 
bills,  to  cross-examine  medical  witnesses  at  public  and 
executive  hearings  of  the  Industrial  Conmiission  relative 
to  claims  for  compensation. 
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CHIEF  MEDICAL  INSPECTOR  (SCHOOLS) 
Defmilion: 

The  duties  of  the  incumbent  of  this  position  are  to 
direct  and  assume  responsibility  for  the  medical  inspec- 
tion of  the  schools  under  the  supervision  of  the  De- 
partment of  Education,  to  consult  and  advise  with  medi- 
cal inspectors,  trustees;  district  superintendents  and 
other  school  employes  in  regard  to  such  medical  inspect 
tion,  to  address  meetings  of  physicians,  dentists,  edu- 
cators, nurses  and  others  relative  to  the  medical  inspec- 
tion, and  in  addition  to  supervise  the  general  office 
prooedura 

MEDICAL   SECRETARY    (STATE   BOARD   OF 

MEDICAL  EXAMINERS) 
Defmtion: 

The  duties  of  the  incumbent  of  this  position  are 
to  prepare  questions  for  the  examination  of  candidates, 
applying  for  a  license  to  practice  medicine,  from  lists 
of  questions  submitted  by  members  of  the  State  Board 
of  Medical  Examiners,  to  prepare  reports  upon  exam- 
inations,  to  arrange  hearings  and  appeals  before  the 
State  Board  of  Medical  Examiners,  to  keep  the  records 
and  direct  the  office  procedure,  to  sign  licenses,  to  sub- 
mit papers  to  counsel  and  to  perform  such  other  duties 
as  may  be  assigned  by  the  State  Board  of  Medical 
Examiners. 

DIRECTOR  OF  BUREAU  OF  DEPORTATION 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  assume  complete  responsibility  for,  and 
assist  in,  the  examination  of  all  reported  insane,  idiotic, 
imbecilic  and  epileptic  immigrants  and  alien  and  non- 
resident insaite  in  the  State  hospitals,  and  in  all  other 
public  and  private  institutions  or  agencies,  to  arrange 
for  their  deportation  and  removal  when  necessary,  to 
inspect  and  observe  the  methods  and  facilities  for  ex- 
amining immigrants  for  mental  disease  and  defects  at 
the  port  of  New  York,  and  to  report  thereon,  and  to 
perform  such  other  related  duties  as  may  be  assigned* 
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air ALIFICATI0H8  — 

MEDICAL  SUPERINTENDENT  (PSYCHIATRY) 
MEDICAL  INSPECTOR  OF  STATE  HOSPITALS 
Persons  holdmg  these  positions  shall  have: 

1.  The  miniinum  qualifications  prescribed  for 
Senior  Physician  (Psychiatry)  or  Senior  Physician 
(Clinical  Director  of  Psychiatry)  in  Grade  IV. 

2.  Not  less  than  one  year  of  service  in  Grade  IV 
as  a  Senior  Physician  (Psychiatry)  or  a  Senior  Physi- 
cian (Clinical  Director  of  Psychiatry). 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

DIRECTOR  OF  PSYCHIATRIC  INSTITUTE 

The  person  holding  this  position  shall  have: 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  school  of  recognized  standing. 

2.  Not  less  than  five  years  of  experience  in  clinical 
and  laboratory  study  and  research  in  phychiatry. 

3.  Such  evidence  of  ability  to  direct  the  teaching 
and  research  of  the  Psychiatric  Institute  and  the  corre- 
lation of  medical  work  in  the  State  hospitals  as  is 
manifested  by  contributions  to  the  science  of  psychiatry. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

MEDICAL  SUPERINTENDENT  (GENERAL) 
Person^  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Senior  Physician  (General)  in  Grade  IV,  and  in  addi- 
tion not  less  than  six  months  of  service  in  Grade  IV 
as  a  Senior  Physician  (General) ;  or 

2.  The  minimum  qualifications  prescribed  for 
Physician  (General)  in  Grade  III,  and  in  addition  not 
less  than  five  years  of  service  in  Grade  III  as  a  Physi- 
cian (General). 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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DIRECTOR  OF  DIVISION  (DEPARTMENT  OF 

HEALTH)* 
CHIEF  MEDICAL  INSPECTOR  (INDUSTRIAL) 
CHIEF  MEDICAL  EXAMINER 
CHIEF  MEDICAL  INSPECTOR  (SCHOOLS) 
Persons  holding  these  positions  shall  ha/oe: 

1.  A  certificate  or  license  to  practice  medicine  is- 
sued by  the  Board  of  Regents  of  the  University  of  the 
State  of  New  York,  or  a  degree  of  Doctor  of  Medicine 
granted  by  a  medical  school  of  recognized  standing. 

2.  Not  less  than  five  years  of  experience  in  the 
private  practice  of  medicine,  or  three  years  of  experi- 
ence as  an  interne  or  member  of  the  medical  staff  of 
a  general  hospital. 

3.  At  least  five  years  of  experience  in  the  adminis- 
tration of  public  health  work  or  as  an  industrial  medical 
inspector  in  work  of  Grade  IV  character  and  standard; 
or  in  medical  examination  work  for  an  industrial  insur- 
ance company ;  or  in  inspectional  work  of  an  equivalent 
character. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

MEDICAL    SECRETARY    (STATE   BOARD   OF 
MEDICAL  EXAMINERS) 
The  person  holding  this  position  shall  have: 

1.  A  certificate  or  license  to  practice  medicine- 
issued  by  the  Board  of  Regents  of  the  University  of  the 
State  of  New  York  or  a  degree  of  Doctor  of  Medicine 
from  a  medical  school  of  recognized  standing. 

2.  Not  less  than  three  years  of  experience  in  the 
private  practice  of  medicine  or  two  years  of  experience 
as  ffn  interne  or  member  of  the  medical  staff  of  a  general 
hospital. 

3.  Not  less  than  three  years  of  experience  in  public 
health  work  or  in  medical  work  of  equivalent  character. 

^KoTB. — ^The  State  Civil  Service  GommiBsion  ahaU  co-operate  with  the  Public 
Health  Council  in  determining  the  additional  qualifications  of  "Director  of 
DivUion  (Department  of  Health)." 
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4.  Such  additional  qualifications  as  may  be  required 
by  the  Civil  Service  Commission. 

DIEECTOR  OF  BUEEAU  OF  DEPORTATION 

The  person  holding  this  position  shall  have: 

1.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  school  of  recognized  standing. 

2.  Not  less  than  ten  years  of  experience  in  the 
practice  of  medicine,  at  least  five  years  of  which  shall 
have  been  spent  in  the  care  and  treatment  of  the  insane. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

MEDICAL  SUPERINTENDENT  (GENERAL) 
MEDICAL  SUPERINTENDENT  (PSYCHIATRY) 
DIRECTOR  OF  PSYCHIATRIC  INSTITUTE 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $3600 
to  $5400,  inclusive,  with  full  maintenance,  with  stand- 
ard salary  rates  as  follows:  $3600,  $3900,  $4200, 
$4600,  $4800,  $5100,  $6400. 

MEDICAL  INSPECTOR  OF  STATE  HOSPITALS 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3900  to 
$4800,  inclusive,  with  standard  salary  rates  as  follows : 
$3900,  $4200,  $4500,  $4800. 

DIRECTOR  OF  DIVISION  (DEPARTMENT  OF 

HEALTH) 
CHIEF  MEDICAL  INSPECTOR  (QUARANTINE 

—  PORT  OF  NEW  YORK) 
CHIEF  MEDICAL  INSPECTOR  (INDUSTRIAL) 
CHIEF  MEDICAL  EXAMINER 
CHIEF  MEDICAL  INSPECTOR  (SCHOOLS) 
MEDICAL    SECRETARY    (STATE   BOARD   OF 
MEDICAL  EXAMINERS) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grrade  for  full  time  service  is  from  $3600 
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to  $4800,  inclusive,  with  standard  salary  rates  as  fol- 
lows:    $3600,  $3900,  $4200,  $4500,  $4800. 

DIRECTOR  OF  BUREAU  OF  DEPORTATION 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $4200  to 
$5100,  inclusive,  with  standard  salary  rates  as  follows: 
$4200,  $4500,  $4800,  $5100. 

SPECIAL  BEGULATIOH  GOVEBNING  MADITENAirCE — 
If  residence  or  maintenance  is  allowed,  as  in  the 
case  of  the  Chief  Medical  Inspector  (Quarantine  —  Port 
of  New  York),  the  value  of  such  residence  or  mayite- 
nance  shall  be  deducted  from  the  salary  rate  at  which 
the  position  is  appraised. 

SPECIAL  REGULATION  GOVERNING  SALARY  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade,  except  the  Medical  Super- 
intendent (Psychiatry)  and  Medical  Inspector  of  iState 
Hospitals,  are  conditional  upon  appraisal  under  the 
rules  of  the  State  Civil  Service  Commission,  indicating 
that  the  rates  to  be  designated  do  not  exceed  the  value 
of  the  work  to  be  performed. 

SPECIAL  REGULATION  GOVERNING  SALARY  RATES  OF 

KEDICAL  STTPERINTENDENTS  (PSYCHI- 
ATRY) AND  THE  MEDICAL  INSPECTOR  OF 
STATE  HOSPITALS  — 

Advancement  from  rate  to  rate  within  this  Grade 
for  Medical  Superintendent  (Psychiatry)  and  Medical 
Inspector  of  State  Hospitals,  shall  be  made  upon  the 
completion  of  a  term  of  at  least  one  year  of  satisfactory 
service. 


STATI8TI0IAN  GROUP  (D  23) 

ProfeaHonal  and  Boieni^  Service 
Definition:  Btatietioian  Qrovp 

The  tenn  Statistician  Group  is  used  to  identify  those  author- 
ized employments  of  the  Professional  and  Scientific  Service,  the 
incumbentB  of  which  are  required  to  collect,  collate,  analyze  and 
interpret  numerical  data,  relating  to  economic,  social  or  other 
phenomena,  as  a  basis  for  administrative  guidance  or  regulative 
control. 
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ORADE  I  (D  23  I)  ... 

«vAAL/ja  J.  v*'  M  x;  Professional  and  Scientifio  Service 

TITIE  OF  POSITIONS  —  Statietieian  Otvup 

JUNIOR  STATISTICIAN 
BTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  familiarity  with  statistical  methods  or  actuarial 
formulas,  are  to  collect,  collate,  analyze  and  interpret, 
under  supervision,  numerical  data  relating  to  economic, 
social  or  other  phenomena,  as  a  basis  for  administrative 
guidance  or  regulative  control 

QTTAUEIC  ATI0N8  — 

Persons  holding  these  positions  shaU  ha/oe: 

1.  Such  training  in  economic  or  social  research  and 
in  the  technique  of  statistics  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  on  completion  of  a  stand- 
ard course  of  instruction  including  the  above  branches 
of  study,  in  a  college  of  recognized  standing,  or  proof  of 
other  training  in  economic  or  social  research  and  in  the 
technique  of  statistics  recognized  by  the  State  Civil 
Service  Commission  as  the  equivalent  thereof;  or 

2.  Not  less  than  two  years  of  practical  experience 
in  statistical  methods  and  practice. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFEirSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1560,  inclusive, 
VTith  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560. 
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C^ItADS  n  (D  23  m 

^  '  Professional  and  Soieniifio  Service 

TITLE  OP  POSinOHS  —  Btatiatioian  Group 

STATISTICIAN 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  statistical  units  of  State 
government  and  which  require  ability  to  plan  statistical 
inquiries  and  to  devise  classifications  and  forms  there- 
for, are  to  conduct  independently,  important  statistical 
investigations  and  to  prepare  interpretative  reports 
thereon. 

aUALIFICATIOHS  — 

Persons  holding  these  positions  shall  hoA^e: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

GOMPEnSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2820,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160,  $2340,  $2580,  $2820. 

8FECIAI  BEGULATIOH  GOVESXnBTO  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 
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0&AD£  m  (D  23  TTT> 

^  '  Profe98ional  and  Scientifio  S^rvtoe 

TITLES  OP  POSITIONS—  Statiatioiim  Gr<mp 

OHXEF  STATISTICIAN 

SENIOE  STATISTICIAN 
DITTIES  — 

Definition: 

The  dutieB  of  incumbents  of  these  positions,  which 
require  the  widest  experience  in  statistical  work  and  the 
highest  degree  of  specialized  knowledge  and  skill  in  the 
science  of  statistics,  are  to  assume  complete  responsibilitj 
for  the  control  and  direction  of  the  most  important 
inquiries  of  a  statistical  nature;  to  supervise  large  statis- 
tical units;  or  to  give  critical  and  constructive  statistical 
advice  of  the  highest  order. 

aiJALIPICATIONS  — 

Persons  holding  these  positions  shaU  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  three  years  of  service  in  Ghrade  II, 
or  if  appointed  otherwise  than  by  promotion  from. 
Grade  II,  at  least  four  years  of  experience  in  woi^  of 
Grade  II  character  and  standard. 

3.  Such  additional  quab'fications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

CHIEF  STATISTICIAN 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from*  $3060  to 
$6000,  inclusive,  with  standard  salary  rates  as  follows : 
$3060,  $3300,  $3600,  $3900,  $4200,  $4500,  $4800, 
$6100,  $5400,  $5700,  $6000. 

SENIOR  STATISTICIAN 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  is  from  $3060  to  $3900,  inclusive,  with 
standard  salary  rates  as  follows :  $3060,  $3300,  $3600, 
$3900. 


226 

SPECIAL  BEGULATIOH  GOYESNING  SALABT  SATES  — 

Tho  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  tho  value  of  the  work  to  be  performed. 
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VETERINARIAN  GROUP  (D  24) 

Profe89ional  and  Soieniific  Betvioe 
Definition:  Veterinarian  Group 

The  teorm  Veterinarian  Group  is  used  to  identify  those  author- 
ized employments  of  the  Professional  and  Scientific  Service,  the 
incumbents  of  which  are  required  to  enforce  statutory  or  depart- 
mental  regulation  relative  to  the  detection,  reporting,  suppression 
and  extirpation  of  communicable  diseases  of  domestic  animals,  to 
make  disposition  of  such  animals,  their  hides  and  carcasses  as 
directed,  to  enforce  those  provisions  of  the  law  relating  to  the 
prevention  of  slaughter,  exposure  for  sale,  or  sale  of  immature  or 
unwholesome  meat  or  meat  products,  to  prepare  when  required 
animal  serums,  antitoxins  and  vaccines,  and  to  perform  such  other 
work  of  equivalent  character  and  standard  as  may  be  necessary 
to  the  enforcement  of  statutory  or  departmental  regulation  relative 
thereto. 
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GBADE  I  (D  24  I)  Profesaumal  and  Bdentific  Service 

Veterinarian  Group 

TITLE  OF  POSITIONS  — 

VETERINARIAN  ASSISTANT 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positious  are  to 
take  charge  of  a  farm,  whore  the  horses  are  used  pri- 
marily for  laboratory  purposes,  and  to  perform  pre- 
scribed duties  in  preparing,  treating  and  caring  for 
horses  used  in  antitoxin  procedure. 

Examples : 

Taking  temperatures  of  horses  and  noting  condition. 
Inspecting  horses  with   toxin  or   cultures. 
Bleeding  horses,  separating   antitoxin   plasma   from 
the  clot. 

Sterilising   apparatus. 

Supervising  farm  and  garden  work. 

QVALHTCATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  experience  or  training  in  the  care  and 
treatment  of  horses  as  would  afford  opportunity  to 
become  familiar  with  inoculating  and  bleeding  horses 
and  other  related  technical  procedures. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION- 

The  range  of  annual  compenBation  for  this  Grade 
for  full  time  service  is  from  $900  to  $1260,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $1020, 
$1140,  $1260. 
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OBADE  n  (D  24  n)  Professional  and  Scientific  Service 

Veterinarian  Qroup 

TITIE  OF  POSITIONS  — 

VETERINAKIAN 
DUTIES  — 

Defimition: 

The  duties  of  incumbexits  of  these  positions  are  to 
make  independent  tests  of  live  stock  suspected  of  in- 
fection^  to  appraise^  condemn  and  report  on  diseased 
stock,  in  accordance  with  statutory  or  departmental 
regulation,  to  arrange,  as  directed,  for  the  slaughter  of 
condemned  stock  and  for  the  disposition  of  hides  and 
carcasses,  to  make  postrmortem  examinations  of  animals, 
to  make  investigations  of  other  communicable  diseases 
of  domestic  animals  for  the  purpose  of  detecting,  sup- 
pressing and  extirpating  such  diseases,  to  enforce  those 
provisions  of  the  law  relating  to  the  prevention  of 
slaughter,  exposure  for  sale,  or  sale  of  immature  or  un- 
wholesome meat  or  meat  products,  to  prepare  animal 
serums,  antitoxins  and  vaccines,  and  to  perform  other 
duties  of  equivalent  character  and  standard. 

Bwamples: 

Making  teats  of  cattle  for  tuberculosis. 
Making  tests  of  horses  for  glanders. 
Investigating  cases  or  epidemics  of  foot  and  mouth  dis- 
ease, hog  cholera,  black  leg,  etc. 
Disinfecting  carcasses. 

Vaccinating  animals  exposed  to  communicable  diseases. 
Inoculating  and  bleeding  animals. 
Preparing  blood  specimens  for  laboratory  use. 
Acting  as  assistant  to  the  chief  veterinarian. 
Taking  charge  of  a  section  of  field  work. 

Qir AUFICATIOVS  — 

Persons  holding  these  positions  shaJl  have: 

1.  A  certificate  or  license  to  practice  veterinary 
medicine  or  stxtgenj  issued  by  the  Board  of  Regents  of 
the  University  of  the  State  of  New  York. 

2.  ISTot  less  than  one  year  of  experience  in  the 
practice  of  veterinary  medicine  or  surgery. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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COMPENSAXIOn  — 

The  range  of  aamml  compenBation  of  this  Grad«r 
for  full  time  service  is  from  $1440  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680,  $1800,  $1980,  $2160,  $2340,  $2580. 

The  per  diem  rates  of  compensation  of  this  Grade 
for  temporary  service  are  $7.00  and  $10.00. 

Note. —  The  number  of  yeterinarians  employed  at  $10.00  per  diem  shall  be 
limited  to  ten  per  cent  of  the  total  number  of  yeterinarians  employed  on  a 
per  diem  basis. 

SPECIAL  SEGULATION  GGVEBNING  ADVAHCEHEITC  SAL- 

ABT  BATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
The  last  three  salary  rates^  $2160,  $2340,  $2580,  shall 
be  assigned  only  to  positions  involving  supervisory  or 
independent  responsibility,  the  incumbents  of  which 
shall  perform  the  duties  of  and  shall  receive  the  working 
designation  of  "Assistant  Chief  Veterinarian '*  and 
"District  Supervisor  of  Field  Work." 
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OEADB  m  (D  24  m)  Profe..ionalan4  8oieniip^Ben>ic, 

TITIE  OF  POSITION  —  Veterinarian  Group 

CHIEF  VETERINARIAN 
DUTIES  — 

Definition: 

The  (luties  of  the  incumbent  of  this  position  are 
to  direct;  supervise  and  be  responsible  for  the  work  of 
employes  in  Qrade  II,  to  enforce  statutory  or  depart- 
mental r^ulation  relative  to  the  detection,  control  and 
extirpation  of  communicable  diseases  of  domestic  ani- 
mals, to  prevent  the  slaughter,  exposure  for  sale  or  sale 
of  inmiature  or  unwholesome  meat  or  meat  products, 
and  to  perform  other  duties  of  equivalent  character  and 
standard. 

QUAUFIC  ATIOVS  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  four  years  of  service  in  Grade  II, 
or  if  appointed   otherwise  than  by   promotion   from 

Grade  II,  at  least  five  years  of  experience  in  work  of 
Grade  II  character  and  standard ;  or  at  least  eight  years 
of  experience  in  the  practice  of  veterinary  medicine  or 
surgery. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3300,  inclusive, 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300. 

SPECIAL  BEGULATIOV  GOVEBNINO  ADVAHCEHEITr  SAL- 

ABT  BATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


ZOOLOGIST  GROUP  (D  25) 

Professional  and  Scieniifio  Bervics 
DefinUum:  Zoologist  Oroup 

The  term  2iOologist  Group  is  used  to  identify  those  authorized 
employmeiits  of  the  Professional  and  Scientific  Service,  the  in- 
cumbents of  which  are  required  to  collect  and  study  data  relative 
to  animal  life^  to  classify  specimens,  and  to  supervise  the  prepara- 
tion of  exhibits. 
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GRADE  I  (D  26  I)  ProfeuUmal  o^  Bcim^  Bmvic. 

TTSLt  OP  POSmOVS  —  ZoologiBt  Group 

ASSISTANT  ZOOLOGIST 

DirrzES— 

DefifUHan: 

The  duties  of  mcumbeats  of  tbeee  positions  are  to 
collect,  study  and  classify  specimens  of  animal  life,  to 
direct  the  work  of  preserving  same,  to  supervise  the 
preparation  of  exhibits  for  the  State  museum,  and  to 
perform  such  other,  related  duties  as  may  be  assigned. 

QU AIIPIC ATIOHS  — 

Persona  holding  these  positions  shall  have: 

1.  Such  training  in  zoology  as  is  evidenced  by  a 
degree,  diploma  or  certificate  granted  on  completion  of 
a  standard  course  of  instruction,  including  at  least  two 
years  of  study  in  zoology  in  a  college  of  recognized 
standing;  or  proof  of  other  training  in  zoology  recog- 
nized by  the  State  Civil  Service  Commission  as  the 
equivalent  thereof. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1680,  inclusive, 
VTith  standard  salary  rates  as  follows:  $1080,  $1200, 
$1820,  $1440,  $1560,  $1680. 

SPECIAL  BEOXTLATIOV  GOYEBRIHa  ABVAITCElCEin;  SAL- 

AST  BATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  sService 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 

NoTB. —  At  the  present  time  there  are  no  employee  in  the  State  Civil 
Service,  performing  duties  of  a  higher  character  than  those  covered  in  the 
above  Grade.  Standard  specifications  for  a  higher  grade  or  grades  wiU  be 
prepared  when  the  need  for  same  arises. 


EDUCATIONAL  SERVICE 

(SYMBOL  E) 
Definition: 

The  term  Educational  Service  is  used  to  identify  those  au- 
thorized employments  of  the  State  Government,  the  incimibents  of 
which  are  required  to  give  instruction,  advice  and  information  in 
the  subjects  or  matters  designed  to  stimulate  and  develop  the 
mental  powers,  and  to  administer  the  statutory  provisions  relating 
to  the  regulation  and  control  of  the  State  educational  system. 
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ARTIST  GROUP  (E  1) 

Educational  Service 

Definition:  Artist  Oroup 

The  term  Artist  Group  is  used  to  identify  those  authorized 
emplojnients  of  the  Educatiomal  Service,  the  iucumbenta  of  which 
are  required  to  make  drawings,  paintings  and  wax  or  other  models 
for  study  and  educational  purposes. 
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aBADE  I  (E  1 1) 

^  '  Educational  Service 

TTTLBB  OP  POfirnOHS—  ^"^^^  ^^^ 

ARTIST  (HORTICULTURE) 
ARTIST  (MUSEUM) 

DUTIES  — 

ARTIST  (HORTICULTURE) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  drawings  and  paintings  of  fruits  and  vegetables 
for  text  illustrations  in  publications  of  the  State  Depart- 
ment of  Agriculture,  or  for  exhibition,  and  to  make  wajsc 
or  other  models  of  fruits  and  vegetables. 

EaampleB: 

Making  water  oolor  drawings  of  the  several  stages  of 
the  diseases  of  fruits  and  vegetAbles. 

Making  wax  models  of  diseased  apples,  grapes,  and 
potatoes. 

ARTIST  (MUSEUM) 
Defimtion: 

The  duties  of  incumbents  of  these  positions  are  to 
make  drawings  and  paintings  of  zoological,  archeological, 
entomological  and  fossil  specimens,  maps  and  geologi- 
cal sections  for  text  illustrations  in  publications  of  the 
New  York  State  Museum,  and  to  make  plaster  models 
and  to  restore  specimens  for  exhibition. 

Ewample^: 

Making  wash  drawings  in  black  and  white  for  illus- 
trations from  specimens  of  fossils. 

Making  pen  and  ink  drawings  of  maps,  geological  aee- 
tions. 

Painting  models^  maps  and  soological  specimens  for  ex- 
hibition purposes. 

QUAUFECATIOHS— 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  bj  the 
State  Civil  Service  Commission. 
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coMFEirsAnoir— 

AKTIST  (HORTIOULTUEE) 

The  range  of  aimual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1200  to 
$1680,  inclusive,  with  standard  salary  rates  as  follows: 
$1200,  $1320,  $1440,  $1560,  $1680. 

ARTIST  (MUSEUM) 

The  range  of  aimual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1560  to 
$1980,  inclusive,  with  standard  salary  rates  as  follows: 
$1560,  $1680,  $1800,  $1980. 


INSTRUCTOR  OF  THE  BLIND  GROUP  (E  2) 

Educ<Ui<mal  Service 
Definition:  Instructor  of  tJie  Blind  Qroup 

The  term  Instructor  of  the  Blind  Group  is  used  to  identify 
those  authorized  employments  of  the  Educational  Service,  the 
incumbents  of  which  are  required  to  instruct  the  blind  in  homes 
or  in  workshops,  to  refer  for  treatment  cases  of  eye  ailments  and 
of  blindness,  to  secure  employment  for  the  blind,  and  to  perform 
such  other  duties  as  may  be  necessary  to  the  amelioration  of  the 
condition  of  the  blind  within  the  State. 
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aSADE  I  (B2  I)  Bducatianal  BenAce 

TITLES  OP  POSITIONS  —  Imtrudor  of  the  BUnd  Group 

INSTRUCTOR  OF  THE  BLIND 
DITTIES  — 

Definition: 

The  duties  of  iacumbeats  of  these  positions  are  to 
give  instruction  to  the  blind  locaited  in  homes^  work- 
shops or  elsewhere  in  reading  and  writing  taotile  prints 
and  in  appropriate  handicraft  and  vocational  work,  to 
secure  employment  for  adult  blind,  to  investigate  and 
refer  for  treatment  eye  ailments  and  cases  of  blindness, 
to  secure  admission  of  blind  children  to  schools  and  to 
affiliate  with  and  promote  the  work  of  local  organizations 
for  the  blind. 

QUALIPICATIOnS  — 

Persons  holding  these  positions  shall  have: 

1.  Evidence  of  ability  to  read  and  write  tactile 
prints  and  to  teach  simple  handicraft  and  vocational 
work. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $900,  inclusive, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900. 
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GRADBn(B2n)  Educational  Service 

TULE  OF  POSITIONS—  Instructor  of  the  Blind  Group 

SENIOR  INSTRUCTOR  OF  THE  BLIND 
DXTTIES  — 

DefinUum: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grade  I,  are  to 
investigate  and  report  upon  industrial  processes  adapted 
to  the  instruction  of  the  blind,  to  promote  sales  of  goods 
manufactured  by  the  blind,  and  to  develop  new  fields 
for  blind  instruction  and  industrial  centers,  and  in  addi- 
tion to  visit  isolated  blind  persons,  to  give  instruction 
in  reading  and  writing  tactile  prints,  and  in  appropriate 
trades,  to  secure  employment  for  adult  blind,  and  to  per- 
form other  work  of  equivalent  character  and  standard. 

QUALIFICATIONS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  four  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  four  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFEFSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1320  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1320,  $1440, 
$1560,  $1680,  $1800. 


CURATOR  GROUP  (E  3) 

Eductktianal  Service 
Definition:  Curator  Qroap 

The  term  Curator  Group  is  used  to  identify  those  authorized 

employments  of  the   Educational   Service,   the   incumbents  of 

ivhich  are  required  to  supervise  the  operation  and  equipping  of 

the  State  museum,  to  insure  effective  display  of  the  exhibits  of 

the  same^  and  to  exercise  responsible  car  and  management  of 

the  property  belonging  to  the  State  museums. 

Note. —  Standard  specifications  for  appropriate  grades  within  this  Group 
will  be  established  when  the  scope  and  importance  of  the  museum  activities 
warrant  the  creation  of  positions  for  this  Group. 
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EDUCATIONAL  SPECIALIST  GROUP  (E  4) 

EduccUumdl  Service 
Definition:  Sduoational  Speoialiet  Orowp 

The  term  Educational  Specialist  Group  is  used  to  identify 
those  authorized  employments  of  the  Educational  Servioe,  the 
incumbents  of  which  are  required  to  plan^  direct  and  eupervise 
the  activities  of  the  TJniversity  of  the  Staite  of  New  York  relating 
to  elementary^  secondary,  vocational  and  higher  education,  to 
direct^  supervise  and  study  the  Hegenta  examination  system,  to 
visit  educational  and  other  institutions  of  whatever  grade, 
registered  by,  incorporated  by  or  admitted  to  the  University  of 
the  State  of  New  York,  to  report  upon  the  results  of  such 
visits,  to  standardize  and  apply  the  methods  and  principles  of 
visual  instruction,  to  perform  other  duties  relative  to  the  law 
and  Brents'  rules  governing  the  administration  of  elementary, 
secondary,  vocational  and  higher  education  as  may  be  assigned; 
to  conduct  research  work  in  history  and  to  perform  such  other 
duties  as  might  properly  be  assigned  to  the  State  Historian. 
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GRADE  I  (E  4  I)  E^^ional  Ser^ 

TITIE8  OP  POSITIONS  —  Educational  SpeoialiMt  Group 

EDUCATIONAL  SPECIALIST 

EDUCATIONAL  SPECIALIST  (VISUAL  INSTRUCTION) 
EDUCATIONAL  SPECIALIST 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  highly  specialized  training  in  educational  work, 
are  to  serve  upon  committees  charged  with  the  prepara- 
tion of  courses  of  study  and  of  examinations,  to  visit  and 
inspect  educational  and  other  institutions  subject  to  the 
visitation  of  the  Regents,  to  report  upon  conditions  of 
organization,  administration  and  curricula  of  elemen- 
tary, secondary,  vocational  and  higher  institutions,  and 
to  perform  such  other  related  duties  as  may  be  assigned. 

EaxMnples: 

Serving  as  specialist  in  modern  languages,  involving: 

The  preparation  of  question  papers  in  Regents 
examinations. 

The  rating  of  answer  papers  within  a  special  group. 

The  visitation  and  inspection  of  all  secondary  schools 
in  the  State  in  which  modem  languages  are  taught. 

The  reporting  upon  eonditions  observed. 

The  giving  of  aid  to  teachers  of  modem  languages. 

The  carrying  out  of  the  provisions  of  the  academic 
syllabus. 

Serving  as  specialist  in  agricultural  edueatioii,  involv- 
ing: 

The  preparation  of  courses  of  study. 

The  organization  and  administration  of  fascial  agricul- 
tural schools. 

The  inspection  work  in  such  schools  and  the  agricul- 
tural courses  offered  in  regular  secondary  schools. 

EDUCATIONAL     SPECIALIST     (VISUAL     IN- 
STRUCTION") 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
advise  school  principals,  teachers  and  other  educational 
officials  in  the  mediodB,  principles  and  practice  of  visual 
instruction,  and  to  hold  formal  and  informal  conferences 
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on  the  same,  to  assemble,  prepare  and  loan  collections 
of  lantern  slides,  photographs  and  pictures  for  use  in 
visual  instruction,  to  standardize  works  of  art  for  school 
use,  and  to  perform  other  related  duties  to  further  the 
interest  in  and  practice  of  visual  instruction. 

EaampleM: 

Holding  conferences  on  the  practice  of  visual  instruc- 
tion at  educational  institutions,  teachers'  meetings,  and  pub- 
lic gatherings. 

Determining  the  scope  of  each  collection  of  slides, 
photographs  and  pictures,  preparing  titles,  bibliographies 
and  notes. 

Examining  prints  and  negatives  to  determine  their 
acceptability  and  use. 

Studying  projecting  apparatus  and  giving  advice  as 
to  selection  and  use  of  same. 

Conducting  office  correspondence,  holding  interviews. 

QUALIEICATIONS  — 

EDUCATIONAL  SPECIALIST 

Persons  holding  these  positions  shall  have: 

1.  A  degree,  diploma,  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing. 

2.  Not  less  than  five  years  of  experience  in  teach- 
ing, at  least  half  of  v/hich  shall  have  been,  in  part  at 
least,  in  a  supervisory  capacity  in  schools  not  lower  than 
high  school. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Board  of  Regents  of  the  University 
of  the  State  of  New  York 

EDUCATIONAL     SPECIALIST     (VISUAL     IN- 
STRUCTION) 
The  person  holding  this  position  shall  have: 

1.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing. 

2.  Not  less  than  five  years  of  experience  in  teach- 
ing,  at  least  two  years  of  which  shall  have  been  spent  in 
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teaching  the  principles  and  methods  of  visual  instruc- 
tion, or  in  work  affording  opportunity  to  become  familiar 
with  the  problems  and  methods  of  visual  instruction. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Board  of  Events  of  the  University 
of  the  State  of  New  York. 

COMPENSATION  — 

EDUCATIONAL  SPECIALIST 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $3300,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580,  $2820,  $3060,  $3300. 

EDUCATIONAL  SPECIALIST  (VISUAL  IN- 
STRUCTION) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  is  from  $2580  to  $3300,  inclusive,  with 
standard  salary  rates  as  follows:  $2580,  $2820,  $3060, 
$3300. 

SPECIAL  SEOTJLATION  OOVESNINO  SAIABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, imder  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OBADE  n  (E  4  n)  c,^     ^.     ,  «     . 

TITLES   OP  POSITIONS Educational  BpecialUt  Oroup 

SUPERVISING    EDUCATIONAL    SPECIALIST 

(EXAMINATIONS) 
SUPERVISING    EDUCATIONAL    SPECIALIST 

(VOCATIONAL  INSTRUCTION) 
STATE  HISTORIAN 

DITEIES — 

SUPERVISING    EDUCATIONAL    SPECIALIST 

(EXAMINATIONS) 
SUPERVISING    EDUCATIONAL    SPECIALIST 

(VOCATIONAL  INSTRUCTION) 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grade  I,  are 
to  direct  the  activities  of  a  bureau  or  other  primary  unit 
of  organization  engaged  in  the  study  and  operation  of 
the  Regents  academic  and  professional  examination  sys- 
tem, to  study  the  methods  and  courses  of  instruction  and 
related  lines  of  work  in  those  schools  under  the  juris- 
diction of  the  State  department  charged  with  this  func- 
tion, and  to  administer  and  approve  courses  of  study, 
to  inspect,  study  and  report  on  methods  of  vocational 
instruction  in  schools  organized  for  this  purpose  or  in 
departments  of  other  schools, 

EcfompleM: 

Acting  as  Director  of  the  Division  of  Examinations, 
State  Department  of  Education. 

Acting  as  Director  of  the  Division  of  Agricultural  and 
Industrial  Education,  State  Department  of  Education. 

STATE  HISTORIAN 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  wide  knowledge  of  historical  research  methods 
and  familiarity  with  State  history,  are  to  conduct  re- 
fiearch  work  in  history,  to  study  historical  manuscripts, 
to  edit  State  historical  publications,  to  prepare  and 
deliver  addresses  on  historical  subjects^  and  to  perform 
other  related  duties. 
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QTJALIFICATIOirS  — 

SUPERVISING    EDUCATIONAL    SPECIALIST 

(EXAMINATIONS) 
SUPERVISING    EDUCATIONAL    SPECIALIST 

(VOCATIONAL  INSTRUCTION) 

Persons  holding  these  positions  shall  have: 

1.  The    minimum    qualifications    prescribed    for 

Grade  I. 

2.  Not  less  than  five  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  five  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Board  of  Regents  of  the  University 
of  the  State  of  New  York. 

STATE  HISTORIAN 

The  person  holding  this  position  shall  have: 

1.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing. 

2.  Not  less  than  five  years  of  experience  in  teach- 
ing history,  three  years  of  which  shall  have  been  spent 
in  teaching  American  history;  or 

3.  Not  less  than  two  years  of  experience  in  teadi- 
ing  history  and  in  addition  three  years  of  graduate  or 
research  work  in  American  history. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Board  of  Regents  of  the  University 
of  the  State  of  New  York. 


258 

« 

CM)]IPEN8ATI0H  — 

SUPERVISING    EDUCATIONAL    SPECIALIST 

(EXAMINATIONS) 
SUPERVISING    EDUCATIONAL    SPECIALIST 

(VOCATIONAL  INSTRUCTION) 
STATE  HISTORIAN 

The  range  of  annual  compensation  of  tihis  Grade 
ior  full  time  service  is  from  $3600  to  $4800,  indusive, 
with  standard  salary  rates  as  follows:  $3600,  $3000, 
$4200,  $4500,  $4800. 

SPECIAL  SEQUIATION  OOYEBiriNO  SALABY  AATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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GEADB  m  (B  4  m)  Bducaiianal  Bennce 

TITLES  OF  POSITIONS—  Eduoatumal  Bpecialiat  Group 

DIRECTOR  ELEMENTARY  EDUCATION 
DIRECTOR  SECONDARY  EDUCATION 
DIRECTOR  HIGHER  EDUCATION 
DUTIES— 

DIRECTOR  ELEMENTARY  EDUCATION 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
plan^  direct  and  supervise  those  activities  of  the  State 
Department  of  Education  which  relate  to  elementary 
education. 

EaampleM: 

Generally  superriBmg  and  directing  all  matters  per- 
taining to  elementary  education  in  the  public  schoola  and 
in  normal  schools. 

Taking  charge  of  the  investigation  and  study  of  prob- 
lems of  elementary  education. 

Preparing  syllabi  and  articles  on  elementary  education. 

Directing  the  work  of  district  superintendents. 

DIRECTOR  SECONDARY  EDUCATION 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
plan,  direct  and  supervise  those  activities  of  the  State 
Department  of  Education  which  relate  to  secondary  edu- 
cation. 

Ecfomples: 

Supervising  applications  from  schools  for  inoorporatiML 
Supervising  applications  from  students  for  registration 
and  admission  to  examinations. 

Administering  the  university  scholarship  law. 
Supervising  the  State  Ck>llege  For  Teachers. 

DIRECTOR  HIGHER  EDUCATION 
Defimtion: 

The  duties  of  the  incumbent  of  this  position  are  to 
plan,  direct  and  supervise  those  activities  of  the  State 
Department  of  Education  which  relate  to  higher  educa- 
tion. 

^  EoampleB: 

Supervising  and  controlling  the  standards  of  uni- 
versitiesy  colleges,  professional  and  technical  schools  in 
New  York  State. 
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Administerhig  those  proyisioiis  of  tlie  eduoational  law 
relative  to  the  practice  of  medicine,  law,  dentietry,  pharmacy, 
nurse  training,  chiropody,  certified  piiblic  accounting,  certi- 
fied shorthand  reporting,  optometry. 

aUALIEICATIOirS  — 

Persons  holding  these  positions  shall  ha/ue: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Conmussion  acting  in  co-operation 
with  the  Board  of  Regents  of  the  University  of  the 
State,  of  New  York. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $5100  to  $5700,  inclusive, 
with  standard  salary  rates  as  follows:  $5100,  $5400, 
$5700. 

SPECIAL  SEOTJLATION  OOVEBNINO  SALARY  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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HEALTH  LECTURER  GROUP  (E  5) 

Educational  Service 
Definition:  Beolth  Lecturer  Group 

The  term  Health  Lecturer  Group  is  used  to  identify  those 
authorized  employments  of  the  Educational  Service,  the  incum- 
bents of  which  are  required  to  give  prescribed  lectures  and  talks 
on  health,  sanitation  and  related  subjects  as  directed,  in  schools 
and  other  places  where  such  service  is  not  otherwise  provided  for. 
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QRADE  I  (E  6  I) 

-„  ««««_,«««  Educational  Service 

TITLE  OP  POSITIONS  -     -^.^  ^ .  ^  ^  ^^^^^^  jr^,^^  G^^p 

HEALTH  LECTURER 
DITTIES— 

Definiti4>n: 

The  duties  of  the  incmubents  of  these  positions  are 
to  give  prescribed  lectures  and  talks  on  health,  sanitation 
and  related  subjects  as  directed,  in  schools  and  other 
places  where  such  service  is  not  otherwise  provided  for. 

QUAUPICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  qualifications  as  may  be  required  by  the 

State  Civil  Service  Commission  acting  in  co-operation 

with  the  State  department  concerned. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service*  is  from  $960  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1080, 
$1200,  $1320,  $1440,  $1560. 

SPECIAL  SEOULATION  007ERNINO  SALABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 

*  The  scholaBtic  year  of  ten  months  represents  fuU  time  sendee. 


INSTITUTION  TEAOBER  AND  LEOTURER  QROUP 

(E6) 

BdiuMtumal  Service 
Definition:  InMtitwtion  Teacher  and  Lecturer  Cfroup 

The  Institution  Teacher  and  Lecturer  Group  is  used  to 
identify  those  authorized  employments  of  the  Educational  Service^ 
the  incumbents  of  which  are  required  to  direct  and  supervise  the 
educational  and  vocational  work  of  a  State  charitable  or  penal  in- 
stitution or  reformatory  not  covered  in  any  other  Group  specifica- 
tion,  to  teach  prescribed  subjects  or  courses  as  directed^  and  to  per- 
form as  incidental  to  the  above,  necessary  custodial  and  other 
related  duties ;  to  give  regular  lectures  at  a  State  charitable  insti- 
tution or  reformatory  on  prescribed  subjects  at  such  times  as  may 
be  directed  by  the  Board  of  Managers  of  such  institution. 
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QBADE  I  (E  6  I)  Educational  Bervioe 

TITLES  OF  POSITIOHS InttitutUm  Teacher  and  Lecturer  Group 

TEACHER  (KINDERGARTEN) 
TEACHER  (GRADES) 
TEACHER  (HIGH  SCHOOL) 
TEACHER  (COMMERCIAL  SUBJECTS) 
TEACHER  (HOUSEHOLD  ARTS) 
TEACHER  (DRAWING) 
TEACHER  (MUSIC) 
TEACHER  (PIANO  TUNING) 
LECTURER  (INSTITUTION) 

DITTIES  — 

TEACHER  (KINDERGARTEN) 
TEACHER  (GRADES) 
TEACHER  (HIGH  SCHOOL) 
TEACHER  (COMMERCIAL  SUBJECTS) 
TEACHER  (HOUSEHOLD  ARTS) 
TEACHER  (DRAWING) 
TEACHER  (MUSIC) 
TEACHER  (PIANO  TUNING) 
DefirUiion: 

The  duties  of  incumbeats  of  these  positions,  which 
are  performed  under  supermion,  are  to  give  fonnal 
claafr-room.  or  other  instruction,  and  training  to  inmates 
of  State  charitable  institutions  or  reformatories  in  pre- 
scribed subjects  or  courses  covered  in  the  position,  to 
be  filled,  not  included  in  any  other  Group  specifica- 
tion, and  to  perform,  as  incidental  to  the  above^  such 
necessary  custodial  and  other  related  duties  as  may  be 
assigned. 

LECTURER  (INSTITUTION) 
Definiiion: 

The  duties  of  incumbents  of  these  positions  are  to 
give  lectures  to  inmates  of  State  charitable  institutions 
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or  reformatories  on  prescribed  subjects  at  such  times 
as  directed  by  the  Board  of  Managers  of  the  institution. 

Ewample: 

Givioff  lectures  on  economics,  ciTics,  current  topics,  and 
American  history,  at  the  New  York  State  Reformatory. 

QUAUFICATIVIIS  — 

TEACHER  (KINDERGARTEN)  . 
TEACHER  (GRADES) 
TEACHER  (HIGH  SCHOOL) 
TEACHER  (COMMERCIAL  SUBJECTS) 
TEACHER  (HOUSEHOLD  ARTS) 
TEACHER  (DRAWING) 
TEACHER  (MUSIC) 
TEACHER  (PIANO  TUNING) 

Persons  holding  these  positions  shall  have: 

1.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
or  normal  sehool  of  recognized  standing ;  or 

2.  Suxdi  training  in  piano,  piano  tuning,  household 
arts^  kindergarteoi  work  or  in  the  subject  or  subjects 
covered  in  the  position  to  be  filled,  as  is  evidenced  by  a 
degree,  diploma  or  certificate  from  a  college,  normal 
school  or  other  institution  of  recognized  standing  granted 
on  completion  of  a  standard  course  of  instruction  or 

training  in  such  subject  or  subjects;  or 

3.  A  certificate  to  teach  granted  by  the  Board  of 
Regents  of  the  University  of  the  State  of  New  York. 

4.  Not  less  than  one  year  of  experience  in  teach- 
ing the  subject  or  subjects  covered  in  the  position  to  be 
filled. 

5.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

LECTURER  (INSTITUTION) 

Persons  holding  these  positions  shall  ha/oe: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 
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COMFEiraATIOH  — 

TEACHER  (KINDERGAETEN) 

TEACHER  (GRADES) 

TEACHER  (HIGH  SCHOOL) 

TEACHER  (COMMERCIAL  SUBJECTS) 

TEACHER  (HOUSEHOLD  ARTS) 

TEACHER  (DRAWING) 

TEACHER  (MUSIC) 

TEACHER  (PIANO  TUNING) 

The  range  of  annual  compensation  of  these  positions 

in  this  Grade  for  full  time  service*  is  from  $480  to 

$900,  inclusive,  with  maintenance,  with  standard  salary 

rates  as  follows:    $480,  $540,  $600,  $660,  $720,  $780, 

$840,  $900. 

*KoTE. —  The  scholastic  year  of  eleven  months  repre- 
sents full  time  service. 

LECTURER  (INSTITUTION) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  part  time  service  of  not  less  than  three 
days  per  week  is  from  $360  to  $600,  inclusive,  with 
standard  salary  rates  as  follows:  $360,  $420,  $480, 
$540,  $600. 

SPECIAL  SEOULATION  OOVESNIHO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, imder  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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Q2ADE  n  (E  6  n)  Educational  Service 

TITLE  OP  POSITIONS Inatitution  Teacher  and  Lecturer  Oroup 

HEAD  TEACHER 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  chai^  of  the  scholastic  and  vocational  instruction 
or  training  and  other  educational  work  not  covered  in 

any  other  Group  definition  at  a  State  charitable  or  penal 
institution  or  reformatory,  to  direct,  supervise  and  in- 
struct employes  in  Grade  I,  to  prepare  or  assist  in  the 
preparation  of  courses  of  instruction,  to  supervise  the 
institution  library  and  publications  issued  by  inmates, 
and  to  perform  such  other  administrative  duties  relative 
to  the  educational  and  vocational  work  of  a  State  charita- 
ble  institution  or  reformatory  as  may  be  assigned. 

QUAUPICATIOnS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPERSATIOn  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service*  is  from  $1080  to  $1560,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows  : 
$1080,  $1200,  $1320,  $1440,  $1560. 

*  NoTB. —  Head  teachers  are  required  to  spend  the  entire  year,  exclusive  of 
the  Tftcation  allowed  all  employes,  at  the  institution. 
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SPECIAL  SEOULATION  OOVEBNINO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  npon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  p^ormed. 


LIBRARIAN  GROUP  (E  7) 

Eduoaticnal  Service 
Definition:  Librarian  Group 

The  term  Librarian  3ioiip  is  used  to  identify  those  author- 
ized employments  of  the  Educational  Service,  Ihe  incumbents  of 
which  are  required  to  buy,  examine,  annotate,  classify,  calendar, 
catalog,  file,  loan  and  preserve  books,  manuscripts,  documents  and 
other  library  materials,  to  organize,  interpret  and  administer  such 
materials  for  reference  use,  to  organize  new  and  reorganize  old 
libraries,  to  assist  directors  of  school  and  public  libraries  in  the 
management  of  such  libraries,  to  instruct  in  all  branches  of  library 
procedure  and  methods,  and  to  perform  other  duties  relative  to  the 
administration  of  the  New  York  State  Library,  the  State  Library 
School  and  allied  activities. 
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0EADBI(B7I)  Ed^iumalBen^ 

TITLE  OP  POSITIONS  —  Wtmrkm  Qfxm? 

LIBKARY  ASSISTANT 

DxrriES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  duties  in  the  buying,  ex- 
amining, annotating,  classifying,  cataloging,  filing  and 
loaning  of  books,  documents  and  other  library  materials, 
and  to  perform  other  related  duties  not  requiring  a  high 
degree  of  specialized  library  training. 

Ewamplet: 

Acting  «s  reference  assistant  in  charge  of  periodieil 
roosL 

Examining  and  annotating  new  books. 
Preparing  lists  of  books  on  special  subjects. 

QUAUPICATIONS  — 

Persons  holding  these  positions  shall  hc/ve: 

1.  Not  lees  than  one  year  of  formal  training  for 
library  work  or  proof  of  other  training  or  experience 
recognized  by  the  State  Civil  Service  Commission  as 
the  equivalent  thereof. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $780,  inclusive, 
with  standard  salary  rates  as  follows:  $600,  $660, 
$720,  $780. 
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QBADBn(B7n)  Educational  Service 

TITLE  OP  POSITIOira—  Librarian  Group 

JUNIOR  LIBRARIAN 
DUTIES  — 

Definition: 

The  duties  of  incumfbents  of  these  positions  are  to 
perform  independently  duties  in  the  buying,  examining, 
annotating,  classifying,  cataloging,  filing,  reference  use 
and  loaning  of  books,  documents  and  other  library  mate- 
rials, and  to  perform  related  duties  requiring  specialized 
knowledge  of  literature  or  languages  and  considerable 
library  training. 

EwampUe: 

'  Acting  aa  indexer. 
Aeiiiig  as  reference  assistant. 

Acting  as  assistant  in  the  division  of  educational  ex- 
tension. 

Acting  as  assistant  in  the  book  selection  section. 

QUALIFICATI0:i7S  — 

Persons  holding  these  positions  shall  hcwe: 

1.  The  minimum  qualificatians  prescribed  for 
Grade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  one  year  of  experience  in  work  of  Grade  I  char^ 
acter  and  standard. 

3.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing,  unless  this  requirement  be 
waived  by  the  appointing  officer  and  the  State  Civil 
Service  Commission. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COXPEFBATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1200. 
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QRADE  m  (E  7  m)  Educational  Service 

TITIES  OP  POSITIOira—  Librarian  Group 

LIBRAJRIAN 

ASSISTANT  ARCHIVIST 
DITTIES  — 

LIBRARIAN 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grades  I  and  II, 
are  to  direct  the  activities  of  branch  libraries^  to  act  as 
instructor  in  library  methods  and  procedure  in  the 
library  school,  to  organize  new  and  reorganize  old  libra- 
ries, and  to  perform  independently  other  duties  in  gen- 
eral library  work  requiring  a  high  degree  of  training  in 
library  technique,  knowledge  of  literature  and  languages, 
and  a  specialized  knowledge  of  and  experience  in  the 
particular  duties  covered  in  the  position  to  be  filled. 

EoBomplea: 

Acting  as  medical  librarian,  State  Library. 

Acting  as  libirarian  for  the  blind.  State  Library. 

Giving  courses  in  the  State  Library  Scfao(4  in  classi- 
ftcation,  subject  headings,  cataloging  and  loan  work. 

Acting  as  subject  cataloguer  in  the  State  Library. 

Acting  as  assistant  to  the  director  of  the  State 
Library. 

Acting  as  head  of  the  book  selection  aecticm  of  the 
State  Library. 

Acting  as  library  organizer. 

ASSISTANT  ARCHIVIST 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
keep  in  cuistody,  classify,  index,  catalog,  calendar  and 
preserve  the  manuscripts,  documents,  maps  and  other 
records  to  be  placed  in  the  archives  of  the  New  York 
State  Library,  to  conduct  the  less  important  research 
and  reference  work  in  connection  with  the  same,  and  to 
perform  such  other  related  work  as  may  be  assigned. 
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Restoring  old  manuscripts. 

Arranging  and  preparing  series  of  manuscripts  for 
binding. 

Performing  reference  woric  eUJier  in  person  or  by  cor- 
respondence. 

Photostating    records,    documents,    maps,    drawings, 
manuscripts,  etc. 

Collecting  and  copying  Dutch  records. 

QVAUFICATIOVS  — 

LIBRARIAN 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  n. 

2.  Not  less  than  one  year  of  service  in  Grade  II.  or 
if  appointed  otherwise  than  by  promotion  from  Grade  11^ 
at  least  one  year  of  experience  in  work  of  Grade  II  char- 
acter and  standard. 

8.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

ASSISTANT  ARCHIVIST 

Persons  holding  these  positions  shall  ha/ve: 

1.  Not  less  than  one  year  of  training  or  experience 
in  general  library  work,  and  in  addition  at  least  two 
years  of  experience  in  the  care,  organization  and  use  of 
manuscripts. 

2.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

GOMPENBATIOH  — 

The  range  of  annual  compensation  of  this  Grade 

for  full  time  service  is  from  $1820  to  $1980,  inclusive, 
with  standard  salary  rates  as  follows:  $1820,  $1440, 
$1560,  $1680,  $1800,  $1980. 
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SPECIAL  BEOULATION  OOVESNINO  SALABT  BATES— 

The  entrance  and  other  salary  rates  of  positionB 
classified  within  this  Grade  are  conditional  upon  ap- 
praisaly  under  the  rules  of  the  State  Civil  Service  Com- 
mission^ indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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GRADE  IV  (E  7  IV)  EducaiionaX  Service 

TITLES  or  POSmOHB—  Librarian  Oroup 

SENIOR  LIBRARIAN 
ARCHIVIST 
DUTIES— 

SENIOR  LIBRARIAN 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grades  I,  II 
and  III,  are  to  direct  and  assume  responsibility  for  the 
activities  of  the  more  important  units  of  organization  or 
sections  of  the  State  library,  and  to  perform  independ- 
ently other  duties  requiring  the  highest  degree  of  train- 
ing and  specialized  knowledge  of  library  procedure  and 
technique. 

Eaamplet: 

Acting  as  law  Ubrarlan,  State  Ubrary. 

Acting  as  legislative  reference  librarian,  State  Library. 

Acting  as  reference  librarian.  State  Ubrary. 

Acting  aa  chief  of  the  diyision  of  school  Ubraries,  State 
Education  Department. 

Acting  ae  chief  of  the  division  of  library  extension. 
State  Education  Department. 

Acting  as  book  purchaser  of  the  State  library. 

Acting  as  head  of  the  cataloguing  section,  State  library. 

ARCHIVIST 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  wide  knowledge  of  languages  and  history,  con- 
siderable training  in  bibliography  and  in  the  proper 
methods  for  the  care,  organization  and  use  of  manu- 
eoripts,  are  to  direct  the  collecting,  classifying,  filing  and 
preserving  of  the  manuscripts,  documents,  maps  and 
other  records  to  be  placed  in  the  archives  of  the  JSew 
York  State  Library,  to  conduct  the  more  difficult  re- 
search and  reference  work  relative  thereto,  and  to  peiv 
form  other  related  duties. 

Bwamplea: 

Translating  and  editing  Dutch  records  and  manuscripts. 
Conducting  research  work  in  connection  with  historical 
Inqiuiriea. 
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aiTALIFICATIOirS  — 

SENIOR  LIBRARIAN 

Persane  holding  these  poeiiions  shall  have: 

1.  The  minimmti  qualifications  prescribed  for 
Librarian,  Grade  IIL 

2.  Not  less  than  two  years  of  service  as  a  Librarian 
in  Grade  III,  or  if  appointed  otherwise  than  by  promo- 
tion from  Grade  III,  at  least  two  years  of  experience  in 
work  of  Librarian,  Grade  III,  charaeter  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

ARCHIVIST 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Assistant  Archivist,  Grade  III. 

2.  Not  less  than  three  years  of  servixje  as  an  Assist- 
ant Archivist  in  Grade  III,  or  if  appointed  otherwise 
than  by  promotioii  fr^m  Grade  III,  at  least  four  years 
of  service  in  work  of  AssiBtant  Archivist,  Grade  III, 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  tibe  State  Civil  Servi<)e  CommiaBion. 

COKPENBATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2160  to  $2820,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2680,  $2820. 

SFECIAL  BEOULiknOir  aO¥fi£NIHO  B&L4KT  EATES  — 
The  entrttnoe  and  otiier  salaiy  xates  of  positions 
olassified  within  this  Grade  are  oonditioiial  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  ecnseed  the  vahoe  of  tiue  work  to  be  performed. 
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OSADE  V  (E  7  V) 

^  ^  Educatumal  Service 

TITIiE  OP  POSITION—  Librarian  Group 

DIEEOTOE,  NEW  YOEK  STATE  LIBEAEY 

DUTIES— 

Defimtion: 

The  duties  of  the  incumbent  of  this  position  are  to 
direct  and  assume  complete  responsibility  for  the  activi- 
ties of  the  New  York  State  Library,  the  State  Library 
School,  and  such  other  related  imits  of  organization  as 
may  be  required. 

QUAIIPICATIOirS- 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Senior  Librarian,  Grade  IV. 

2.  Not  less  than  five  years  of  service  as  Senior 
Librarian  in  Grade  IV  or  if  appointed  otherwise  than 
by  promotion  from  Grade  IV,  at  least  five  years  of  ex- 
perience in  work  of  Senior  Librarian,  Grade  IV  char- 
acter and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEHBATIOlSr- 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  sendee  is  from  $5100  to  $5700,  inclusive, 
with  standard  salary  rates  as  follows:  $5100,  $5400, 
$5700. 

SPECIAL  SEOTTULTION  OOVEKNINO    8ALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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REQENTS  EXAimVER  QROUP  (E  8) 

Eduoaiional  8ervio€ 
Definition:  RegenU  Ewammer  Group 

The  term  Regents  Examiner  Group  is  used  to  identify  those 
authorized  employments  of  the  Educational  Service,  the  incumb- 
ents of  which  are  required  to  prepare  question  papers,  to  conduct 
examinations,  to  rate  answer  papers  and  to  perform  such  other 
related  work  as  may  be  required  in  the  administration  of  the 
Regents  examination  system. 
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ORADE  I  (E  8  I)  Educational  Service 

TITLE  OP  POSITIONS—  Regenta  Examiner  Group 

REGENTS  EXAMINER 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 

prepare  question  papers  used  in  Regents  examinations 

and  in  other  examinations  conducted  by  the  University 

of  the  State  of  New  York,  to  rate  answer  papers  of  such 

examinations,  to  record  the  results  of  such  examinations, 

to  issue  credentials  therefor,  and  to  perform  such  other 

related  work  as  may  be  assigned. 

Bwamplee: 

Preparing  question  papers  for  the  Cornell  University 
scholarship  examination,  for  the  State  teachers  examination, 
for  training  class  and  training  school  examinations  or  for 
Regents  examinatioas. 

ftTTAiirrcATioire— 

Persons  holding  these  positions  shall  have: 

1.  A  d^ree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing. 

2.  Not  less  than  three  years  of  experience  in  teach- 
ing the  subject  or  subjects  covered  in  the  position  to  be 
filled  in  a  secondary  school  or  schools  approved  by  the 
Board  of  Regents  of  the  University  of  the  State  of  New 
York. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Board  of  Regents  of  the  University 
of  the  State  of  New  York. 

COHPEirSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1320,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1020, 
$1080,  $1200,  $1320. 
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GEADE  n  (E  8  n)  Ed^tional  Service 

TITLES  OF  POSITIONS  —  *^^^*'  Examiner  Group 

SEmOK  REGENTS  EXAMINER 
SENIOR  REGENTS  EXAMINER  (EDITOR) 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  in  Grade  I,  and 
the  editing  of  Regents  examination  questions,  requiring 
highly  specialized  knowledge  and  training,  are  to  pre- 
pare questions,  conduct  examinations  and  rate  papers 
for  Regents  credentials  on  lectural  and  advanced  sub- 
jects, and  to  perform  other  services  of  similar  character 
and  standard. 

Baamplea: 

Criticising  question  papers  prepared  by  examiners. 

Bating  papers  in  college  graduate  and  teachers'  sub- 
jects. 

Conducting  teachers'  and  professional  examinations. 

Supervision  of  clerical  work  relating  to  issuance  of 
academic  credentials. 

Conducting  correspondence  with  superintendents  and 
principles  concerning  Regents  examinations. 

Conduct  the  examinations  for  licenses  to  practice  the 
several  professions  in  the  State  of  New  York. 

Berating  papers  on  appeal  and  reporting  on  same. 

Editing  questions  in  the  several  subjects  given  in  the 
Regents  examinations. 

QUAUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co-op- 
eration with  the  Board  of  Regents  of  the  University  of 
the  State  of  New  York. 
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COHFEirSATIOll  — 

The  range  of  annual  compensation  of  this  Grad^ 
for  full  time  service  is  from  $1440  to  $1800,  inclusiTe, 
vith  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680,  $1800. 


TEACHES  AND  LECTURER  QROUP*  (E  9) 

Educational  Service 
Definition:  Teacher  and  Lecturer  Qroup 

The  term  Teacher  and  Lecturer  Group  is  used  to  identify 
those  authorized  employments  of  the  Educational  Service,  the  in- 
cumbents of  which  are  required  to  take  charge  of  the  educational, 
professional  and  vocational  work,  and  to  teach  or  lecture  on  pre- 
scribed subjects  and  courses,  at  those  schools  and  colleges  subject 
to  control  and  regulation  by  the  Board  of  Eegents  of  the  Univer- 
sity of  the  State  of  New  York,  and  to  perform  such  other  related 
duties  as  may  be  necessary  to  the  supervision  and  operation  of  the 
educational  system  at  such  schools  and.  colleges. 

*N0T1L — Standard  specifications  for  the  several  grades  of  tiiis  group  will 
be  prepared  when  an  institution  of  learning  is  placed  under  the  direct  control 
of  the  Board  of  Regents  and  the  President  of  the  University  of  the  State  of 
New  York. 
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PUBLICITY  SPECULIST  QROUP  (E  10) 

EdttoatiotuU  Service 
Definition:  Publicity  BpedaUst  Oroup 

The  term  Publicity  Specialist  Group  is  used  to  identify  those 
authorised  employmeuts  of  the  Educatiooftl  Service^  the  incum- 
bents  of  which  fUPe  required  to  direct  and  aaerume  responsibility 
for  and  to  carry  on  the  publicity  and  educational  work  of  a  State 
department,  in  which  suoh  work  is  not  otherwise  provided  for  and 
to  perform  other  related  duties  in  promoting  the  interests  of  such 
department  through  publicity  and  educational  propaganda. 
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OSADE  I  (E  10  I) 


Educational  Service 
TITLE  OP  POSITIONS Publicity  BpeciaUet  Group 

PUBLICITY  SPECIALIST 
DITTIES  — 

Definition: 

The  duties  of  the  incumbents  of  these  positions  are 
to  prepare  or  assist  in  the  preparation  of  departmental 
bulletins  and  other  literature;  to  supervise  and  be  re- 
sponsible for  proofreading  and  editorial  revision  of  the 
same;  to  conduct  publicity  and  educational  campaigns 
where  such  work  is  not  otherwise  provided  for;  to  direct 
departmental  exhibit  work  and  to  perform  such  other 
related  duties  as  may  be  required. 

Bwamplea: 

Preparing  Btatements  for  the  presB. 

Supervising  or  assisting  in  the  editorial  revision  of  de- 
partmental literature. 

Designing  and  supervising  the  loan  of  departmental 
exhibits  and  conducting  educational  campaigns  through  same. 

QITALIPICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  reportorial  experi- 
ence or  in  other  work  affording  familiarity  with  pub- 
licity methods  and  practice  and  in  editing,  recognized 
by  the  State  Civil  Service  Commission  as  the  equivalent 
thereof. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPEirSATIOIT  — 

The  range  of  annual  compensation  of  this  Grade 
for  fulltime  service  is  from  $1800  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580. 


INVESTIGATIONAL  AND  EXAMINING  SERVICE 

SYMBOL  (F) 
Definition 

The  tenn  Investigational  and  Examining  Service  is 
used  to  identify  those  authorized  employments  of  the 
State  Government,  the  incumbents  of  which  are  required 
to  assemble,  analyze,  interpret  and  report  upon  facts, 
data  and  other  information  obtained  through  the  in- 
vestigation and  examination  of  practices,  persons  or 
things,  to  be  used  as  a  basis  for  official  action  in  the 
enforcement  of  statutory  or  departmental  regulation 
relative  thereto,  where  such  is  not  provided  for  in  any 
other  Service  specification. 
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AFTER  CARE  AGENT  GROUP  (F  1) 

Investigational  and  Examining  Service 
After  Care  Agent  Oroup 

The  term  After  Care  Agent  Group  is  used  to  identify  those 
authorized  employments  of  the  Investigational  and  Examining 
Service,  the  incumbents  of  which  are  required  to  regularly  visit, 
assist  and  generally  care  for  patients  paroled  from  State  hospitals 
for  the  insane,  to  keep  prescribed  records  and  reports  and  to 
perform  other  work  relating  to  welfare  of  such  persons. 

285 


J 


280 

ORADE  I  (F  1  I)  Investigational  and  Eaamining  Service 

After  Care  Agent  Oroup 

TITLE  OF  POSITIONS— 

AFTER  CARE  AGENT 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
visit  r^ularly^  assist  and  generally  care  for  patients 
paroled  from  State  hospitals  for  the  insane,  to  keep 
prescribed  records  and  reports  and  to  perform  other 
related  work. 

B(Bamples: 

Accompanying  patients  to  domestic  relations  courts  law 
offices,  railroad  stations  and   various  clinics. 

Visiting  co-operating  societies  and  employment  agencies. 
Preparing  case  histories. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Not  less  than  two  years  of  service  in  Grade  II, 
Nurse  Group  of  the  Professional  and  Scientific  Service, 
or  Grade  II,  Attendant  Group  of  the  Institutional 
Service,  or  if  appointed  otherwise  than  by*  promotion 
from  Grade  II,  Nurse  Group,  or  Grade  II,  Attendant 
Group,  at  least  two  years  of  experience  in  work  of 
Grade  II,  Nurse  Group,  or  Grade  II,  Attendant  Group, 
character  and  standard,  or  at  least  two  years  of  experi- 
ence in  social  investigative  work  of  equivalent  character 
and  standard. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $720,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$600,  $660,  $720. 

For  positions  in  this  Group,  where  the  incumbent 
is  required  to  take  charge  of  the  after  care  work  for  two 
or  more  State  hospitals  for  the  insane,  the  annual 
standard  rates  shall  be  $840  to  $960,  inclusive,  with 
maintenanca 


BANE  EXAMINER  GROUP  (F  2) 

Investigational  and  Eofamining  Service 
Definition:  Ba^h  Examiner  Group 

The  t&na  Bank  Examiner  Group  is  used  to  identify  those 
authorized  employments  of  the  Investigational  and  Examining 
Service^  the  incumbents  of  which  are  required  to  examine  the 
books  of  accounts  and  other  records  of  banking  institutions  for 
the  purpose  of  determining  their  solvency  and  the  conformity  of 
practice  and  methods  to  statutory  and  departmental  regulation. 
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OBADE  I  (F  2  I)  InveatigiUional  and  Ewamimng  Service 

Bank  Bwammer  Group 
TITLE  OF  POSITIONS  — 

ASSISTANT  BANK  EXAMINER 

DVTIES  — 

DefinUion: 

The  duties  of  incumbentB  of  these  positions,  which 
require  a  thorough  knowledge  of  the  law  and  practice 
governing  banking  institutions  and  of  auditing  and 
accounting  practice,  are  to  execute  important  assign- 
ments involved  in  the  examination  of  the  books  of 
accounts  and  other  records  of  banking  institutionA,  or  to 
supervise  sections  of  examinations  of  minor  importance. 

Ewamplea: 

ExftSkining,  checking  and  proving  loani. 
Eicaminuig  bonds  and  mortgages. 
Counting  and  checking  cash. 

QUALIFICATIOira  — 

Persons  holding  these  positions  shall  have: 

1.  The  qualifications  prescribed  for  Grade  II  of  the 
Accountant  Group  of  the  Professional  and  Scientific 
Service*  and  in  addition,  at  least  one  year  of  experi- 
ence in  work  of  Grade  II,  Accountant  Group,  character 
and  standard;  or 

2.  Not  less  than  three  years  of  service  in  the  State 
Eanking  Department  in  highly  specialized  clerical  work, 
requiring  independent  judgment  and  continuing  respon- 
sibility; or 

3.  Not  less  than  three  years  of  experience  in  a  bank 
or  banking  institution  in  highly  specialized  clerical  work, 
requiring  independent  judgment  and  continuing  re- 
sponsibility, 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

CaXFENSATION  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1800  to  $2160,  inclusive,  with 
standard  salary  rates  as  follows :  $1800,  $1980,  $2160, 
The  range  of  per  diem  compensation  of  this  Grade 
is  from  $6  to  $7,  inclusive,  with  standard  salary  rates 
as  follows:    $6.00,  $6.50,  $7.00. 

*  Xonc —  For  detailed  qualifications  refer  to  page  75.     Said  qualifications 
are  hereby  incorporated  in  tbe  specification  of  this  Grade. 
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*  '  Invesiigationdl  and  Examining  Service 

TITLE  OP  POSITIONS—  Bamk  Bwammer  Oroup 

BANK  EXAMINER 
DUTIES  — 

Definiiion: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  examinations  of  minor  or  major  importance 
or  primary  divisions  of  important  examinations  of  the 
books  of  accounts  and  other  records  of  banking  institu- 
tions, and  to  report  thereon.     . 

QUAIIPICATIONS  — 

Persons  holding  these  positions  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  two  years  of  service  in 
Grade  I. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  The  qualifications  prescribed  for  Grade  III 
of  the  Accountant  Group  of  the  Professional  and 
Scientific  Service;*  or 

2.  Not  lean  than  five  years  of  service  in  the 
State  Banking  Department  in  highly  specialized 
clerical  work  requiring  independent  judgment  and 
continuing  responsibility;  or 

3.  Not  less  than  five  years  of  experience  in 
a  bank  or  banking  institution  in  highly  specialized 
clerical  work  requiring  independent  judgment  and 
continuing  responsibility. 

4.  Such  additional  qualifications  as  may  be 
required  by  the  Stato  Civil  Service  Commission. 

^NOTB. —  For  detailed  quaUflcatiotis  refer  to  x>ftge  77.    Said  qualifieations 
liereby  incorporated  in  the  specification  of  this  Grade. 
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COHFENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2340  to  $3540,  inclusive^ 
with  standard  salary  rates  as  follows:  $2340,  $2580, 
$2820,  $3060,  $3300,  $3540. 

The  range  of  per  diem  compensation  of  this  Orade 
is  from  $8  to  $12,  inclusive,  with  standard  salary  rates 
as  follows :    $8.00,  $8.50,  $9.26,  $10.00,  $11.00,  $12.00. 

SPECIAL  SEOITL&TION  GOVERNING  ADYANCEXENT  SAIr 

AST  KATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed; 
provided  that  the  last  three  salary  rates,  $3060,  $3300 
and  $3540  (or  their  per  diem  equivalents,  $10,  $11  and 
$12),  shall  be  assigned  only  to  positions,  the  incumbents 
of  which  are  charged  with  the  conduct  of  examina- 
tions of  major  importance  and  shall  be  designated  by 
the  work  title  of  Senior  Bank  Examiner. 
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OBADE  in  (F  2  m)  Investigational  and  Ewamining  Service 

.  Bank  Examiner  Oraup 

TITLES  OF  POSITIONS— 

SUPEKVISING  BANK  EXAMINER 
CHIEF  BANK  EXAMINER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  supervise  the  bureau  or  other  primary  unit 
of  a  State  department  charged  with  the  examination 
of  the  books  of  accounts  and  other  records  of  banking 
institutions,  or  to  supervise  and  direct  examinations 
requiring  the  highest  degree  of  technical  training  and 
administrative  ability. 

QUAUFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  ma^  be  required 
by  the  State  Civil  Service  Commission. 

COMPEirSATIOir— 

SUPERVISING  BANK  EXAMINER 

The  range  of  armtLol  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3900  to 
$4500,  inclusive,  with  standard  salary  rates  as  follows : 
$3900,  $4200,  $4500. 

The  range  of  per  diem  compensation  of  this  posi- 
tion in  this  Grade  is  from  $13  to  $15,  inclusive,  with 
standard  salary  rates  as  follows:    $13,  $14,  $15. 

CHIEF  BANK  EXAMINER 

The  range  of  anmuU  compensation  of  this  position 
in  this  Gh-ade  for  full  time  service  is  from  $4800  to 
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$5400,  inclusive,  with  standard  salary  rates  as  follows : 
$4800,  $5100,  $5400. 

The  range  of  per  dwm  compensation  of  this  posi- 
tion in  this  Grade  is  from  $16  to  $18,  with  standard 
salary  rates  as  follows:    $16,  $17,  $18. 

SPECIAL  BEOTTLATION  OOYESNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  tlie  value  of  the  work  to  be  performed. 
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OlVn.  SERVICE  EXAMINER  GROUP  (F  3) 

Jfwe$tigati<mal  and  Swamining  Bervice 
Definittan:  CiM  Service  JBaaminer  Group 

The  term  Cml  Service  Examiner  Group  is  used  to  identify 
those  authorized  employments  of  the  Professional  and  Scientific 
Service,  the  incumbents  of  which  are  required  to  analyze  the  pre- 
scribed requirements  and  duties  of  the  positions  in  the  Civil 
Service  of  the  State,  to  collect  data  relevant  thereto,  to  prepare 
examination  questions,  to  rate  examination  papers  and  to  perform 
other  technical  work  in  the  establishment  of  eligible  lists  for 
positions  within  the  Civil  'Service  of  the  State  or  in  enforcing 
the  provisions  of  the  State  Civil  Service  Law  and  the  rules  and 
regulations  of  the  State  Civil  Service  Commission. 
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GBADE I  (F  3 1)  ,      ,■    ^     ,     ^  „      ■        „ 

^  '  InvetttgaHonal  and  Bxamtntng  Service 

TITLE  OF  POSITIONS  —       f'*^  Service  Exatniner  Oroup 

CIVIL  SERVICE  EXAMINER 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  ability  to  collect,  classify  and  interpret  informa- 
tion relating  to  the  lines  of  work  performed  in  the  State, 
are  to  determine  and  record  duties  and  work  require- 
ments of  positions  in  the  civil  service,  to  prepare  simple 
examinations  on  the  basis  thereof,  to  rate  examination 
papers  and  to  make  minor  investigations  of  depart- 
mental or  other  practice  incident  to  the  enforcement  of 
civil  service  laws  and  r^ulations  in  the  State,  or  cities 
thereof. 

JBwample$ : 

Preparing  examinations  for  positions  in  the  First 
or  Second  Grades,  Clerk  Group. 

Preparing  examinations  for  positions  in  the  First 
Grade,  Bookkeeper  Group. 

Rating  papers  therefor. 

Investigating  the  enforcement  of  regulations  govern- 
ing the  rating  and  recording  of  individual  efficiency. 

aUALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  education  as  is  evidenced  by  a  d^ree 
granted  on  completion  of  a  standard  course  of  instruc- 
tion in  a  college  or  technical  school  of  recognized 
standing. 

2.  Not  less  than  two  years  of  practical  experience 
in  engineering,  accounting,  teaching  or  other  profes- 
sional work  of  a  standard  and  character  approved  by 
the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680,  $1800. 
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The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.50  to  $5.00,  inclusive,  with  standard  salary 
rates  as  follows:  $2.50,  $3.00,  $3.50,  $4.00,  $4.50, 
$5.00. 
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OSADE  n  (F  3  n) 

^              '  Itwestigatumal  and  Examining  8erv%oe 

TITLES  OP  POSITIONS ^**^'  Service  Eanminef  Group 

SENIOR  CIVIL  SERVICE  EXAMINER 
SENIOR  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS AND  SERVICE  RECORDS) 

DUTIES  — 

SENIOR  CIVIL  SERVICE  EXAMINER 

Definition: 

The  dutieB  of  incumbents  of  these  positions,  which 
require  specialized  training  and  demonstrated  ability 
in  civil  service  examining  methods,  are  to  assume  re- 
sponsibility for  a  major  division  of  the  examining  work 
of  the  Civil  Service  Commission,  to  prepare  and  rate 
technical,  scientific  or  other  important  written  or  oral 
examinations  requiring  an  intimate  knowledge  of  pro- 
cedures and  employment  conditions  within  a  professional 
or  technical  service  and  to  make  independent  inspec- 
tions and  investigations  of  the  methods  and  practices  of 
municipal  civil  service  commissions,  under  the  direc- 
tion of  the  Chief  Examiner. 

Eaf€bmplea: 

Preparing  and  conducting  examinations  for  positions 
in  Engineer  Group. 

Preparing  and  conducting  examinations  for  positions 
in  the  Accountant,  Statistician,  Bookkeeper  and  other 
technical  Groups. 

SENIOR  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS AND  SERVICE  RECORDS) 
Definition: 

The  duties  of  incumbents  of  these  positions,  ^ich 
require  ability  to  investigate  and  report  upon  working 
conditions  of  the  personnel  within  State  departments, 
are  to  supervise  the  installation  and  maintenance  of 
individual  service  records,  to  review  departmental 
ratings,  and  to  perform  related  technical  or  investiga- 
tive work  incidental  to  the  enforcement  of  civil  service 
efficiency  regulations. 
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QUAUFICATIOirS  — 

SENIOR  CIVIL  SERVICE  EXAMINER 

Persons  holding  these  positions  shall  hcuoe: 

(a)  Am  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  I. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  entrance: 

1.  Such  education  as  is  evidenced  by  a  d^ree 
granted  on  completion  of  a  standard  course  of  in- 
struction in  a  college  or  technical  school  of  recog- 
nized standing. 

2.  Not  less  than  five  years  of  experience  in 
the  practice  of  engineering,  accounting,  teaching 
or  other  professional  work  of  a  character  and 
standard  approved  by  the  'State  Civil  Service 
Commission. 

8.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

SENIOR  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS  AND  SERVICE  RECORDS) 
Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  a 
major  portion  of  which  must  have  been  spent  in  work 
related  to  service  records,  or  if  appointed  otherwise 
than  by  promotion  from  Grade  I,  at  least  two  years  of 
experience  in  work  related  to  efiiciency  records,  of 
Grade  I  character  and  standard. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFmSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1980  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1980,  $2160, 
$2340,  $2680. 
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SPECIAL  BEOITL&TION  OOVEENINO  ADYANCEMEITT  SAL- 
AST  KATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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GBADE  m  l¥  3  HI) 

^  '  Investigational  and  Examining  Service 

TITX£S  OP  POSITIONS  —   ^*^*'  Service  Examiner  Group 

CHIEF  CIVIL  SERVICE  EXAMINER 
CHIEF  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS AND  SERVICE  RECORDS) 
DITTIES  — 

CHIEF  CIVIL  SERVICE  EXAMINER 
Definition: 

The  duties  of  the  incumbemt  of  this  position,  which 
require  the  widest  knowledge  of  civil  service  examining 
technique,  are  to  direct  the  work  of  the  Examining 
Division  and  assume  complete  respoujubilily,  subject  to 
the  supervision  of  the  Civil  Service  Commission,  for  the 
arrangement,  conduct  and  rating  of  all  civil  service 
examinations  and  for  inspections  and  investigations  of 
the  methods  and  practice  of  municipal  civil  service 
conmussiona 

CHIEF  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS AND  SERVICE  RECORDS) 
Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
inaugurate  and  direct,  under  the  supervision  of  the  Civil 
Service  Commission,  investigations  and  studies  of  organ- 
ization, system  and  procedure  of  departments,  divisions 
and  bureaus  of  the  State,  to  install  and  supervise  a  sys- 
tem of  individual  service  records  as  one  of  the  bases 
of  promotion  and  demotion,  with  a  system  of  checks 
thereon,  and  to  make  other  investigations  pertinent  to 
the  development  of  a  modem  system  of  employment  in 
the  State  servica 

aVAUFICATIOirS  — 

CHIEF  CIVIL  SERVICE  EXAMINER 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  two  years  of  service  in  Grade  II,  or 
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if  appointed  otherwise  than  by  promotion  from  Grade  11^ 
at  least  three  years  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

CHIEF  CIVIL  SERVICE  EXAMINER  (STAND- 
ARDS AND  SERVICE  RECORDS) 
The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  three  years  of  service  in  Grade  II 
in  work  related  to  service  records,  or  if  appointed 
otherwise  than  by  promotion  from  Grade  II,  at  least  five 
years  of  experience  in  charge  of  work  related  to  service 
records  of  Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3300  to  $4500,  inclusive, 
with  standard  salary  rates  as  follows:  $3300,  $3600, 
$3900,  $4200,  $4500. 

SPECIAL  BEOTTLATION  GOYEBNINO  SALABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


EXAICINER  OF  COMPENSATION  CLAIMS  GROUP 

(P4) 

Investigational  and  Eammining  Service 
Ewaminer  of  Compensation  Claims  Oroup 

Definition: 

The  term  Examiner  of  Compensation  Claims  Group  is  used 
to  identify  those  authorized  employments  of  the  Investigational 
and  Examining  Service,  the  incumbents  of  which  are  required 
to  make  examinations  and  field  investigations  and  hold  hearings 
relative  to  claims  for  compensation  under  the  provisions  of  the 
Workmen's  Compensation  Law  and  to  perform  other  related  work. 
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^  *  Investigational  and  Examining  Service 

TITLE  OP  POSITIONS  -^  Ewa/miner  of  Compensation  Claims  Group 

EXAMINER  OF  CLAIMS 
STTTIBS  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  wliich 
are  performed  under  supervision,  are  to  make  routine 
examinations  of  claims  for  compensation  under  the  pro- 
visions of  the  Workmen's  Compensation  Law,  to  make 
field  investigations  relative  thereto  when  necessary,  in 
order  to  determine  questions  of  fact,  to  make  recom- 
mendations for  awards,  to  serve  subpoenas  and  to  per- 
form other  work  of  equivalent  character  and  standard. 

QTT ALIPIC  ATI0H8  — 

Persons  holding]  these  positions  sliall  have : 

1.  Not  less  than  two  years  of  experience  in  pro- 
fessional, commercial  or  industrial  work,  or  in  public 
service,  affording  opportunity  to  become  familiar  with 
the  type  of  work  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 
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GBADE  n  (F  4  n) 


Investigational  and  Examining  Service 


TITLE  OF  POSITIONS  -—  ^^^^^*^*^  ^f  Compensation  Claims  Group 

SENIOR  EXAMINER  OF  CLAIMS 
DUTIES  — 

Definition: 

The  duti^  of  incumbents  of  these  positions,  which 
are  performed  under  supervision,  are  to  examine  claims 
for  compensation  under  the  provisions  of  the  Work- 
men's Compensation  Law  involving  difficult  questions  of 
law  or  fact,  to  make  field  investigations  relative  thereto, 
to  make  recommendations  for  awards  and  to  perform 
other  work  of  equivalent  character  and  standard. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  Ihree  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1560  to$1980,  inclusive, 
with  standard  salary  rates  as  follows:     $1560,  $16S0. 
1  $1800,  $1980. 
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OKADE  m  (F  4  m)  Inveatigaiional  amd  Emaminmg  Service 

TITLE  OF  POSITIONS Bwaminer  of  Compet^eaium  Claims  Chroup 

REFEKEE  (COMPENSATION  CLAIMS) 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions^  which 
require  judgment  and  independent  respondibility,  aire  to 
direct  and  supervise  the  activities  of  a  district  office  of 
that  department  of  the  State  government  charged  with 
the  enforcement  of  the  provisions  of  the  Workmen^s 
Compensation  Law,  to  hold  hearings,  direct  investiga- 
tions, take  depositions,  administer  oaths,  issue  subpoenas, 
compel  attendance  of  witnesses  and  the  production  of 
books,  accounts,  papers,  records  and  testimonies,  to  make 
awards  and  decisions  and  to  issue  orders  involved  in  the 
administration  of  the  provisions  of  said  law. 
QTTALIFICATIONS  — 

Persons  holding  these  potions  shaU  htwe: 

1.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  six  years  of  experience  in  professional, 
commercial  or  industrial  work,  or  in  public  service, 
affording  opportunity  to  acquire  special  knowledge  of 
the  work  covered  in  the  position  to  be  filled,  at  least 
three  years  of  which  shall  have  been  in  an  administrative 
capacity. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  'State  Civil  Service  Commission, 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 

for  full  time  service  is  from  $2680  to  $3540,  inclusive. 

with  standard  salary  rates  as  follows:     $2580,  $2820, 

$3060,  $3300,  $3540. 

SPECIAL  REGULATION  OOVEBNIHO  ASVAFCEMEITr  SAL- 

ABT  RATES— 

Advancement  within  this  Grade  is  oonditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OSADE  IV  (F  4  IV)  Invettigational  amd  Examining  Servioe 

Bwaminer  of  Compensation  Claims  Chroup 

TITLE  OF  POSITION  — 

CHIEF  EXAMINEE  OF  CLAIMS 

DUTIES  — 

Defimiion: 

The  duties  of  the  incumbent  of  this  position  are  to 
direct  and  assume  responsibility  for  the  activities  of  a 
division  or  other  primtary  unit  of  the  State  department 
charged  with  the  administration  and  enforcement  of 
the  Workmen's  Compensation  Law,  involving  the  receipt 
and  eocamination  of  reports  of  injuries  and  testimony 
in  support  of  claims  for  compensation,  the  making  of 
field  investigations  and  the  preparation  of  data  relative 
thereto  for  use  in  the  determination  of  the  awards^  the 
notification  of  all  interested  parties  as  to  times  of  hear- 
ings and  the  disposition  of  claims,  and  the  keeping  of 
records  of  awards  made  and  payments  thereof. 
QVAIIFICATIOirS— 

The  person  holding  this  position  shall  have: 

(a)  As  a  bang  for  promotion: 

1.  Not  less  than  five  years  of  service  in 
Grade  II,  or  at  least  two  years  of  service  in 
Grade  III. 

2.  Such  additional  qualifications  as  may  be 

required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basifl  for  original  entrance: 

1.  Not  less  than  five  years  of  experience  in  an 
administrative  capacity  in  professional,  commercial 
or  industrial  work,  or  in  public  service,  of  Grade  III 
character  and  standard. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  -State  Civil  Service  Commission. 

COXFEHSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3600  to  $4500,  inclusive, 
with  standard  salary  rates. as  foUows:  $3600,  $3900, 
$4200,  $4500. 
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6BADE  V  (F  4  V)  investigational  and  Mwamining  Berpice 

Ewaminer  of  Compensation  CUUms  Group 

TITLE  OP  POSITION  — 

DIRECTOR  OF  WORKMEN'S  COMPENSATION 
BUREAU 
DUTIES  — 

Dejvnition: 

The  duties  of  the  incumbent  of  thia  position  are  to 
dii-ect  and  assume  complete  responsibility  for  the  activi- 
ties of  that  bureau  or  other  primary  unit  of  tlie  State 
government  charged  directly  with  the  administration 
and  enforcement  of  the  Workmen's  Compensation  Law. 

QTTALIPICATIONS  — 

llie  person  holding  thia  position  shall  have: 

1.  A  degree  of  Bachelor  of  Laws  granted  by  a 
college  of  recognized  standing,  or  a  certificate  or  record 
of  admission  to  the  bar  of  New  York  State,  or  experience 
recognized  by  the  State  Civil  Service  Commission  as 
the  equivalent  thereof. 

2.  Not  less  than  two  years  of  service  in  Grade  IV, 
or  at  least  four  years  of  service  in  Grade  III,  or  if 
appointed  otherwise  than  by  promotion,  not  less  than 
eight  years  of  practical  experience  in  professional,  com- 
mercial or  industrial  work,  or  in  public  service,  at  least 
five  years  of  which  shall  have  been  in  a  capacity  requir- 
ing a  high  order  of  organizing  and  executive  ability 
and  at  least  three  years  of  which  shall  have  been  in  work 
affording  special  opportunity  to  become  familiar  with 
the,  principles  of  compensation  insuranca 

3.  iSuch  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $4800  to  $6000,  inclusive, 
with  standard  salary  rates  as  follows :  $4800,  $5100, 
$5400,  $5700,  $6000. 


EZAinNER  OF  CORPORATION  TAX  GROUP  (F  5) 

Investigational  and  EmuninM%g  Berviea 
T}  j;    'A'      ,  Examiner  of  Corporation  Taao  Cfroup 

The  term  Examiner  of  Corporation  Tax  Group  is  used  to 
identify  those  authorized  employments  of  the  Investigational  and 
Examining  Service,  the  incumbents  of  which  are  required  to 
direct  and  conduct  such  investigations  regarding  delinquent  cor- 
porations, involving  the  examination  of  officers,  books  and  records 
and  operating  methods  as  may  be  necessary  to  the  determination 
and  fixation  of  corporation  taxes  and  the  enforcement  of  the  pro- 
visions of  the  Tax  Law  relative  thereto. 
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GKADE  I  (F  6  I)  Investigational  and  Ewamimng  Bervuss 

E»aminer  of  CorporaHon  Tarn  Grovf 

TITLE  OF  POSITIONS  — 

EXAMINER  OF  CORPORATION  TAX 
DUTIES— 

Definition: 

The  duties  of  incumbemts  of  these  positions  are  to 
make,  under  supervision,  such  investigations  r^arding 
delinquent  corporations,  involving  the  examination  of 
officers,  books,  records  and  operating  methods,  as  may 
be  necessary  to  the  determination  and  fixation  of  corpo- 
ration taxes  and  the  enforcement  of  the  provisions  of 
the  Tax  Law  relative  thereto. 

QTT  AUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  pro- 
fessional or  commercial  work,  or  in  the  public  service, 
affording  opportunity  to  become  familiar  with  account- 
ing and  operating  methods  of  corporations;  provided, 
that  a  d^ree  of  Bachelor  of  Laws  granted  by  a  college 
of  recognized  standing,  or  evidence  of  admission  to  the 
bar  of  the  State  of  New  York,  or  such  training  in 
accounting  as  is  evidenced  by  a  degree,  diploma  or  cer- 
tificate granted  on  completion  of  a  standard  course  of 
instruction  in  an  accounting  school  of  recognized  stand- 
ing, will  be  accepted  in  lieu  of  two  years  of  the  experi- 
ence requirement  in  this  section. 

2.  Sudh  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COKPENSATION- 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  of  not  less  than  1800  working  hoars 
per  annum  is  from  $1560  to  $1980,  inclusive,  with 
standard  salary  rates  as  follows:  $1560,  $1680,  $1800, 
$1980. 
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The  annual  compensation  of  this  Ghrade  for  part 
iime  service  of  not  less  than  1000  working  hours  per 
annum,  is  $1500. 

The  annual  compeiisation  of  this  Grade  for  part 
time  service  of  not  less  than  750  working  hours,  but 
not  more  than  1000  working  hours  per  annum,  is  $1200. 
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OSADE  H  (F  6  II)  InvettigatUmal  and  Ewamining  Service 

Ewwniner  of  Corporaium  Taw  €hroup 

TITLE  OF  POSITION— 
SENIOE  EXAMINER  OF  CORPORATION  TAX 

DITTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position  are 
to  direct  and  assume  complete  responsibility  for  the 
activities  of  an  important  division  of  that  bureau  or 
other  primary  unit  of  a  State  department  charged 
with  the  enforcement  of  the  provisions  of  the  Tax  Law 
relative  to  the  assessment  of  corporation  taxes. 

Bwample: 

Directing  activities  of  the  New  York  office  of  the  State 
Tax  Department. 

QTT AUFICATIOHS  — 

The  person  holding  this  position  shall  ha/oe: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2160  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2580. 
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OltADE  HI  (F  6  m)  Inveatigational  and  Smamining  8ervie0 

Examiner  of  Corporation  Taos  Cfroup 

TITLE  OF  FOSITIOH  — 

SUPERVISING  EXAMINER  OF  CORPORATION 
TAX 

DUTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
asaiBt  in  the  direction  and  supervision  of  the  activities 
of  that  bureau  or  other  organization  unit  of  a  State 
department  charged  with  the  enforcement  of  the  pro- 
visions of  the  Tax  Law  relative  to  the  assessment  of 
corporation  taxes. 

QVAIIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  qualifications  prescribed  for  Orade  V  of 
the  Clerk  Group  of  the  Clerical  Service*  and  in  addi- 
tion at  least  three  years  of  service  in  Grade  V ;  or,  if 
appointed  otherwise  than  by  promotion  from  Grade  V, 
not  less  than  five  years  of  experience  in  professional  or 
commercial  work  or  in  public  service  affording  oppoiv 
tunity  to  become  familiar  with  the  type  of  work  cov- 
ered in  this  position ;  provided  that  a  degree  of  Bachelor 
of  Laws  granted  by  a  college  of  recognized  standing 
or  evidence  of  admission  to  the  Bar  of  the  State  of 
New  York  will  be  accepted  as  the  equivalent  of  two 
years  of  the  experience  requirement  in  this  section* 

2.  Such  additional  qualifications  as  may  be  pre- 
scribed by  the  State  Civil  Service  Commission. 

COKPEHSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3300,  inclusive, 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300. 

*  Note. —  For  detailed  qualifications  refer  to  page  34.     Said  qualifications 
are  hereby  incorporated  in  the  specification  of  this  Grade. 
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OKADE  IV  (F  5  IV)  IfWftigatUmal  aaid  Swaminmg  SerMOt 

EoKMiiner  of  Corpwaiion  Tax  Qroup 

TITLE  OF  Fosmoir— 

CHIEF  EXAMINER  OF  CORPORATION  TAX 

DUTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position  are  to 
direct  and  assume  complete  responsibility  for  the 
activities  of  that  bureau  or  other  organization  unit  of 
the  State  department  charged  with  the  enforoement  of 
the  provisions  of  the  Tax  Law  relative  to  the  assessr 
ment  of  corporation  taxes. 

QUALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

1.  Not  less  than  three  years  of  service  in  Grade 
III  or,  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work 
of  Grade  III  character  and  standard. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COKPENSATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3900  to  $5100,  inclusive, 
with  standard  salary  rates  as  follows:  $3900,  $4200, 
$4500,  $4800,  $5100. 

SPECIAL  BEOUIATIOH  OOVEBHINO  ADVANCEMENT  SAIr 

ABT  RATES- 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


EXAMINER  OF  DOCUMENTS  AND  RECORDS  GROUP 

(F6) 

Inveatigational  and  Eaamining  Service 
f)  £    u'  Ewaminer  of  Documents  and  Records  Group 

The  term  Examiner  of  Documents  and  Eecords  Group  is 
used  to  identify  those  authorized  employments  of  the  Investiga- 
tional and  Examining  Service,  the  incumbents  of  which  are 
required  to  examine^  inspect  and  verify  documents  and  records 
relating  to  special  features  of  financial  transactions,  or  to  examine 
documentfi  submitted  by  applicants  requesting  authority  to  operate 
as  a  corporate  body. 
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QSADE  I  (F  6  I)  Inveatigational  cmd  Ewamining  Service 

Examiner  of  Dactumenta  and  Records  Group 

TITLES  OF  POSITIONS— 

JUNIOR  EXAMINER  OF  DOCUMENTS  ANP 

RECORDS  (STOCK  TRANSFER  TAX) 

JUNIOR  EXAMINER  OF  DOCUMENTS  AND 

RECORDS  (COURT  AND  TRUST  FUND) 

DITTIES — 

Definition: 

The  duties  of  incumbents  of  these  jKisitions,  which 
require  a  knowledge  of  the  statutory  and  departmental 
regulation  governing  the  procedures  involved  and  of 
bookkeeping  procedure  and  office  methods,  are  to  per- 
form, under  supervision,  detail  work  involved  in  the  ex- 
amination of  documents  and  records  relating  to  special 
features  of  financial  transactions. 

Swampleg: 

AflBiflting  in  the  examination  of  stock  transfer  tan 
recorda. 

Assisting  in  the  examination  of  court  and  trust  fund 
accounts. 

aUAIIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  pro- 
fessional or  commercial  work  or  in  public  service  afford- 
ing opportunity  to  become  familiar  with  the  type  of 
work  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPENSATION  — 

JUNIOR   EXAMINEE   OF   DOCUMENTS   AND 

RECORDS  (STOCK  TRANSFER  TAX) 

The  range  of  annual  compensation  of  this  position 

in  this  Grade  is  from  $1080  to  $1320,  inclusive,  with 

standard  salary  rates  as  follows:    $1080,  $1200,  $1320. 

JUNIOR   EXAMINER   OF   DOCUMENTS   AND 

RECORDS  (COURT  AND  TRUST  FUND) 

The  range  of  annual  compensation  of  this  position 

in  this  Grade  for  full  time  service  is  from  $1080  to 

$1440,  inclusive,  with  standard  salary  rates  as  follows: 

$1080,  $1200,  $1320,  $1440. 
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Imomtigationai  and  Ewnnining  Service 
Q^ADH  n  (F  6  n)  Baaminer  of  DooumenU  and  Records  Oroup 

TITLES  OF  FOSmOHS  — 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(MORTGAGE  TAX) 
EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(STOCK  TRANSFER  TAX) 
EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(COURT  AND  TRUST  FUNDS) 
EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(CORPORATION  PAPERS) 

DITTIES — 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(MORTGAGE  TAX) 
EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(STOCK  TRANSFER  TAX) 
EXAMINER  OF  DOCUMENTS  AND  RECORDS 

(COURT  AND  TRUST  FUNDS) 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  independent  responsibility,  are  to  examine, 
analyze  and  interpret  documents  and  records  relating 
to  special  features  of  financial  transactions,  to  determine 
their  conformity  with  the  laws  of  the  State  and  to 
report  thereon. 

Bwamplee: 

Enuniniiig  stock  tranafer  tax  records 
Examining  court  and  truat  fund  accounts. 
Examining  mortgage  tax  records^ 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 
(CORPORATION  PAPERS) 

Definitian: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  specialized  knowledge  of  the  corporation  law 
of  the  State,  are  to  examine  the  articles  of  association, 
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proposed  amendments  thereto  and  supplementary  cer- 
tificates and  reports  submitted  by  applicants  requesting 
authority  to  operate  as  a  corporate  body  and  to  deter- 
mine their  conformity  with  the  laws  of  the  State. 

QUAIIFICATIONS  — 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 
(MORTGAGE  TAX) 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  pro- 
fessional or  commercial  work,  or  in  public  service,  re- 
quiring a  knowledge  of  the  provisions  of  tiie  Tax  Law 
relative  to  mortgage  taxes  and  familiarity  with  public 
records  relating  to  the  transfer  of  property;  provided, 
that  a  degree  of  Bachelor  of  Laws  granted  by  a  college 
of  recognized  standing,  or  evidence  of  admission  to  the 
bar  of  the  State  of  New  York,  will  be  accepted  in  lieu  of 
two  years  of  the  experience  requirement  in  this  section. 

2.  Such  additional  qualifications  as  may  be  required 
bv  the  State  Civil  Service  Commission. 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 
(STOCK  TRANSFER  TAX) 

KXAMINER  OF  DOCUMENTS  AND  RECORDS 
(COURT  AND  TRUST  FUND) 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard;  provided,  that  a  degree  of 
Bachelor  of  Laws  granted  by  a  college  of  recognized 
standing,  or  evidence  of  admission  to  the  bar  of  the 
State  of  New  York,  will  be  accepted  in  lieu  of  the  mini- 
mum qualifications  prescribed  for  Grade  I  and  one  year 
of  the  experience  requirement  in  this  section. 
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3.  Such  additional  qualifications  as  mav  be  required 
by  the  State  Civil  Service  Commission. 

EXAMINEK  OF  DOCUMENTS  AND  liECORDS 
(CORPORATION  PAPERS) 

Persons  holding  these  positions  shall  hwve: 

1.  A  d^ree  of  Bachelor  of  Laws  granted  upon 
completion  of  a  standard  course  of  instruction  in  a  col- 
lege of  recognized  standing  or  a  certificate  or  record  of 
admission  to  the  bar  of  the  State  of  New  York ;  or 

2.  Not  less  than  three  years  of  experience  as  a 
law  clerk  of  a  standard  satisfactory  to  the  State  Civil 
Service  Commission. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Se^^vice  Commission. 

COMPENSATION  — 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 
(MORTGAGE  TAX) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  is  from  $1680  to  $1980,  inclusive,  with 
standard  salary  rates  as  follows:    $1680,  $1800,  $1980. 

EXAMINER  OF  DOCUMENTS  AND  RECORDS 
(STOCK  TRANSFER  TAX) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1440  to 
$1800,  inclusive,  with  standard  salary  rnto  as  follows: 
$1440,  $1560,  $1680,  $1800. 

EXAMINER  OF  1K)CUMENTS  AND  RECORDS 
(COURT  AND  TRUST  FUND) 

The  range  of  annual  compensation  of  this  posi- 
tion in  this  Grade  for  full  time  service  is  from  $1560 
to  $1980,  inclusive,  with  standard  salary  rates  as  fol- 
lows:     $1560,  $1680,  $1800,  $1980. 
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EXAMINER  OF  DOCUMEXTS  AND  RECORDS 
(CORPORATION  PAPERS) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1440  to 
$1980,  inclusive,  with  standard  salary  rates  as  follows: 
$1440,  $1560,  $1680,  $1800,  $1980. 

SPECIAL  EEGULATION  OOVEEVINO  ADVAlfCEMENT  SAL- 

ABY  RATES  FOE  EZAXXHES  OF  DOCIT. 
XENTS  AKD  BECOBDS  (COBFOBATIOH 
PAPEBS)  — 

Advancement  for  this  position  in  this  Grade  is 
conditional  upon  appraisal,  under  the  rules  of  the  State 
Civil  Service  Commission,  indicating  that  the  rate  to 
be  designated  does  not  exceed  the  value  of  the  woric  to 
be  performed. 
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OBADE  m  (F  6  ni)  Inveatigational  wild  Safamining  Bervice 

Ewiininer  of  Documetitn  ana  RecordM  Group 

TITLES  OF  POSITIONS  — 

SUPERVISING   EXAMINER  OF  DOCUMENTS 

AND  RECORDS  (MORTGAGE  TAX) 
SUPERVISING  EXAMINER  OF  DOCUMENTS 

AND    RECORDS     (COURT     AND     TRUST 

FUND) 
SUPERVISING  EXAMINER  OF  DOCUMENTS 

AND  RECORD^  (CORPORATION  PAPERS) 
DTTTIBS — 

SUPERVISING  EXAMINER  OF  DOCUMENTS 

AND  RECORDS  (MORTGAGE  TAX) 
Definition: 

The  duties  of  the  incumbent  of  this  position  are 
to  assist  in  the  direction  and  supervision  of  the  activities 
of  that  bureau  or  other  primary  unit  of  a  State  depart- 
ment charged  with  the  enforcement  of  the  provisions 
of  the  Tax  Law  relative  to  mortgage  taxes. 

SUPERVISING  EXAMINER  OF  DOCUMENTS 
AND    RECORDS     (COURT    AND     TRUST 
FUND) 
DefinUian: 

The  duties  of  the  incumbent  of  this  position  are 
to  direct  and  supervise  a  major  examining  unit  of  that 
bureau  or  other  primary  unit  of  a  State  department 
charged  with  the  examination  of  court  and  trust  fund 
acooimts. 

SUPERVISING  EXAMINER  OF  DOCUMENTS 
AND  RECORDS  (CORPORATION  PAPERS) 
DefinUion: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability,  are  to 
supervise  and  direct  the  activities  of  that  bureau  or 
other  primary  unit  of  a  State  department  charged 
with  flie  enforcement  of  the  provisions  of  the  General 
Corporation  Law  relative  to  the  incorporation  of  cor- 
porations. 
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QVAUFICATIOVS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  two  years  of  service  in  Grade  II, 
or  if  appointed  otiierwise  than  by  promotion  from 
Grade  11,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

•SUPERVISING  EXAMINER  OF  DOCUMENTS 
AND  RECORDS  (MORTGAGE  TAX) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $2340  to 
$3300,  inclusive,  with  standard  salary  rates  as  follows: 
$2340,  $2580,  $2820,  $3060,  $3300. 

SUPERVISING   EXAMINER  OF  DOCUMENTS 
AND    RECORDS    (CORPORATION 
PAPERS) 
The  range  of  annual  compensation  of  this  position 

in  this  Grade  for  full  time  service  is  from  $2340  to 

$3060,  inclusive,  with  standard  salary  rates  as  follows: 

$2340,  $2580,  $2820,  $3060. 

SUPERVISING  EXAMINER  OF  DOCUMENTS 

AND  RECORDS  (COURT  AND  TRUST 

FUND) 

The  range  of  annual  compensation  of  this  position 

in  this  Grade  for  full  time  service  is  from  $2580  to 

$3540,  inclusive,  with  standard  salary  rates  as  follows : 

$2580,  $2820,  $3060,  $3300,  $3540. 

SPECIAL  SEGITLATIOV  OOVERNINO  ADVANCEMEHT  8AL- 

ABY  RATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OKADE  IV  (F  6  IV)  InvesHgatioMU  and  Examimmg  Service 

Soaminer  of  Documents  and  Records  Group 

TITIES  OF  POSITIONS  — 

CHIEF  EXAMINEE  OF  DOCUMENTS  AND 

RECORDS  (MORTGAGE  TAX) 
CHIEF  EXAMINER  OF  DOCUMENTS  AND 

RECORDS  (STOCK  TRANSFER  TAX) 

DUTIES— 

Definition: 

The  dutieB  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  admimstrative  ability,  are  to 
direct  and  assume  complete  responsibility  for  the  activi- 
ties of  that  bureau  or  other  primary  unit  of  the  State 
department  charged  with  the  enforcement  of  the  pro- 
visions of  the  Tax  Law  relative  to  mortgage  or.  stock 
transfer  taxes. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  three  years  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conmiission. 

COMPENSATION  — 

CHIEF    EXAMINER    OF    DOCUMENTS    AND 

RECORDS  (MORTGAGE  TAX) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3600  to 
$4200,  inclusive,  with  standard  salary  rates  as  follows : 
$8600,  $3900,  $4200. 

11  ; 
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CHIEF  EXAMINER  OF  DOCUMENTS  AND 
REOOEDS  (STOCK  TRANSFER  TAX) 
The  range  of  aimual  compensatioii  of  this  podtum 
in  this  (jh-ade  for  full  time  service  is  from  $3300  to 
$3900,  inclusive,  with  standard  salary  rates  as  follows: 
$3300,  $3600,  $3900. 


INDUSTRIAL  CODE  EXAMINER  GROUP  (F  7) 

Jnveatigationdl  and  Baamming  Bervioe 
T\  j:    w  Industrial  Code  Ewaminer  Oroup 

iJefinUton:  '^ 

The  term  Industrial  Code  Examiner  Oroup  is  used  to 
identify  those  authorized  employments  of  the  Investigational 
and  Examining  Service,  the  incumhents  of  which  are  required  to 
conduct  hearings,  make  investigations,  organize  advisory  com- 
mittees and  confer  with  such  committees  and  with  architects, 
engineers,  builders  and  others  for  the  purpose  of  making  recom- 
mendations as  a  basis  for  executive  action  relative  to  the  revision 
or  modification  of  the  Industrial  Code,  to  review  appeals  from 
orders  issued  for  the  enforcement  of  the  Labor  Law  and  the 
reports  and  recommendations  of  inspectors  relative  thereto  and 
to  perform  other  related  work. 
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Q.2AD2  I  (F  7  I)  InvestigatiaruU  and  Examining  Service 

Industrial  Cade  Bmaminer  (}roup 

TITLE  OF  POSITIONS  — 

INDUSTRIAL  CODE  EXAMINER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
conduct  hearings^  make  investigations^  organize  advis- 
ory committees  and  confer  with  such  committees  and 
with  architects,  engineers,  builders  and  others,  for  the 
purpose  of  making  recommendations  as  a  basis  for 
executive  action  relative  to  the  revision  or  modification 
of  liie  Industrial  Code,  to  review  appeals  from  orders 
issued  for  the  enforcement  of  the  Labor  Law  and  the 
loportB  and  reoommendations  of  inspectors  relative 
tifeareto  and  to  perform  other  rdated  work. 

aUALQICATIOSS— 

Persons  holding  these  positions  shall  have: 

1.  A  degree  in  mechanical  or  sanitary  engineering 
granted  on  completion  of  a  standard  course  of  instruc- 
tion in  a  college  of  recognized  standing,  and,  in  addition, 
not  less  than  five  years  of  experience  in  engineering 
work,  at  least  three  years  of  which  shall  have  been  in  the 
direction  of  industrial  safety  or  fixe  prevention  work, 
or  industrial  sanitation;  or 

2.  Not  less  than  eight  years  of  experience  in  me- 
chanical or  sanitary  engineering  work,  at  least  three 
years  of  which  shall  have  been  in  the  direction  of  in- 
dustrial safety  or  fire  prevention  work  or  industrial 
sanitation. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3540,  inclusive^ 
with  standard  salary  rates  as  follows:  $2820,  $3060, 
$3300,  $3540. 


INDUSTBIAL  IflEDIATOB  GROUP  (F  8) 

Investigational  and  EwamMng  Service 
Definition:        -  Indmirud  M^diaior  Group 

The  term  Industrial  Mediator  Group  is  used  to  identify  those 
authorized  employments  of  the  Investigational  and  Examining 
Service,  the  incumbents  of  -which  are  required  to  prevent  and  settle 
industrial  disputes,  as  provided  in  the  Labor  Law. 
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GiRADE  I  (F  8  I)  investigational  and  Examining  Service 

Induetridl  Mediator  Group 

TITLE  OF  POSITIONS  — 

INDUSTEIAL  MEDIATOR 
DUTIES  — 

Definition: 

The  duties  of  incumbeiLts  of  these  positions,  which 
involve  independent  responsibility  and  require  a  high 
degree  of  tact  and  judgment  in  handling  important  in- 
dustrial problems,  are  to  visit  any  place  where  an  indus- 
dustrial  dispute  may  be  in  progress  for  the  purpose  of 
collecting  information  relative  to  such  dispute  and  con- 
ferring, coK)perating  and  advising  with  the  parties  in 
dispute  in  order  to  effect  a  just  and  amicable  settlement 
of  the  controversy. 

QUAUFIC  ATIOHS  — 

Persona  holding  these  positions  shall  have: 

1.  N^ot  less  than  five  years  of  experience  in  pro- 
fessional or  industrial  work,  or  in  public  service,  afford- 
ing special  opportunity  to  become  familiar  with  employ- 
ment conditions  and  labor  problems  in  large  and  well 
established  industries. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Industrial  Council. 

COICPEKBATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2160  to  $3060,  inclusive, 
with  standard  salary  rates,  as  follows:    $2160,  $2340, 

$2580,  $2820,  $3060. 

• 

SPECIAL  SEOXTLATION  OOVEBlTINa  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
eocceed  the  value  of  the  work  to  be  performed. 
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QKADE  II  (F  8  II)  Investigational  and  Examining  Bervic^ 

Indtutrial  Mediator  Oroup 
TITLE  OF  POSITION  — 

DIRECTOR  OF  INDUSTRIAL  MEDIATION 

DITTIES  — 

Definition: 

The  duties  of  the  mcumbent  of  this  position,  which 
require  a  high  degree  of  tact  and  judgment,  are  to  direct 
and  assume  complete  responsibility  for  the  work  of 
employes  in  Orade  I,  to  act  as  chairman  of  the  State 
Board  of  Mediation  and  Arbitration,  to  direct  and  con- 
duct examinations  or  investigations  and  to  perform 
other  related  work  for  the  purpose  of  effecting  just  and 
amicable  settlements  of  industrial  disputes. 

aTTAUFICATIO  VS  — 

The  person  holding  this  position  shall  have: 

1.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commisson. 

« 

COMFEVSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3600  to  $4800,  inclusive, 
with  standard  salary  rates  as  follows:  $3600,  $3900, 
$4200,  $4500,  $4800. 

SPECIAL  SEOXTLATION  OOVERNINO  ADVANCEMEirr  SAL- 
AST  RATES- 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  inocating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 

Note. —  The  above  standard  specification  shall  apply  only  to  that  position 
the  incumbent  of  which  has  heretofore  been  designated  as  the  Third  Deputy 
Conimlssioner  of  the  Industrial  Commission. 


mSURANOE  EXAMINER  aBOUP  (7  9) 

IiKvegHgoHondl  and  Ww9m4ning  Bmvkm 
Definition  :  Imwrmce  Bwaminer  Qraup 

The  term  Insurance  Examiner  Group  is  used  to  identify  those 
authorized  employmesttB  of  the  Inyestigational  and  Examining 
Service,  the  incumbents  of  which  are  required  to  examine  the 
books  of  accoimts  and  other  records  of  insurance  companies  for 
the  purpose  of  determining  their  solvency  and  the  conformity  of 
practice  and  methods  to  statutory  and  departmental  regulation. 
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QBADE  I  (F  9  I)  I»v99tigaiumal  and  Bwaminmg  Service 

TITLE  OF  POSITIONS  —     ^"•^**'««^  Ewaminer  Oroup 

INSURANCE  EXAMINER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  thorough  knowledge  of  the  law  and  practice 
governing  insurance  companies  and  of  auditing  and 
accounting  practice,  are  to  execute  important  assign- 
ments connected  with  the  examination  of  the  books  of 
accounts  and  other  records  of  insurance  companies,  or 
to  supervise  minor  examinations  or  sections  of  important 
examinations. 

EcDiimplee: 

Examining  underwriting  methods. 
Examining  classificationB  of  risks. 
Examining  and  computing  reserves. 
TCTi^miwing  claim  Settlements. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  qualifications  prescribed  for  Grade  II  of 
the  Accountant  Group  of  the  Professional  and  Scientific 
Service  ;*  or 

2.  Not  less  than  three  years  of  experience  in  insur- 
ance work  requiring  independent  judgment  and  continu- 
ing responsibility ;  or 

3.  Not  less  than  three  years  of  service  in  the  Insur- 
ance Department  in  highly  specialized  clerical  work  re- 
quiring independent  judgment  and  continuing  respon- 
sibility; or 

4.  A  degree  of  Bachelor  of  Laws  granted  by  a 
collc^  of  recognized  standing  or  evidence  of  admission 
to  the  bar  of  the  State  of  New  York,  and,  in  addition, 
one  year  of  experience  in  insurance  work  requiring  in- 
dependent judgment  and  continuing  responsibility. 

5.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

*  Note. —  For  detailed  qualifications  refer  to  page  75.    Said  qualifications 
are  hereby  incorporated  in  the  specification  of  tnis  Grade. 
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COXPEVSAnOH  — 

The  range  of  aimnal  oompensatioii  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2340,  inoliisiye^ 
with  standard  salary  rates  as  follows:  $1800,  $1980. 
$2160,  $2340. 
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^  '  Investigational  and  Ewamining  Service 

TITLE  or  roBoiom  —   '«««»«•  «««*i6rflfft)up 


SENIOR  INSURANCE  EXAMINER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  important  examinations  or  primary  divisions 
of  large  and  important  examinations  of  the  books  of 
accounts  and  other  records  of  insurance  companies  and 
to  report  thereon. 

QTTALIFIC  ATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $2580  to  $3540,  inclusive,  with 
standard  salary  rates  as  follows:  $2580,  $2820,  $3060, 
$3300,  $3540. 

SPECIAL  BEOVIATION  OOVEBNINO  ADYANCEKENT  SAL- 

ABT  KATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  thd  work  to  be  performed; 
provided  that  the  last  two  salary  rates,  $3300  and 
$3540,  shall  be  assigned  only  to  positions,  the  incumb- 
ents of  which  are  charged  with  the  conduct  of  examina- 
tions of  major  importance  and  shall  be  designated  by 
the  working  title  of  Supervising  Insurance  Examiner. 
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OSADE  m  (F  9  n)  Investigational  and  Ea>amining  Service 

TITLE  OP  POSITIONS—   ^^^^^^^rance  Eaniminer  Group 

CHIEF  INSURANCE  EXAMINER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  a  primary  examining  unit  of  the  State  depart- 
ment charged  with  the  examination  of  the  books  of 
accounts  and  other  records  of  insurance  companies  and 
to  give  critical  and  constructive  advice  on  insurance 
matters  of  the  highest  order  as  a  basis  for  administrative 
control. 

QTTALIPIC  ATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

« 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3900  to  $5400,  inclusive, 
with  standard  salary  rates  as  follows:  $3900,  $4200, 
$4500,  $4800,  $5100,  $5400. 

SPECIAL  SEOTJLATION  OOVESNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


EXAMINER  OF  LOCAL  ASSESSMENTS  OSOUP  (F  10) 

JnDestigatianal  and  Emamining  Service 
Dfiiinituyn.  •  Ewaminer  of  Local  Aeeesemente  Group 

The  term  Examiner  of  Local  Assessments  Group  is  used  to 
identify  those  authorized  employments  of  the  Investigational  and 
Examining  Service,  the  incumbents  of  which  are  required  to 
collect,  coordinate  and  interpret  data  regarding  local  assessments, 
involving  the  appraisal  of  property,  the  examination  of  tax  and 
assessment  rolls  and  of  public  records  relating  to  the  transfer  of 
property,  to  investigate  complaints  regarding  inequalities  in 
assessments  and  equalizations  and  to  advise  local  assessors  in  the 
performance  of  their  work. 
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GHADE  I  (7  10  I)  Jnveatigational  and  Examining  Service- 

Ewaminer  of  Local  Aaaeaamentg  Group 

TITLE  OF  POSITIONS  — 

EXAMINER  OF  LOCAL  ASSESSMENTS 

DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  ta 
collect,  co-ordinate  and  interpret  data  r^arding  local 
assessments,  involving  the  appraisal  of  property,  tho^ 
examination  of  tax  and  assessment  rolls  and  of  public 
records  relating  to  the  transfer  of  property,  to  investi- 
gate complaints  regarding  inequalities  in  assessments 
and  equalizations,  to  advise  local  assessors  in  the  per- 
formance of  their  work  and  to  perform  other  related 
duties  of  similar  standard  and  character. 

QTTAIIPICATIONS  — 

Persons  holding  these  positions  shaU  have: 

1.  Not  less  than  three  years  of  experience  in  profes- 
sional or  commercial  work  or  in  public  service  affording 
opportunity  to  become  familiar  with  real  estate  values^ 
Witt  the  principles,  systems  and  mettods  of  taxation, 
and  with  public  records  relating  pcurticularly  to  the 
transfer  of  property ;  provided,  that  a  d^ree  of  Bachelor 
of  Laws  granted  by  a  college  of  recognized  standing  or 
evidence  of  admission  to  the  bar  of  the  State  of  New 
York  will  be  accepted  as  the  equivalent  of  two  years  of 
the  experience  requirement  in  this  section. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2160,  inclusive^ 
with  standard  salary  rates  as  follows:  $1680,  $1800^. 
$1980,  $2160. 


MISCELLANEOUS  INVESTiaATOS  0£OUP  (F  11) 

ImveMtigQiumal  ond  Bwammmg  Service 
MiBceUaneoua  Itiv€Btiga4or  Qroup 

The  term  MiscellaneouB  InveBtigator  Group  is  used  to  iden- 
tify those  authorized  employments  of  the  Investigational  and 
Examining  Service,  the  incumbents  of  which  are  required  to 
perform  investigative,  detective  and  examining  work  not  covered 
in  any  other  Group  specification. 
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GSADE  I  (F  11  I)  Inveetigational  and  Examining  Bervioe 

MitoellaneouB  Investigator  Oroup 

TITLES  OF  POSITIOirS  — 

INVESTIGATOR  (MISCELLANEOUS) 
INVESTIGATOR  (PRIVATE  BANKERS) 
APPRAISER  (LIVESTOCK) 
APPRAISER  (REAL  ESTATE) 

DUTIES  — 

INVESTIGATOR  (MISCELLANEOUS) 
INVESTIGATOR  (PRIVATE  BANKERS) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  detective  or  investigative 
work  of  a  confidential  nature,  or  to  make  routine  or 
special  investigations  and  examinations  of  methods  and 
practices  for  the  purpose  of  obtaining  legal  proof  of 
violations  of  statutory  or  departmental  regulation  not 
governed  in  any  other  Group  specification. 

EwampUs: 

Investigating  fraudulent  practices  of  commission 
merchants. 

Investigating  character  of  applicants  requesting 
authority  to  conduct  private  detective  agencies. 

Investigating  individuals  and  corporationa  acting  as 
private  bankers  and  not  voluntarily  coming  under  the  su- 
pervision of  the  State  Banking  Department,  for  the  purpose 
of  detecting  violations  of  the  provisions  of  the  Banking 
Law  relative  thereto. 

APPRAISER  (LIVESTOCK) 
Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  appraise,  in  accordance  with  statutory  or  other  regu- 
lations, livestock  condemned  by  veterinarians  represent- 
ing the  State  Department  of  Agriculture,  to  report  on 
same  and  to  perform  such  other  related  work  as  may  be 
assigned. 

APPRAISER  (REAL  ESTATE) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
inspect,  investigate  and  report  upon  the  condition  of 
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real  estate  in  order  to  appraise  the  value  of  such  prop- 
erty in  adjusting  claims  against  the  State  or  in  the  pur- 
chase or  sale  of  lands  for  the  'State. 

QTTAUFICATIONS  — 

INVESTIGATOK  (MISCELLANEOUS) 
INVESTIGATOR  (PRIVATE  BANKERS) 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  pro- 
fessional or  commercial  work  or  in  public  service  afford- 
ing opportunity  to  become  familiar  with  the  type  of 
work  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

APPRAISER  (LIVESTOCK) 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
handling  of  livestock  or  in  other  work  affording  oppor- 
tunity to  become  familiar  with  the  practices  employed 
in  appraising  the  value  of  same. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

APPRAISER  (REAL  ESTATE) 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  five  years  of  experience  in  com- 
mercial work  or  in  public  service  in  appraising  and 
selling  real  estate. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

INVESTIGATOR  (MISCELLANEOUS) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1800,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440,  $1660,  $1680,  $1800. 
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SFECIAI  BEOULATION  00 VEBNINO  S ALABT  BATES  — 

The  entrance  and  other  salary  rates  classified 
within  this  Grade  are  conditional  upon  appraisal,  under 
the  rules  of  the  State  Civil  Service  Conunissiony  indi- 
cating that  the  rates  to  be  designated  do  not  exceed  the 
value  of  the  work  to  be  perf  onned. 

INVESTIGATOR  (PRIVATE  BA1«E:ERS) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  id  from  $1320  to 
$1800,  inclusive,  with  standard  salary  rates  as  follows: 
$1320,  $1440,  $1560,  $1680,  $1800. 

SPECIAL  BEOULATION  OOVEBNINO  ADVAITCEHENT — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Siervice 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 

APPRAISER  (LIVESTOCK) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1320,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320. 

The  per  diem  compensation  of  .this  position  in  this 
Grade  is  $5. 

APPRAISER  (REAL  ESTATE) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1560  to 
$1980,  inclusive,  with  standard  salary  rates  as  follows: 
$1560,  $1680,  $1800,  1980. 
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OKADE  II  (F  11  II)  Inveatigaiional  a/nd  Examining  8ervi0€ 

Mi^oeUaneous  Inveatigator  Group 

TITIE  OF  FOSITIOirS  — 

SENIOR  mVESTIGATOR  (MISCELLANEOUS) 

BTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  thorough  knowledge  of  investigative  technique 
and  involve  independent  responsibility,  are  to  perform 
highly  specialized  investigations  or  examining  work  not 
covered  in  any  other  Group  specification  to  be  used  as  a 
basis  for  official  action  and  guidance. 

EwampleB: 

Acting  as  confidential  agent  to  the  Superintendent  of 
State  Prisons. 

Investigating  delinquent  corporations  for  the  purpose 
of  collecting  taxes  or  determining  property  available  for 
levy. 

QTTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Such  additional  qualifications  as  may  be  pre- 
scribed by  the  State  Civil  Service  Commission. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580. 

SPECIAL  BEOVIATION  OOVEBITDrO  SALARY  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


EZAMINEB  OF  MUNICIPAL  ACCOUNTS  GROUP 

(P12) 

Investigational  and  EaanUmng  8ervio9 
DpHniiuvn.'  Examiner  of  Municipal  AcoovmtB  Group 

The  term  Examiner  of  Municipal  Accounts  Group  is  used 
to  identify  those  authorized  employments  of  the  Investigational 
and  Examining  Service^  the  incumbents  of  which  are  required  to 
examine  the  accounting  procedures  and  records  of  municipal  and 
other  civil  divisions  of  the  State  to  determine  the  correctness  and 
the  conformity  of  such  practice  and  methods  to  the  statutory 
and  departmental  r^ulation  of  the  State  and  the  civil  divisions 
thereof. 

NOTE:  Elementary  auditing  and  accounting  work  performed  in  assisting 
Ezaminers  of  this  Group  will  devolve  upon  Junior  Accountants  recruited 
from  the  Accountant  Group. 
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GBADE  I  (F  12  I)  InveHigatianal  a/nd  Ewamnmiiiiig  8&rv%09 

Examiner  of  MtmioipiU  AooounU  Group 

TITIE  OF  POSITIOirS  — 

EXAMINER  OF  MUNICIPAL  ACCOUNTS 

BTTTIES  — 

Definition: 

The  duties  of  incumbentB  of  these  positionSy  which 
require  a  thorough  knowledge  of  the  law  and  practice 
governing  the  financial  affairs  of  municipal  and  other 
civil  divisions  of  the  State  and  of  auditing  and  account- 
ing practice,  are  to  execute  important  aasignments  in- 
volved in  the  examination  of  the  books  of  accounts  and 
other  records  of  municipal  and  other  civil  divisions  of 
the  State,  to  supervise  minor  examinations  and  to  devise 
and  install  accounting  systems  of  minor  scope. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  qualifications  prescribed  for  Grade  II  of 
the  Accountant  Group  of  the  Professional  and  Scientific 
Service;*  or 

2.  Not  less  than  three  years  of  experience  in  public 
service  affording  opportunity  to  become  familiar  with 
the  type  of  work  covered  in  the  position  to  be  filled ;  or 

3.  Evidence  of  admission  to  the  bar  of  the  State 
of  New  York,  and  in  addition  at  least  one  year  of 
experience  in  the  active  practice  of  law. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980^ 
$2160,  $2340. 

*NoTE:    For  detailed  qualifications  refer  to  page  75.    Said  qualifications 
are  hereby  incorporated  in  the  specification  of  this  Qrade. 


345 

QSADE  n  (F  12  n)  Investigational  and  Examimng  Ben^ioe 

Examiner  of  Municipal  AocountM  Oroup 

TITLE  OF  POSITIONS  — 

SENIOR    EXAMINER    OF    MUNICIPAL    AO 
COUNTS 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  or  supervise  important  examinations  of  the  books 
of  accounts  and  other  records  of  municipal  and  other 
civil  divisions  of  the  State  and  to  report  thereon,  to 
devise  and  install  accounting  systems  of  a  complex 
nature  and  to  perform  work  of  related  character  and 
standard. 

QITALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I^  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEXrSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3300,  inclusive^ 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060,  $3800. 

SPECIAL  BEOUXATIOH  OOVEBHINO  ASVAJrCEMEHT  SAL- 

AET  SATES  — 
Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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GBADE  in  (F  12  m)  investigational  and  Examining  Service 

Examiner  of  Municipal  Accounts  Group 

TITLES  OF  POSITIONS  — 
SUPEE VISING  EXAMINER  OF  MUNICIPAL  ACCOUNTS 
CHIEF  EXAMINER  OF  MUNICIPAL  ACCOUNTS 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  direct  and  supervise  the  activities  of  that  bureau  or 
other  primary  unit  of  a  State  department  charged  with 
the  examination  of  the  books  of  accounts  and  other 
records  of  municipal  and  other  civil  divisions  of  the 
State^  or  to  supervise  and  direct  such  examinations. 
QTTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFEHSATION— 

SUPERVISING   EXAMINER   OF   MUNICIPAL 
ACCOUNTS 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $3600  to 
$3900,  inclusive,  with  standard  salary  rates  as  follows : 
$3600,  $3900. 

CHIEF     EXAMINER     OF     MUNICIPAL     AC- 
COUNTS 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $4200  to 
$4800,  inclusive,  with  standard  salary  rates  as  follows: 
$4200,  $4500,  $4800. 

SPECIAL  BEOVLATIOH  OOVEBNIITO  SALABT  KATES  — 

The  enti'ance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


PAROLE  OFFICER  GROUP  (F  13) 

InveMtigntional  and  Swaminmg  Service 

DefifUium:  ^^^^  ^^B^^  ^^^^^^^ 

The  term  Parole  Officer  Group  is  used  to  identify  those 
authorized  employments  of  the  Investigational  and  Examining 
Service,  the  incumbents  of  which  are  required  to  convey  inmates 
committed  to  correctional  institutions  and  to  accompany  them  to 
their  destinations  upon  parole,  to  make  investigations  of  the  em- 
ployment and  living  conditiouB  of  paroled  inmates  and  to  perform 
such  other  related  work  as  may  be  necessary  to  the  supervision  of 
the  parole  of  inmates,  where  such  is  not  otherwise  provided  for, 
and  of  the  welfare  and  conduct  of  paroled  inmates. 
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GRADE  I  (P  18  I)  InvegHgatUmol  and  Bwamming  Service 

TITLES  OF  POSITIONS  —    ^^^^^  ^**^  ^'^^^ 

PAKOLE  OFFICER  (MALE) 
PAROLE  OFFICER  (FEMALE) 
DITTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  the  parole  work  at  a  cor- 
rectional institution  for  females,  are  to  convey  newly 
committed  or  escaped  inmates  and  violators  of  parole 
to  a  correctional  institution,  to  investigate  homes  and 
places  of  prospective  employment  of  paroled  inmates 
and  to  accompany  them  thereto,  to  visit  paroled  inmates 
and  supervise  their  activities  in  accordance  with  statu- 
tory regulations,  to  keep  the  necessary  records  and 
statistics  and  to  conduct  the  prescribed  correspondeoiice 
concerning  paroled  inmates,  to  perform  such  foUow-up 
work  and  other  related  duties  as  may  be  necessary  or 
incident  to  the  supervision  of  their  welfare. 

axrAUFiGATioirs— 

Persons  holding  these  positions  shall  have: 

1.  A  certificate  of  graduation  from  a  public  high 
school  or  proof  of  other  training  recognized  by  the  State 
Civil  Service  CommisBion  as  the  equivalent  thereof. 

2.  Not  less  than  one  year  of  experience  in  proba- 
tion work,  public  school  teaching,  settlement  work,  or 
in  other  social  work  recognized  by  the  State  Civil  Service 
Commission  as  the  equivalent  thereof. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1020,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $840, 
$900,  $960,  $1020. 

When  maintenance  is  not  furnished,  an  allowance 
of  $240  will  be  granted  in  addition  to  the  above  rates. 
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ORADE  n  (F  IS  n)  InveMfigatumal  and  Ewamining  Servioe 

TITLE  OP  FOSITIOSS  —      ^^'^^^  ^^"^^^  ^^^^^ 

SENIOE  PAEOLE  OFFICER  (MALE) 
SITEIES— 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  Parole  Officers  (male), 
Grade  I,  are  to  plan,  direct  and  be  responsible  for  the 
parole  work  of  a  correctional  or  penal  institution  for 
males,  involving  the  investigation  of  homes  and  places 
of  prospective  employment,  supervision  of  the  activities 
of  paroled  inmates,  the  counseling  of  inmates  newly  com- 
mitted, paroled  or  about  to  be  paroled,  the  supervision 
of  or  the  keeping  of  all  records  or  statistics  and  the 
handling  of  the  prescribed  correspondence,  and  to  per- 
form such  other  duties  as  may  be  necessary  to  the 
supervision  of  all  parole  work  and  the  enforcement  of 
statutory  and  other  r^ulations  relating  thereto. 

QUAUFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  for  Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHPENSATIOIT  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1560,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$1080,  $1140,  $1200,  $1320,  $1440,  $1560.  When 
maintenance  is  not  furnished  an  allowance  of  $240  will 
be  granted  in  addition  to  the  above  rates. 
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SPECIAL  BEOULATION  GOVEBNINO  ASVAHCEMEHT  SAL- 

ABT  RATES— 

Advancemeoit  within  this  Grade  is  oonditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  ^Servioe 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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"^  '  '  /nt?6«t{^a(ionaI  and  Examining  Service 

TITLE  OP  POSITIOW—       ^^^^^  ^^^^^  ^^^^ 

CHIEF  PAROLE  OFFICER 
DUTIES — 

Definition: 

The  duties  of  the  inciunbent  of  this  pofiitiooi,  ndiich 
involve  supervision  of  employes  in  Grade  II  located 
at  penal  institutions^  and  other  assigned  emploTeee^  are 
to  direct  the  parole  work  of  the  State  prisons  and  to 
perform  such  other  related  duties  as  may  be  neoessary 
to  the  supervision  of  paroled  inmates  and  the  eaiforce- 
ment  of  statutory  or  other  regulation  relative  thereto. 

Examples: 

Attending  regular  and  special  meetings  of  the  Board 
of  Parole  and  reporting  on  delinquent  lists,  discharges,  re- 
quests for  absolute  discharge,  etc. 

Investigating  offers  of  employment  for  paroled  in- 
mates. 

Securing  Information  regarding  conduct  of  paroled  in- 
mates. 

Preparing  requisition  papers  for  delinquent  inmates 
in  other  states. 

Issuing  warrants  for  return  to  prison  of  delinquent  in- 
mates. 

Keeping  records  of  the  applications  for  parole. 

QTTALIPICATIOVS  — 

I'he  person  holding  this  position  shall  have: 

1.  The    minimum    qualifications    prescribed    for 

Grade  II. 

.  2.  Not  less  than  two  years  of  service  in  Grade  II, 

or  if  appointed  otherwise  than   by   promotion  from 

Grade  II,  at  least  two  years  of  experience  in  work  of 

Ghrade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 

by  the  State  Civil  Service  Commission. 

C0HPEV8ATI0V— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1980  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1980,  $2160, 
$2840. 


REFEREE  (TRANSFER  TAX)  GROUP  (F  14) 

inveMtigatUmal  and  £wamimng  Bervic€ 
l\  j;    'A-  Referee  (Transfer  Taw)  Oroup 

The  term  Referee  (Transfer  Tax)  Group  is  used  to  identify 
those  authorized  employments  of  the  Investigational  and  Exam- 
ining Service,  the  incumbents  of  which  are  required  to  appraise 
estates  of  decedents  under  the  law  relating  to  taxable  transfers  of 
property  and  to  report  findings  thereon  with  testimony,  affidavits, 
exhibits  and  other  papers  relating  thereto  to  the  surrogate  in 
whose  jurisdiction  proceedings  are  held. 
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OBADE  I  (F  14  I)  InvettigatUmal  and  JSwamining  8^rvic0 

Referee  (Transfer  Taw)  Group 

TITLE  OF  POSITIOirS— 

REFEREE  (TRANSFER  TAX) 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
appraise  estates  of  decedents  under  the  law  relating  to 
the  taxable  transfers  of  property  and  to  report  findings 
thereon  with  testimony,  affidavits,  exhibits  and  other 
papers  relating  thereto  to  the  surrogate  in  whose  juris- 
diction proceedings  are  held. 

airALIFICATI0N8— 

Persons  holding  these  positions  shall  have: 

1.  Evidence  of  admission  to  the  bar  of  the  State 
of  New  York,  and  in  addition  not  less  than  three  years 
of  experience  in  the  active  practice  of  law. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  fiUl  time  service  of  not  less  than  1800  working  hours 
per  annum  is  from  $2580  to  $3900,  inclusive,  with 
standard  sakry  rates  as  follows:  $2580,  $2820,  $3060, 
$3300,  $3600,  $3900. 

The  range  of  annual  compensation  of  this  Grade 
for  part  time  service  of  not  less  than  450  working  hours 
per  annum  is  from  $1020  to  $1980,  inclusive,  with 
standard  salary  rates  as  follows:  $1020,  $1140,  $1260, 
$1380,  $1500,  $1620,  $1740,  $1860,  $1980. 

SPECIAL  BEOXnLATION  007EBNINO  SALARY  EATE8  — 

(a)  For  full  time  service: 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rule^  of  the  State  Civil  Service  Com- 
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mission,  indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 

(b)  For  part  time  service: 

The  entrance  and  other  salary^  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisaly  under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed,  and 
are  dependent  upon  the  time  spent  in  official  duties  m 
evidenced  by  properly  authenticated  time  records. 


SOCIAL  INVESnOATOR  GROUP  (F  15) 

DefinUion:  ^'^  Im^^mHgU^  Omv 

The  term  Social  Investigator  Oroup  is  used  to  identify  those 
authorized  employmeirts  of  the  InvestigatiaDal  and  Examining 
Service^  the  incmnhents  of  whioh  are  required  to  inspeot  and 
investigate  public  or  semi-publicy  charitable  and  correctional  insti- 
tutions or  agencies^  for  the  purpose  of  observing  and  reporting 
upon  the  methods  of  administration  and  efficiency  of  service 
as  a  basis  for  administrative  control  in  correcting  irregu- 
larities in  the  care,  treatment  and  instruction  of  inmates 
and  patients^  defective  conditions  of  plant  and  equipment, 
and  related  conditions  or  practices;  to  assemble^  analyze^  interpret 
and  report  upon  data  relating  to  social  problems  with  special 
reference  to  the  causes  and  effect  of  dependency,  defectiveness 
and  delinquency;  to  investigate  conditions  affecting  the  welfare 
and  labor  of  immigrants  and  to  perform  other  work  for  the  aid 
or  protection  of  immigrants  in  accordance  with  statutory  or  depart- 
mental regulation. 
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OBtADE  I  (F  16  I)  Investigational  and  Ewamimng  Service 

Social  Investigator  €hymp 

TITLES  OF  POSmOHB  — 

SOCIAL  INVESTIGATOR  (INSTITUTION) 
SOCIAL  INVESTIGATOR  (IMMIGRANT  LABOR) 

DUTIES  — 

SOCIAL  INVESTIGATOR  (INSTITUTION) 

DefinUion: 

The  dutieB  of  incombents  of  these  positions  are  to 
make,  nnder  direction,  routine  inspections  or  special 
investigations  of  State,  county  and  municipal  charitable 
or  correctional  institutions,  and  other  ingtitutions  or 
agencies  of  similar  character  receiving  public  moneys 
and  private  homes  where  dependent  children  have  been 
placed,  for  the  purpose  of  observing,  reporting  and  cor- 
recting irregularities  in  the  care  and  treatment  of  in- 
mates or  pati^its,  methods  of  instruction,  facilities  for 
admission  and  retention,  conditions  of  plant  and  equip- 
ment and  other  practices  or  conditions  affecting  the 
health,  comfort  and  training  of  inmates  or  patients ;  to 
institute,  supervise  and  interpret  or  to  make  special 
psychological  and  other  studies  of  dependent  mental 
defectives  and  referred  cases;  to  prepare  or  assi^  in  the 
preparation  of  literature  on  the  causes  and  effect  of 
dependency  and  delinquency;  and  to  perform  other 
services  of  equivalent  character  and  standard. 

Bwamplee: 

Making  inapoMotM  and  investigataona  of  geniBral  ad- 
ministrative procedure,  sanitary  conditiona,  provisiona  for 
ventilation,  lighting,  heating  and  safety;  prqparatioB, 
quantity  and  quality  of  food;  alleged  abnae  and  impfoper 
treatment  of  inmates;  schoolroom  methods;  vocational 
woric;  nursing  and  hospital  treatment,  etc. 

Studying  family  history  and  environment  and  making 
mental  enuninationa  of  public  charges  by  meaaa  of  the 
Binet-Simon  or  other  pyschological  testa. 

Making  inspectiona  and  investigations  of  penal  institu- 
tions, jails,  lock-ups  and  other  correctional  institutions  or 
agenciea  for  the  purpose  of  observing  and  reporting  on.  sani- 
tary conditions  and  provisions  for  ventilation,  lighting,  heat- 
ing and  sleeping  acconmiodationg. 
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Dvnss — 

SOCIAL  INVESTIGATOR  (IMMIGKANT  LABOR) 

Defimiion: 

The  duties  of  incumbents  of  these  positions,  which 
are  perfonned  under  supervision,  are  to  inspect  lodging- 
houses,  hotels  and  homes,  labor  camps,  labor  agencies, 
steamship  ticket  offices,  docks,  ferries,  railroad  terminals 
and  other  places  for  the  purpose  of  detecting  violations 
of  the  law  relating  to  the  employment  or  treatment  of 
immigrants  and  securing  legal  proof  of  violations,  to 
investigate  specific  complaints  of  exploitation,  fraud, 
extortion  or  other  mistreatment  of  immigrants,  to  inves- 
tigate the  condition  of  immigrants  admitted  under  bond, 
to  translate  conmiunications  and  act  as  interpreter  and 
to  perform  other  related  work. 

Kmomple^: 

Making  inrestigations  of  schemes  for  the  exploitation 
of  immigruite. 

Making  inspections  of  labor  camps  adjacent  to  can- 
ning factories  or  to  raUroad  or  other  construction  work  in 
regard  to  sanitary  conditions,  food  and  water  supply,  over- 
crowdings etc. 

QVAUFICATIOlfB  — 

SOCIAL  INVESTIGATOR  (INSTITUTION) 

Persons  holding  these  positions  Aail  have: 

1.  Such  education  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  upon  completion  of  a 
standard  course  of  instruction  in  a  coll<^  of  recognized 
standing,  including  not  less  than  two  years  of  instruc- 
tion in  sociology  and  allied  subjects ;  or 

2.  Not  less  than  two  years  of  experience  in  inves- 
tigative or  institutional  work  of  a  character  and  standard 
recognized  by  the  State  Civil  Service  Commission  as 
the  equivalent  of  the  first  qualification. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conunission. 
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SOCIAL  INVESTIGATOR   (IMMIGRANT 
LABOR) 

Persons  holding  these  positions  shall  have: 

1.  Abilily  to  oonverae  and  write  fluently  in  foreign 
language  and  to  translate  with  cleameBS  and  accuracy, 
speech  or  writing  in  these  languages  into  English  or 
vice  yersa. 

2.  Not  less  than  three  years  of  experience  in  pro- 
fessional, commercial  or  industrial  work  affording  oppor- 
timity  to  acquire  special  knowledge  of  conditions  among 
foreigners  in  this  country ;  provided,  that  two  years  of 
study  in  sociology  or  in  the  methods  of  sociological  work 
leading  to  an  academic  degree  from  an  institution  of 
recognized  standing  will  be  accepted  in  lieu  of  two  years 
of  the  experience  requirement  in  this  section. 

3.  Such  additional  qualifications  as  may  be  required 
bv  the  State  Civil  Service  Commission. 

COMFEKSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440,  $1560,  $1680,  $1800. 

*    ■    *  * 

SPECIAL    SEOXTLATIOV    OOVEBHINO    THE    LAST    TWO 

8ALAST  KATES— 

The  last  two  salary  rates,  $1680  and  $1800,  shall 
be  assigned  only  to  positions  involving  supervisory^  or 
independent  responsibility.  Such  rates  shall  be  desig- 
nated after  individual  appraisal,  under  the  rules  of  the 
State  Civil  Service  Commission,  indicating  that  the  rate 
so  determined  does  not  exceed  the  value  of  the  work 
.     to  be  performed. 
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OXADE  n  (F  16  n)  Investigatiowa  an4  Baamimmg  Ben>io€ 

Sooial  Inve$tigtU<Hr  Group 

TITLES  OF  POSITIONS  — 

SUPEEVISING  SOCIAL  INVESTIGATOR   (IN- 
STITUTION) 
CHIEF  IMMIGRATION  INVESTIGATOR 

DITTIES— 

SUPERVISING  SOCIAL  INVESTIGATOR   (IN- 
STITUTION) 

Definition: 

The  dutieB  of  the  incumbent  of  this  posilaon,  which 
.  require  specialized  knowledge  of  institutional  manage- 
ment and  procedure  and  a  hi^  degree  of  executive 
abiUly,  are  to  direct  and  supenrise  Social  Investigators 
(Institution)  of  Grade  I^  to  institute  and  enforce  proper 
methods  of  inspection,  to  prepare  reports  on  results  of 
field  investigations  and  other  prescribed  reports  and 
records,  to  examine  and  report  on  plans  for  the  construc- 
tion of  buildings  of  charitable  institutions  and  to  per- 
form other  related  duties  involved  in  the  supervision  of 
a  force  of  such  investigators. 

EsMmplea : 

Acting  A8  Superintendent  of  Inspection,  State  Board 
of  Oharitiei. 

CHIEF  IMMIGRATION  INVESTIGATOR 
Defimiiioti: 

The  duties  of  the  incumbent  of  this  position  which 
require  specialized  knowledge  of  social  and  economic 
problems  affecting  the  welfare  of  inumgrants  aad  a 
high  degree  of  executive  ability,  are  to  direct  and  super- 
vise Social  Investigators  (Immigrant  Labor)  of  Grade  I, 
and  to  perform  other  related  duties  involved  in  the 
supervision  of  a  force  of  such  investigators. 

Bwcmple9: 

Aiaigning  work  to  investigators  and  reviewing  their 
reports. 

Conferring  with  the  officials  of  railroads,  customs 
office,  Ellis  Island,  poUoe  headquarters,  prisons,  insane 
asylums  and  other  institutions  regarding  immigrants. 
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aVALHIGATIOHS— 

SUPERVISING  SOCIAL  INVESTIGATOR  (IN- 
STITUTION) 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Social  Investigator  (Institution)  Grade  I. 

2.  Not  less  than  four  years  of  service  in  Grade  I, 
as  a  Social  Investigator  (Institution)  or  if  appointed 
otherwise  than  by  promotion  from  Grade  I,  at  least 
five  years  of  experience  in  work  of  Grade  I  character 
and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

CHIEF  IMMIGRATION  INVESTIGATOR 

The  person  holding  this  position  shall  have: 

1.  Not  less  than  one  year  of  graduate  university 
training  in  sociology  or  sociological  work  in  a  univer- 
sity of  recognized  standing  or  proof  of  other  training 
or  experience  in  original  sociological  investigation  of 
conditions  affecting  the  welfare  of  immigrants,  recog- 
nized by  the  State  Civil  Service  Commission  as  the 
equivalent  thereof. 

2.  Not  less  than  three  years  of  service  in  Grade  I 
as  a  Social  Investigator  (Immigrant  Labor),  or  if  ap- 
pointed otherwise  than  by  promotion  from  Grade  I,  at 
least  three  years  of  experience  in  work  of  Grade  I  diar- 
acter  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Gh*ade 

for  full  time  service  is  from  $2340  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:  $2340,  $2580, 
$2820,  $3060,  $3300,  $3540. 
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■PIOIAL  EEGITLAnOH  OOYEBHIHO  8ALABT  EATU  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Oivil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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ORADK  in  (F  16  HI)  In^e^tigatum^  at(d  J^flTdrntninf  Bervic^ 

Social  Inv€Mtigati>r  Group 

TITLE  OF  POSmOHS  — 

CHIEF  SOCIAL  INVESTIGATOR  (STATE  AND 
ALIEN  POOR) 
DITTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability  and  a 
knowledge  of  investigational  procedure  and  of  the  sev- 
eral laws  governing  charities,  correction,  immigration 
and  poor  persons,  are  to  direct  the  activities  of  those 
units  charged  with  the  enforcement  of  statutory  or 
departmental  regulations  relative  to  the  above  which 
come  within  his  jurisdiction,  to  take  charge  of  assigned 
social  investigators  and  other  employes,  to  collate  data 
from  public  institutions  relative  to  dependency,  defec- 
tiveness or  delinquency,  to  supervise  the  preparation  of 
bulletins  and  other  literature  upon  social  problems,  to 
advise  county  superintendents  of  the  poor  and  other 
public  relief  officials  in  the  discharge  of  their  statutory 
duties,  to  maintain  supervision  of  all  State  charitable 
institutions  and  reformatories  and  of  Indian  relief  as 
prescribed  by  statute,  to  direct  the  support  and  removal 
of  State,  alien  and  nonresident  poor,  to  prepare  annual 
reports  of  departmental  activities,  and  to  perform  such 
other  related  duties  as  may  be  imposed  by  statute  or 
departmental  regulation. 

QVAimCATIOHS  — 

The  person  holding  this  position  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Supervising  Social  Investigator  (Institution)  Grade  II. 

2.  Not  less  than  five  years  of  service  as  a  Super- 
vising Social  Investigator  (Institution)  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  five  years  of  experience  in  work  of  Super- 
vising Social  Investigator  (Institution)  Grade  II  char- 
acter and  standard,  affording  opportunity  to  become 
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familiar  with  the  history  of  New  York  State  and  na- 
tional diarity,  departmental  procedure  and  the  interpre- 
tation and  application  of  the  laws  governing  public  relief 
and  related  matters. 

3.  Such  additional  qualificati<His  as  may  be  required 
by  the  State  Oiyil  Service  Commission. 

COXPEHBATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3600  to  $4500^  inclusive, 
with  standard  salary  rates  as  follows:  $3600,  $3900, 
$4200,  $4500. 


SPECIAL  FKANOHISE  APPRAISER  GROUP   (F  16) 

Definition:  Invettigatumal  and  Emaminmg  Service 

Special  Franchise  Appraiser  Cfroup 

The  term  Special  Franchise  Appraiser  Group  is  used  to 
identify  those  authorized  employments  of  the  Investigational  and 
Examining  Service,  the  incumbents  of  which  are  required  to 
inspect,  collect,  classify  and  interpret  data  pertaining  to  property 
subject  to  special  franchise  taxation,  to  examine  reports  sub- 
mitted by  owners  of  special  franchises,  and  to  appraise  such 
property  on  the  basis  of  investigations  conducted. 
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OBADE  I  (F  16  I)  InveMtigational  and  Ewamming  Bervim 

Special  Franchise  Appraiser  Group 

TITLE  OF  POSITIONS— 

JUNIOK  SPECIAL  FEANCHISE  APPRAISER 
StTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
collect  and  interpret  data  pertaining  to  the  value  of 
tangible  and  intangible  property  subject  to  special  fran- 
chise taxation^  involving  the  preparation  of  inventories, 
the  examination  of  the  books  and  records  of  owners  of 
special  franchise  property^  the  making  of  special  inves- 
tigations of  a  related  nature  and  the  examination  of 
special  franchise  reports,  and  to  compute  the  value  of 
tangible  and  intangible  property  under  investigation. 

ftUALIPICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  qualifications  prescribed  for  G-rade  III  of 
the  Engineer  Group  of  the  Professional  and  Scientific 
Service.* 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Copunission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160,  $2840. 

*  Note. —  For  detailed  qualiflcations  refer  to  pa^e  140.    Said  qualifications 
»r6  hereby  incorporated  in  the  speciflcation  of  this  Grade. 
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GRADE  n  (F  16  n)  investigational-  and  EmamUUng  SeriHoe 

Special  Franchise  Appraiser  Oroup 

TITLE  OF  POSITIONS— 

SPECIAL  FRANCHISE  APPRAISER 

DUTIES  — 

Defimtian: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  and  direct  the  inspection,  collection,  classifica- 
tion and  interpretation  of  data  pertaining  to  the  value  of 
property  subject  to  special  franchise  taxation,  to  make 
independent  investigations,  to  examine  reports  sub- 
mitted by  holders  of  special  franchises  and  to  appraise 
such  property  on  the  basis  of  inspections^  investigations 
and  reports. 

QTJALIFICATI0K8— 

Persons  holding  these  positions  shall  have: 
.1,  The    minimum    qualifications    prescribed    for 
Grade  I. 

2.  Not  less  than  three  vears  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Ghrade  I^  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  ^andard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:     $2580,  $2820, 

$3060,  $3300,  $3540. 

" .  •         ,■    ■• 

..  'Sri$OIA£"9SJ}lJIJk7IQHtlOV£Biri9G:ADyANepfSHT  8AIr 

* ''Aa  X   SATES  *-r 

_..  -Adyanoe^peiit  >^tfa];^  thisGrade-isiConditional  upon 

•    appr^aisal,  jtader.  the  -rules  of  the  St^^te .Civil  Service 

.  ^v  Oonunissioo,  indictotipg- that -the  rates  vtp  be  designated 

J-  d^  not  exceed  ibe^  value  .of  the :  work  tot  be  •  performed. 
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GRADE  in  (7  16  m)  investigational  and  E»^minin§  Service 

Special  Franchise  Appraiser  Chroup 

TITLE  OF  POSITION  — 

CHIEF  SPECIAL  FRANCHISE  APPKAISER 

DUTIES  — 

Definition: 

The  dutieB  of  the  incuxabeut  of  this  position  are  to 
direct  and  control  the  mlations  and  activities  of  a 
bureau  or  other  primary  unit  of  the  State  department 
charged  with  the  inspection,  collection,  classification 
and  interpretation  of  data  pertaining  to  property  sub- 
ject to  special  franchise  taxation^  to  examine  reports 
submitted  by  owners  of  special  frandiises,  to  appraise 
such  property  on  the  basis  of  such  data  and  reports,  and 
to  enforce  those  provisions  of  the  Tax  Law  relating 
thereto. 

QVAUFICATIOHS— 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  preeoribed  for 
Grade  11. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experienoe  in  woric  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3900  to  $5100,  inclusive, 
with  standard  salary  rates  as  follows:  $3900,  $4200, 
$4500,  $4800,  $5100. 

8PB0IAI  SEOVLATION  GOVEKHINO  8ALABT  XATI8-- 

The  entrance  and  other  salary  rates  of  positio&s 
olassified  within  this  Grade  are  eoiiditi<»ial  upon  ap- 
praisal, under  the  roles  of  the  State  OiTil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


TRANSPORTATION  AGENT  GROUP  (F  17) 

Investigational  and  Examining  Service 
T)  j;    '1'      .  Transportation  Agent  Group 

The  term  Transportation  Agent  Group  is  used  to  identify 
those  authorized  employments  of  the  Tnvestigationar  and  Exam- 
ining Service,  the  incumbents  of  whioh  are  required  to  plan 
routes^  purchase  tickets  and  arrange  other  details  involved  in  the 
transportation  of  mentally  defective  aliens  and  non-residents  to 
foreign  countries  or  other  States,  to  acoompany  such  persons 
when  required,  to  translate  communications  and  aot  as  inters 
preter  when  so  ^ussigned  and  to  perform  such  oth^  related  duties 
as  may  be  required. 
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OBADB  I  (F  17  I)  ImvMtig0$ianal  mid  JBwammmg  S^rvitM 

TITLE  OF  POSITIOFS  — 

TRANSPORTATION  AGENT 

DIFTIES— 

DefinUian: 

The  duties  of  incumbents  of  these  positions  are  to 
visit  hospitals  and  other  agencies  or  places  for  the  pur- 
pose of  investigating  and  reporting  upon  facts  relative 
to  the  deportation  or  return  of  mentally  defective  aliens 
and  non-residents,  to  arrange  aU  details  for  the  trans- 
portation of  such  persons  to  foreign  countries  or  other 
States,  to  act  as  att^dant  in  acccxnpanying  such  persons 
to  their  destination,  to  translate  communications  and  act 
as  interpreter  when  ao  assigned  and  to  perfonn  snch 
other  related  duties  as  may  be  required* 

aVAUnOATIOHB-- 

Persons  holding  these  positions  shall  hwve: 

1.  Not  less  than  one  year  of  experience  in  work 
affording  opportunity  to  become  familiar  with  railway 
and  steamship  routes  and  passenger  tariffs,  or  at  least 
one  year  of  experience  in  social,  investigational,  insti- 
tutional or  other  work  in  the  care  or  handling  of  immi- 
grants, dependents,  defectives  or  delinquents. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

C0MPEH8ATI0N  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1020, 
$1080,  $1200,  $1320,  $1440,  $1560. 

SPECIAL  EEOULATION  OOVEKHINO  ADYAITCEHEirT  BAIr 

AKT  BATES-. 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
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Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
The  last  tiiree  salary  rates,  $1320,  $1440,  $1560,  shall 
be  assigned  only  to  positions  involving  independent  or 
supervisory  responsibility. 


/ 


UNDERWBITER  GROUP  (F  18) 

Investigational  and  Ewaminmg  Service 
DefinUum:  Underwriter  Qr^np 

The  term  Underwriter  Group  is,  nsed  to  identify  those  au- 
thorized employments  of  the  Investigational  and  Examining  Serv- 
ice, the  incumbents  of  which  are  required  to  examine  and  under- 
write applications  for  workmen's  compensation  insurance  in  the 
State  Insurance  Fund>  to  audit  payrolls  of  policy  holders  and  con- 
duct inveetigations  relative  to  wage  expenditures^  and  to  confer 
with  employers  regarding  questions  arising  under  the  Workmen's 
Compensation  Law. 
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T  /»  Investigational  and  Ewamining  Bervice 

GRADE  I  (F  18  I)  Underwriter  Cfroup 

TITLE  OF  POSITIONS  — 

UNDERWRITING  CLERK 

DITTIES— 

Definiiion: 

The  duties  of  incumbents  of  these  positions  are  to 
examine  and  underwrite  applications  for  workmen's  com- 
pensation insurance  in  the  State  Insurance  Fund,  to 
audit  payrolls  of  policyholders  and  conduct  investiga- 
tions relative  to  wage  expenditures,  to  confer  with  em- 
ployers r^arding  questions  arising  under  the  Work- 
men's Compensation  Law  and  to  perform  other  related 
work. 

QTJAIIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 
1*  Not  less  than  two  years  of  experience  in  pro- 
fessional,  commercial  or  industrial  work,  or  in  public 
service  affording  opportunity  to  become  familiar  with 
the  type  of  work  covered  in  the  position  to  be  filled  and 
to  meet  and  deal  directly  with  people. 

2.  Such  adclitional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

OOXPEHSATIOV— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 
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GRADE  n  (F  18  H)  Ifweetigational  and  Ecfomining  Service 

Underwriter  Group 

TITLE  OF  POSITIONS  — 

UNDERWKITER 

BJJTIEi  — 

Definition: 

The  duties  of  mcumbents  of  these  positions  are  to 
direct  and  assume  responsibility  for  field  and  office  work 
of  employes  in  Grade  I,  to  act  as  representative  of  the 
State  Insurance  Fund  in  dealing  with  employers  and 
others  in  connection  with  complicated  underwriting 
problems  involved  in  the  administration  of  such  Funds, 
and  to  perform  other  work  of  equivalent  character  and 
standard. 

QVAIIFICATIOHS  — 

Persons  holding  these  positions  shall  ha/oe: 

1.  The  minimum  qualifications  of  Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointment  is  otherwise  than  by  promotion,  at  least 
three  years  of  experience  in  work  of  Grade  I  character 
and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission/ 

COHPENSATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1680.  $1800, 
$1980,  $2160,  $2840. 

SPECIAL  KEGTJLATIOH  GOVEBNINO  SALABT  SATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rate  to  be  designated 
does  not  exceed  the  value  of  the  work  to  be  performed. 


INSPEOTIONAL  SERVICE 

(SYMBOL  G) 
Definition: 

The  term  Inspectional  Service  is  used  to  identify  those 
authorized  employments  of  the  State  Government  the  incumbents 
of  which  are  required  to  observe,  inspect,  check  and  report  upon 
facts,  conditions  and  practices  to  determine  conformity  with  statu- 
tory or  departmental  regulation^  standards  and  specifications  as  a 
basis  for  official  action  in  promoting  and  governing  public  health, 
safety,  honest  trade  and  conditions  of  employment,  in  verifying 
work  performed,  materials  used  and  things  bought  for  the  State, 
and  in  conserving  and  protecting  natural  resources,  where  such 
services  do  not  require  professional  training  or  duties  provided  for 
in  other  Service  specification. 

379 


mSPEOTOR  OF  BEES  GROUP  (G  1) 

IngpeoHonal  8ervi&e 
Inspector  of  Bees  Oroup 

Definition: 

The  term  Inspector  of  Bees  Qroup  is  used  to  identify  those 
authorized  employments  of  the  Inspectional  Service,  the  incum- 
bents of  which  are  required  to  inspect  apiaries  and  other  places 
where  bees  are  kept  for  the  purpose  of  detecting,  controlling  and 
esctirpating  communicable  diseases  of  bees,  to  give  advice  and 
instruction  to  bee  keepers  as  to  the  care  and  treatment  of  bees 
and  to  perform  such  other  related  duties  as  may  be  required. 

881 
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GRADE  1(011)  Inspeciional  Service 

Inspector  of  Beee  Group 

TITLE  OF  POSITIONS  — 

INSPECTOR  OF  JiEES 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
inspect  apiaries  and  other  places  where  bees  are  kept 
for  the  purpose  of  detecting,  controlling  and  extirpating 
communicable  diseases  of  bees  in  accordance  with  statu- 
tory or  departmental  regulation,  to  give  advice  and 
instruction  to  bee  keepers  in  the  care  and  treatment  of 
bees  and  to  perform  other  related  duties  as  may  be 
assigned* 

QUAUFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  expmenoe  in  the 
keeping  of  bees  affording  opportunity  to  become  familiar 
with  the  treatment  of  the  common  communicable  dis- 
eases of  bees. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATIOH- 

The  annual  compensation  of  this  Grade  for  full 
time  service  is  $780. 


INSPEOTOR  OF  BUILDINOS  GROUP  (O  2) 

Inspectiondl  Service 
Inspector   of   Buildings    Oroup 

Definition: 

The  term  Inspector  of  Buildings  Oroup  is  used  to  identify 
those  authorized  employments  of  the  Inspectional  Service,  the 
incumbents  of  which  are  required  to  make  inspections  of  and 
report  upon  the  construction,  alteration,  repair,  maintenance 
and  equipment  of  public  building  in  order  to  determine  the  con- 
formity of  materials,  construction  and  workmanship  with  the 
authorized  plans,  specifications  and  statutory  or  departmental 
roiriilation  relative  thereto. 
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aRADS  1(021)  IntpectionaX  Servioe 

Inspector  of  BwUdingM  Group 

TITLE  OF  POSETIOHS  — 

INSPECTOR  OF  BUILDINGS 
BTJTIE8— 

Definition: 

The  dutieB  of  incumbeatB  of  theee  positionsy  whick 
reciuire  knowledge  of  and  familiarity  with  materials 
and  methods  of  building  construction,  are  to  make 
routine  or  special  inspections  of  the  construction,  alter- 
ation, repairs,  maintenance  and  equipment  of  public 
buildings  in  order  to  detennine  and  report  upon  the 
couformitv  of  materials,  construction  and  workmanship 
witli  autliorized  plans,  specifications  and  statutory  or 
departmental  regulation  relative  thereto,  to  pass  upon 
estimates  for  ordinary  repairs  and  maintenance  and  to 
perform  other  duties  of  equivalent  character  and 
standard. 

Ewample9 : 

Inspecting  iron  and  steel  structural  work. 
Inspecting  plumbing  and  sanitation. 
Inspecting  plastering  and  flre-proofing  proeesses. 
Inspecting  details  of  heating  and  ventilation. 

QTT ALXFICATIOHS  — 

Persons  holding  these  positions  shaU  heme: 

1.  Not  lees  than  three  years  of  experience  in  the 
inspection  of  materials  and  methods  of  building  con- 
struction ;  provided  that  three  years  of  experience  in  a 
skilled  trade  involving  the  practical  application  of 
methods  of  building  construction,  shall  be  accepted  as 
the  equivalent  of  two  years  of  the  experience  require- 
ment in  this  section. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1660,  $1680,  $1800. 


s. 
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SPECIAL  EEOULATION  OOTESNINO  LAST  TWO  SALABT 

SATES— 

The  last  two  salary  rates,  $1680  and  $1800,  shall 
be  assigned  only  to  positions  involving  supervisory  or 
independent  responsibility.  Such  rates  shall  be  desig- 
nated after  individual  appraisal,  under  the  rules  of  the 
State  Civil  Service  Comndssion,  indicating  that  the 
rate  so  determined  does  not  exceed  the  value  of  the 
work  to  be  performed. 

13 


INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 

GROUP  (G  3) 

Inapectional  Service 

Inspector  of  Dairy  Products  and  Food  Oroup 

Definition: 

The  term  Inspector  of  Dairy  Products  and  Food  Group  is 
used  to  identify  those  authorized  employments  of  the  Inspectional 
Service,  the  incumbents  of  which  are  required  to  direct,  supervise 
and  perform  such  work  in  the  inspection,  investigation  and  con- 
trol of  the  manufacture,  production,  branding,  sampling,  handling 
and  sale  of  food,  agricultural  products,  supplies  and  other  com- 
modities as  preecribed  by  the  Agricultural  Law,  to  secure  legal 
proof  of  violations  of  provisions  of  the  Agricultural  Law  relative 
thereto,  to  give  instruction  in  the  manufacture  of  butter  and 
cheese  and  to  direct  and  perform  other  related  duties,  not  covered 
in  any  other  specification,  for  the  purpose  of  protecting  the  public 
health  and  promoting  agricultural  interests. 

887 
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QBADE  I  (O  3  I)  Inspectional  Service 

Inapeoior  of  Dairy  ProductM  and  Food  Oroup 

TITLES  OF  POSmOBB  — 

INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 
INSTRUCTOR  IN  CHEESE  MAKING 

DITTIES  — 

INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 

Definition: 

The  duties  of  incumbents  of  these  positions  axe  to 
make,  under  supervision,  such  inspectionB  and  investi- 
gations of  the  methods  of  manufacture,  production, 
branding,  sampling,  handling  and  sale  of  food  and  sup- 
plies and  other  prescribed  commodities  as  may  be  neces- 
sary to  the  enforcement  of  the  provisions  of  the  Agri-» 
cultural  Law  relative  thereto,  and  to  perform  other  re- 
lated duties  for  the  purpose  of  protecting  the  public 
health  and  promoting  agricultural  interests. 

B»ample9: 

Inspecting,  testing  and  sampUng  miUc,  food,  vinegar, 
etc. 

Sampling  feed  stuffs,  foods,  fertilizers  and  seeds. 

Making  sanitary  inspections  of  dairies,  milk  statioiiSv 
creameries,  cheese  factories,  etc. 

Assisting  veterinarians  in  suppressing  communicable 
diseases  of  domestic  animals. 

Making  special  investigations  of  suspected  violations. 

INSTRUCTOR  IN  CHEESE  MAKING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  and  give  advice  to  cheese  manufacturers,  dairy- 
men  and  farmers  in  the  making  of  standard  cheeses, 
to  talk  at  meetings  of  agricultural  societies  on  improved 
methods  of  cheese  making,  and  to  perform  as  incidental 
to  the  above,  those  duties  prescribed  for  the  Inspector 
of  Dairy  Products  and  Food. 
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QUALIFICATIONS  — 

INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 
Persons  holding  these  positions  shall  hwve: 

1.  Not  less  than  two  jears  of  study  in  a  standard 
course  of  instruction  in  a  college  of  agriculture  of  recog- 
nized standing;  or  at  least  two  years  of  experience  in 
the  public  service  as  an  inspector  of  foods,  milk  or 
dairies;  or  in  practical  dairy  work  affording  oppor- 
tunity to  become  familiar  with  metbods  of  production, 
manufacture,  branding,  sampling  and  handling  of  foods 
and  dairy  products. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

INSTRUCTOR  IN  CHEESE  MAKING 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  one  year  of  study  in  cheese  mak- 
ing in  a  college  of  agriculture  of  recognized  standing, 
and  in  addition  at  least  two  years  of  practical  experi- 
ence in  the  making  or  manufacture  of  standard  cheeses. 

2.  Such  additional  qualifications  as  miay  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 
The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1380,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $1020, 
$1140,  $1260,  $1380. 

INSTRUCTOR  IN  CHEESE  MAKING 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1140  to  $1620,  inclusive, 
with  standard  salary  rates  as  follows:  $1140,  $1260, 
$1880,  $1500,  $1620. 
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OBADE  n  (O  3  n)  Jnspectional  Service 

Inspector  of  Dairy  Producte  and  Food  Group 

TITLE  OF  POSITIONS  — 

SUPERVISING    INSPECTOR    OF    DAIRY   PRODUCTS 

AND  FOOD 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise,  instruct  and  assist  employes  in  Grade  I,  to 
make  such  special  inspections  and  investigations  as  may 
^  be  necessary  to  the  enforcement  of  the  provisions  of  the 

Agricultural  Law  relative  to  the  manufacture,  produc- 
tion, branding  and  sale  of  food,  agricultural  products 
and  supplies  and  other  prescribed  commodities,  and  to 
perform  such  other  related  duties  as  may  be  assigned. 

QUAUEICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  bo  r^ 
quired  by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160,  $3840. 

SPECIAL  BEOTJLATION  OOVEKNINO  ADVANCEKEHT  SAI  * 

AST  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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GBADE  m  (O  3  in)  InBpectional  Service 

Inspector  of  Dairy  Products  and  Food  Oroup 

TITLE  OF  POSITION— 
CHIEF  INSPECTOR  OF  DAIRY  PRODUCTS  AND  FOOD 

DUTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
involve  responsibility  for  the  work  of  employes  in 
Grades  I  and  II,  and  other  assigned  employes,  are  to 
direct  and  supervise  that  bureau  or  other  primary  unit 
of  the  State  Department  charged  with  the  inspection, 
investigation  and  control  of  the  manufacture,  produc- 
tion, branding,  sampling,  handling  and  sale  of  food, 
agricultural  products  and  supplies,  and  other  commodi- 
ties as  prescribed  by  the  Agricultural  Law,  the  securing 
of  l^al  proof  of  violations  of  the  provisions  of  the 
Agricultural  Law  relative  thereto,  the  instruction  in 
the  manufacture  of  butter  and  cheese,  and  to  perform 
other  related  work  not  covered  in  any  other  Group 
specification  for  the  purpose  of  protecting  the  public 
health  and  promoting  agricultural  interests. 

aV  AHFICATIONS  — 

ft 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  five  years  of  experience. in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission* 

COMPENSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060. 


INSPECTOR  OF  ENGINEESINa  WORKS  OROUP 

(G4) 

InspeciUmfU  Bervice 
j\  i;    'A'  Inspector  of  Engineering  Works  Oroup 

The  term  Inspector  of  Engineering  Works  Group  is  used  to 
identify  those  authorized  employments  of  the  Inspectional  Service, 
the  incumbents  of  which  are  required  to  make  inspections  and 
investigations  of  and  reports  upon  the  construction,  operation, 
condition,  maintenance  and  repair  of  highways,  sewers,  canals, 
piers,  tunnels,  aqueducts,  dams,  bridges,  subways,  railroads  and 
other  engineering  structures  or  projects  not  covered  in  any  other 
Group  specification  in  order  to  determine  the  conformity  of 
materials  and  methods  of  man.ufacture  and  construction  with 
authorized  plans,  specifications  and  statutory  or  departmental 
r^ulation. 
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QBADE  I  (a  4 1) 

TITLES  OF  posmoirs— 

INSPECTOR   OF 
(GENERAL) 

INSPECTOR  OF 
(MASONRY) 
.  INSPECTOR  OF 
(STEEL) 

INSPECTOR   OF 


In^pectumdl  Service 
Inepeotar  of  Engineering  Works  Group 

ENGINEEKING  WORKS 
ENGINEERING  WORKS 
ENGINEERING      WORKS 


WORKS 


WORKS 


ENGINEERING      WORKS 


ENGINEERING      WORKS 


ENGINEERING 

(TRACK  WORK  INSTALLATION) 
INSPECTOR      OF      ENGINEERING 

(LUMBER) 
INSPECTOR      OF 

(EXPLOSIVES) 
INSPECTOR      OF 

(CONDUITS) 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  familiarity  with  the  special  branches  of  con- 
struction and  maintenance  covered  in  the  position  to 
•  be  filled,  are  to  make,  under  supervision,  routine  inspec- 
tions and  investigations  of  and  reports  upon  the  con- 
struction, operation,  condition,  maintenance  and  repair 
of  highways,  sewers,  canals,  piers,  tunnels,  aqueducts, 
dams,  bridges,  subways,  railroads  and  other  engineering 
structures  or  projects  not  included  within  any  other 
Group  specification,  in  order  to  determine  the  conformity 
of  materials  and  methods  of  manufacture  and  construc- 
tion with  authorized  plans,  specifications  and  statutory 
or  departmental  regulation. 

QTTALIFICATKmS  — 

INSPECTOR  OF  ENGINEERING  WORKS  (GEN- 
ERAL) 
Persons  holding  these  positions  shall  have: 
1.  Not  less  than  three  years  of  practical  experience 
in  the  inspection  of  building  materials  and  engineering 
construction;  or 
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2.  Such,  training  in  civil,  mechanical,  electrical, 
sanitary  or  other  engineering  branches  as  is  evidenced 
by  a  degree,  diploma  or  certificate,  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  an  engi- 
neering school  of  recognized  standing. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

INSPECTOE      OF      ENGINEERING     WORKS 

(MASONRY) 
INSPECTOR      OF      ENGINEERING      WORKS 

(STEEL) 
INSPECTOR      OF      ENGINEERING      WORKS 

(TRACK  WORK  INSTALLATION) 
INSPECTOR      OF      ENGINEERING      WORKS 

(LUMBER) 
INSPECTOR      OF      ENGINEERING      WORKS 

(EXPLOSIVES) 
INSPECTOR      OF      ENGINEERING      WORKS 

(CONDUITS) 
Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  as  fore- 
man, or  in  other  equally  responsible  employment  in  the 
manufacture,  inspection,  testing,  handling  or  installing 
of  construction  materials. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPESBATIOn — 

INSPECTOR  OF  ENGINEERING  WORKS  (GEN- 
ERAL) 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $960  to 
$1440,  inclusive,  with  standard  salary  rates  as  follows: 
$960,  $1080,  $1200,  $1320,  $1440. 

INSPECTOR      OF      ENGINEERING      WORKS 
.  (MASONRY) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1200  to 
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$1680,  incloslTe^  with  standard  salary  rates  as  follows: 

$1200,  $1320,  $1440,  $1560,  $1680. 

Note. —  The  PabUc  Senriee  Ccsmniasion  of  the  Eirst  DiBtrict  is  empowered 
to  deeignata  hourly  awi  part  time  ratea  eonaisteDt  with  the  regulations  of  tliis 
Group  for  services  under  this  employment  where  such  heretofore  has  been  the 
practice. 

INSPECTOR      OF      ENGINEERING      WORKS 

(STEEL) 
INSPECTOR      OF      ENGINEERING      WORKS 

(TRACK  WORK  INSTALLATION) 
INSPECTOR      OF      ENGINEERING      WORKS 

(LUMBER) 
INSPECTOR      OF      ENGINEERING      WORKS 

(EXPLOSIVES) 
INSPECTOR      OF      ENGINEERING      WORKS 

(CONDUITS) 
The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $1200 
to  $1800,  inclusive,  with  standard  salary  rates  as  fol- 
lows:    $1200,  $1320,  $1440,  $1560,  $1680,  $1800. 

SPBCIAL  BEOITLATION  GOVEBNINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed ;  pro- 
vided that  the  entrance  rate  for  Inspector  of  Engineer- 
ing Works  (General)  shall  not  in  any  year  exceed 
$1200. 


EXCISE  INSPECTOR  GROUP  (G  5) 

Inspectional  Service 
T>    /.    ...  Ewoiae  Inspector  Oroup 

Vefimtum: 

The  term  Excise  Inspector  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Inspectional  Service,  the  incumbents 
of  which  are  required  to  make  inspections  and  investigations  for 
the  purpose  of  obtaining  and  reporting  legal  proof  of  violations 
of  the  Liquor  Tax  Law,  and  to  perform  such  other  duties  of 
equivalent  character  and  standard  as  may  be  necessary  to  the 
enforcement  of  said  law. 
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OBADE  I  (O  5  I)  In9pectu>nal  Service 

Ewoiae  Inspector  Oroup 

TITIE  OP  POSITIOirS  — 

EXCISE  INSPECTOR 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  making  inspections  and  investigations  for  the 
purpose  of  obtaining  and  reporting  legal  proof  of  viola- 
tions of  the  Liquor  Tax  Law,  to  assist  in  making 
searches  and  seizures,  to  testify  in  court  upon  alleged 
violations,  and  to  perform  such  .other  related  duties  as 
may  be  necessary  to  the  enforcement  of  said  law. 

QTTALniCATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHFEirSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1080, 
$1200. 
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GRADE  n  (O  5  n)  Inspectumal  Service 

Ewoiae  Inspector  Group 

TITLE  OF  POSITIONS  — 

SENIOR  EXCISE  INSPECTOR 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  which 
involve  a  high  degree  of  responsibility  and  which  may 
involve  the  instruction  and  supervision  of  employes  in 
Grade  I,  are  to  make  special  inspections  and  investi- 
gations for  the  purpose  of  obtaining  and  reporting  legal 
proof  of  violations  of  the  Liquor  Tax  Law,  to  make 
searches  and  seizures,  to  act  as  special  deputy  excise 
commissioners  and  as  county  treasurers  when  so  as- 
signed for  the  collection  of  fees  and  taxes,  to  testify  in 
court  regarding  alleged  violations  of  the  Liquor  Tax 
Law  and  to  perform  such  other  related  duties  as  may  be 
necessary  to  the  enforcement  of  said  law. 

QTTALniCATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1320  to  $1560,  inclusivcy 
with  standard  salary  rates  as  follows:     $1320,  $1440 
$1560. 
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OBADE  m  (O  6  m)  Intpectional  Service 

Excise  Inspector  Group 

TITLE  OF  POSITIOir  — 

CHIEF  EXCISE  INSPECTOR 
DUTIES— 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability,  are  to 
direct,  supervise  and  instruct  employes  in  Grades  I 
and  II,  to  assume  immediate  responsibility  for  inspec- 
tions and  investigations  necessary  to  the  enforcement 
of  the  Liquor  Tax  Law,  to  make  special  inspections  or 
investigations  as  a  basis  for  administrative  control,  to 
prepare  reports  on  results  of  field  investigations,  and 
to  perform  such  ether  related  duties  as  may  be  necessary 
in  the  enforcement  of  the  Liquor  Tax  Law. 

QVAXinCATIOirS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  .annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2160  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2580,  $2820,  $3060. 

SPECIAL  BEaiTLATION  OOVESNINa  ADVANCEMENT  SAL- 

ABY  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


INSPECTOR  OF  FASMS  GROUP  (G  6) 

Inapectional  Service 
T%  j:    '2-  Farm  Inspector  (jfroup 

The  term  Inspector  of  Farms  Group  is  used  to  identify  those 
authorized  employments  of  the  Inspectional  Service,  the  incum- 
bents of  which  are  required  to  make  routine  and  special  inspec- 
tions of  State  and  county  institution  farms  for  the  purpose  of 
advising  institutional  officers  and  employes  in  the  operation 
thereof  and  to  perform  such  other  related  field  and  office  duties 
as  may  be  assigned. 
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OBADE  I  (O  6  I)  Inspeotianal  Service 

Farm  Inepeoior  Cfroup 

TITLE  OF  POSITIONS  — 

INSPECTOR  OF  FARMS 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  routine  and  special  inspections  of  State  and  county 
institution  farms  for  the  purpose  of  advising  institu- 
tional officers  and  employes  in  the  operation  thereof, 
and  to  perform  other  related  field  or  office  duties  as  may 
be  assigned. 

Example: 

Acting  as  Fann  Inspector,  Department  of  Agriculturo. 

QTrAimcATioirs— 

Persons  holding  these  positions  shall  have: 

1.  A  degree,  diploma  or  certificate  granted  on 
completion  of  a  standard  course  of  instruction  in  a  col- 
lege of  agriculture  of  recognized  standing,  and  in  addi- 
tion at  least  two  years  of  experience  in  the  management 
and  operation  of  a  large  farmj  or 

2.  Not  less  than  five  years  of  practical  experience 
in  the  management  and  operation  of  a  large  farm. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conrndssion. 

COHPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2580,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340,  $2580. 

SPECIAL  BEOULATION  aOYEBNINa  ABVAHCEMEHT  SAL- 
ARY EATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  valn^  of  the  work  to  be  performed. 


FISH  AND  GAME  PROTECTOR  OBOUP  (G  7) 

Inspectiondl  Service 
Tk  j:    'I*  ^ieh  and  Game  Protector  Group 

Vejimtion: 

The  term  Fish  and  Game  Protector  Group  is  used  to  identify 
those  authorized  employments  of  the  Inspectional  and  Investiga- 
tional Service,  the  incumbents  of  which  are  required  to  enforce 
the  provisions  of  the  Conservation  Law  relative  to  the  propaga- 
tion and  protection  of  fish  and  game. 
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OBADE  I  (0  71)  Inspeoiiondl  Service 

Fish  and  Game  Protector  Group 

TITLE  OF  FOSmONS  — 

FISH  AND  GAME  PROTECTOR 
DUTIES  — 

The  duties  of  inctuubents  of  theee  positions^  which 
are  performed  imder  supervision,  are  to  patrol  State 
lands  to  enforce  the  provisions  of  the  Conservation  Law 
relative  to  the  propagation  and  protection  of  fish  and 
game,  and  to  act  generally  as  a  guardian  of  the  lands 
of  the  State  within  specified  geographical  districts. 

Eaamples: 

Making  searches  of  buildings,  boats,  cars  and  boxes 
for  violations  of  the  law. 

Preventing  trespass  upon  State  property. 

QVMIFICATI0B8— 

Persons  holding  these  positions  shall  h<we: 

L  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHFENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1080,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080. 
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OBADE  n  (O  7  n)  InspeoHonal  Service 

Fiah  and  Oame  Protector  Chroup 

TITLE  OF  FOSITIOirS  — 

SUPERVISING  FISH  AND  GAME  PROTECTOR 

DUTIES— 

Definition: 

The  duties  of  incnmbeiits  of  these  positions;  which 
involve  supervision  of  employes  in  Grade  I,  are  to 
assume  responsibility  for  the  enforcement  of  the  pro- 
visions of  the  Conservation  Law  relative  to  the  propaga- 
tion and  protection  of  fish  and  game,  within  a  prescribed 
geographical  division,  to  investigate  complaints  and  to 
perform  other  related  duties  involved  in  the  adminis- 
tration of  such  a  division. 

QTTALIFICATIOirS  — 

Persons  holding  these  positions  shall  hofve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  four  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $1680,  inclusive, 
with  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680. 
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OBADE  in  (O  7  m)  Inspectumal  Service 

Fish  and  Game  Protector  Orovp 

TITLES  OF  POSITIONS  — 

ASSISTANT  CHIEF  GAME  PROTECTOR 
SUPERVISOR  OF  MARINE  FISHERIES 

DITTIES  — 

ASSISTANT  CHIEF  GAME  PROTECTOR 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability,  are  to 
assist  in  the  direction  of  the  primary  unit  of  organization 
of  a  State  Department  charged  with  the  enforcement 
of  the  provisions  of  the  Conservation  Law  relative  to 
fish  and  game. 

SUPERVISOR  OF  MARINE  FISHERIES 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 

.   require  a  high  degree  of  administrative  ability,  are  to 

direct  the  bureau  or  other  primary  unit  of  a  State 

department  charged  with  the  regulation  and  control  of 

the  marine  fisheries  in  the  State. 

QTTALIFICATIOirS  — 

ASSISTANT  CHIEF  GAME  PROTECTOR 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  five  years  of  service  in  Grade  II,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  II, 
at  least  five  years  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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SUPEKVISOR  OF  MARINE  FISHERIES 

The  person  holding  this  position  shall  have: 

1.  Not  less  than  five  years  of  practical  experience 
in  work  relating  directly  to  the  marine  fidiery  regulation 
and  control,  at  least,  one  year  of  which  shall  have  been 
in  an  administrative  capacity. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEirSATIOir— 

The  range  of  annual  compensation  of  t^his  Grade 
for  full  time  service  is  from  $2160  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $2160,  $2340, 
$2580,  $2820,  $3060. 

SPECIAL  EEOTTLATIOir  OOVEBNINO  ADVANCEMENT  SAL- 

AET  SATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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CHEtADE  IV  (O  7  IV)  IntpwHonal  Bervioe 

Fi§h  and  Game  Protector  Group 

TITLE  OF  POSITION  — 

CHIEF  GAME  PROTECTOR 
DUTIES  — 

Definition: 

Tke  duties  of  the  incumbent  of  this  position,  which 
require  the  highest  degree  of  administrative  ability,  are 
to  direct  the  bureau  or  other  primary  unit  of  the  State 
Department  charged  with  the  enforcement  of  those  pro- 
visions of  the  Conservation  Law  relative  to  fish  and 
game. 

QITAIIFICATIOHS  — 

The  person  holding  this  position  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  seven  years  of  service  as  a  Assist- 
ant Chief  Game  Protector  in  Grade  III,  or  if  appointed 
otherwise  than  by  promotion  from  Grade  III,  at  least 
seven  years  of  experience  in  work  of  Assistant  Chief 
Game  Protector  in  Grade  III  character  and  standard, 
at  least  two  of  which  shall  have  been  in  New  York  State, 
and  at  least  two  of  which  shall  have  been  in  an  independ- 
ent administrative  capacity. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3300  to  $4200,  inclusive, 
with  standard  salary  rates  as  follows:  $3300,  $3600, 
$3900,  $4200. 

SPECIAL  BEOTTLATION  OOVEBNINO  SALARY  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


FOREST  RANGER  AND  OBSERVER  GROUP  (G  8) 

Intpeotumdl  Bmvioe 

n   /•    • « .  _  Forest  Ranger  and  Observer  Group 

DefmUtort: 

The  term  Forest  Ranger  and  Observer  Group  is  used  to 
identify  those  authorized  employments  of  the  Inspectional  Service, 
the  incumbents  of  which  are  required  to  prevent,  control  and 
extinguish  forest  fires  and  to  enforce  the  provisions  of  the  Con- 
servation Law  relative  to  forest  fires  and  the  protection  of  State 
lands. 
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OBADE  1(081) 

TITLES  OF  POSITIONS  — 

RANGER 

OBSERVER 
DITTIES  — 

RANGER 

Definition: 

The  duties  of  incumbents  of  these  positions,  whicl; 
require  a  knowledge  of  the  general  topography  of  specific 
forest  districts  in  the  State,  are  to  patrol  lands  in  order 
to  prevent,  control  and  extinguish  forest  fires,  and  to 
enforce  the  provisions  of  the  Conservation  Law  relative 
to  forest  fires,  toplopping  and  the  protection  of  State 
lands. 

OBSERVER 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
keep  watch  from  stations  for  the  purpose  of  reporting 
the  condition  of  property  in  forest  districts,  to  report 
forest  fires,  and  protect  and  care  for  telephone  lines 
and  other  fire  prevention  equipment. 

QITAIIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  five  years  residence  in  the  imme- 
diate vicinity  of  the  specific  forest  district  covered  in 
the  position  to  be  filled,  affording  opportunity  to  become 
familiar  with  local  conditions,  means  of  communication, 
and  location  of  labor  and  supplies. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATIOir  — 

RANGER 

The  range  of  monthly  compensation  of  this  Grade 
for  full  time  service  is  from  $60  to  $75,  inclusive,  with 
standard  salary  rates  as  follows:     $60,  $65,  $70,  $75. 
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OBSEKVER 

The  range  of  monthly  compensation  of  this  Grade 
for  full  time  service  is  from  $50  to  $60,  inclusive,  with 
standard  salary  rates  as  follows:     $60,  $55,  $60. 

SPECIAL  BEOHLATIOir  OOVEENINO  POSITIOITS  BEQITIS- 

IHG  MADTTEHAirCE  — 

For  positions  requiring  the  incumbent  to  live  in 
look-out  stations,  an  allowance  of  $12  per  month  shall 
be  added  to  the  salary  rate  in  lieu  of  maintenance. 

SPECIAL  BEOTTLATIOir  OOVEBNINa  SALARY  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade,  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 
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0EADEn(08n)  IfupeotUmai  Service 

Foreet  Ranger  and  Observer  Chroup  \ 

TTSLE  OF  POSITIONS  — 

SUPERVISING  RANGER 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  the  supervision  of  employes  in  Grade  I,  are  to 
assume  responsibility  within  a  prescribed  geographical 
division  for  the  enforcement  of  the  provisions  of  the 
Conservation  Law .  relative  to  forest  fires,  toplopping 
and  protection  of  State  lands. 

QTTALIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  four  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEirSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:     $1440,  $1560. 


INDUSTRIAL  INSPECTOR  GROUP  (O  9) 

Inspectional  Service 
DefinUion:  industrial  inspector  Group 

The  tegrm  Industrial  Inspector  Group  is  used  to  identify 
those  authorized  emplojments  of  the  Inspectional  and  Investiga- 
tional Service,  the  incumbents  of  which  are  required  to  direct, 
supervise  and  perform  such  work  in  inspecting,  investigating  and 
reporting  upon  conditions  in  factories,  mercantile  establishments 
and  other  places  of  employment  as  may  be  necessary  to  the 
enforcement  of  the  provisions  of  the  Labor  Law  relative  thereto. 
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OBADE  I  (O  9  I)  Inspectional  Service 

Indutiriol  Inepeotor  Group 

TITLE  OF  POSITIONS  — 

INDUSTRIAL  INSPECTOR 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  supervision,  are  to  visit  and  make 
inspections  of  factories,  mercantile  establishments  or 
places  of  any  kind  affected  by  the  provisions  of  the 
Labor  Law,  to  detect  violations  of  such  law  and  to 
collect  evidence  relating  thereto,  to  report  in  detail  on 
conditions  inspected,  with  recommendations,  and  to  per- 
form other  related  work  of  an  equivalent  character  and 
standard. 

EoBamplea: 

Making  routine  inspections  and  general  surveys  of 
sanitary  conditions  in  factories  and  other  places  of  employ- 
ment. 

Making  routine  inspections  of  the  hours  of  labor. 

Making  routine  inspections  of  mercantile  establish- 
ments. 

Making  routine  inspections  of  fire  prevention  facilities 
and  equipment. 

Making  routine  inspections  of  factory  machinery  for 
the  prevention  of  accidents  and  injuries  to  employes. 

QITAIIPICATIOHS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  Not  less  than  five  years  of  practical  experience 
in  engineering,  building  construction,  or  other  mechan- 
ical work  affording  special  opportunity  to  become 
familiar  with  the  application  of  approved  methods  of 
fire  prevention,  accident  prevention,  sanitation  and  in- 
dustrial hygiene  in  places  of  employment;  or 

2.  A  degree  or  certificate  granted  on  completion  of 
a  standard  course  of  instruction  in  mechanical,  electrical 
or  chemical  engineering  in  a  school  of  recognized  stand- 
ing, and  in  addition  at  least  one  year  of  experienoe  in 
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the  practice  of  the  profession  for  which  a  degree  has 
been  obtained;  or 

3.  A  degree  of  Doctor  of  Medicine  granted  by  a 
medical  collie  of  recognized  standing,  and  in  addition 
at  least  one  year  of  experience  in  industrial  hygiene 
either  in  the  public  service  or  in  the  employ  of  a  private 
corporation;  or 

4.  A  degree,  diploma  or  certificate  granted  on  com- 
pletion of  a  standard  course  of  instruction  in  a  college 
of  recognized  standing,  and  in  addition  at  least  two 
years  of  experience  in  industrial  investigational  or  in- 
spectional  work  affording  special  opportunity  to  become 
familiar  with  the  application  of  approved  methods  of 
fire  prevention,  accident  prevention,  sanitation  and  in- 
dustrial hygiene  in  places  of  employment ;  or 

5.  Not  less  than  three  years  of  experience  in  the 
supervision  of  the  welfare  work  of  a  large  mercantile 
or  industrial  establishment,  or  at  least  five  years' 
experience  in  investigational  work  for  an  organization 
of  recognized  standing  whose  object  is  the  improvement 
of  the  working  conditions  of  persons  employed  in  facto- 
ries or  other  industrial  establishments. 

6.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission,  acting  in  co- 
operation with  the  Industrial  Council. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1560,  inclusive, 
vnth  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 
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OBADE  n  (O  9  n)  Inspeotumal  Service 

Industrial  Itupedar  Group 

TITLE  OF  FOSITIOirS  — 

SENIOR  INDUSTRIAL  INSPECTOR 
DFTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  expert  knowledge  and  judgment  in  one  or  more 
phases  of  the  inspection  work  of  the  department  or  other 
unit  of  State  government  charged  with  the  enforcement 
of  the  Labor  Law,  are  to  assist  in  the  supervision  of 
inspectional  work  of  employes  in  Grade  I,  to  make 
special  inspections  or  investigations,  and  to  perform 
such  other  duties  as  may  be  assigned. 

Ewamplea: 

Making  special  inspections  of  machinery  and  manu- 
facturing equipment  for  the  prevention  of  industrial  hazards. 

Making  special  inspections  of  buildings  for  the  pre- 
vention of  fire  hazards. 

Making  special  inspections  of  sanitary  conditions  in 
factories. 

Supervising  the  work  of  small  groups  of  inspectors. 

QXTMinCATIOHS— 

Persons  holding  these  positions  shall  ha/ve: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  two  years  of  service  in 
Grade  I. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission, 
acting  in  co-operation  with  the  Industrial  Council. 

(b)  As  a  basis  for  original  appointment: 

1.  The  minimum  qualifications  prescribed 
for  Grade  I. 

2.  Not  less  than  four  years  of  practical  ex- 
perience in  inspectional  or  investigational  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission, 
acting  in  co-operation  with  the  Industrial  CounciL 


...         .  -J 

417 

COXPEVSATIOn— 

The  range  of  annual  ecHnpensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $1980,  indusive, 
with  standard  salaiy  rates  as  follows:     $1680,  $1800, 
$1980. 
14 
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OBADE  m  (O  9  ni)  iMpectumal  Service 

Induatri€tl  Inepeotor  Group 

TITLES  OF  FOSmOHS  — 

SUPERVISING  INDUSTRIAL  INSPECTOR 
SUPERVISING  HOMEWORK  INSPECTOR 

ft 

BITTIES— 

SUPERVISING  INDUSTRIAL  INSPECTOR 

Definition: 

The  duties  of  incumbents  of  these  positions^  which 
involve  the  supervision  of  employes  in  Grades  I  and  11, 
are  to  be  responsible  for  the  enforcement  of  the  Labor 
Law  within  a  specified  geographical  district  or  other 
primary  unit  of  organization,  to  reinspect  establishments 
on  appeals,  to  interpret  to  employers  and  employes  the 
provisions  of  the  Labor  Law  relative  to  conditions  in 
factories,  mercantile  establishments  and  other  places  of 
employment  and  the  rules  and  regulations  of  the  State 
department  charged  with  the  enforcement  of  said  law, 
and  to  advise  them  as  to  the  best  methods  of  compliance 
therewith,  and  to  perform  such  other  related  duties  as 
may  be  assigned. 

Ewamplee: 

Assigning  work  to  inspectors. 

Instructing  inspectors  on  technical  problems. 

Acting  upon  requests  for  extension  of  time  within 
which  to  comply  with  orders. 

Supervising  and  instructing  appointees  during  proba- 
tionary period,  and  determining  their  competence  for  per- 
manent appointment. 

SUPERVISING  HOMEWORK  INSPECTOR 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  technical  training  and  experi- 
ence in  the  investigation  and  inspection  of  industrial 
conditions,  are  to  direct,  supervise  and  assume  complete 
responsibility  for  the  work  of  those  employes  in 
Grades  I  and  II  engaged  in  homework  and  tenement- 
house  inspection,  to  enforce  statutory  or  departmental- 
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regulation  relative  to  maniif  acturing  in  tenement  houses^ 
and  to  perform  such  other  related  duties  as  may  be 
assigned. 

QXTMinCATIOHS  — 

SUPERVISING  INDUSTRIAL  INSPECTOR 
Persons  holding  these  positions  shall  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  three  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission,  acting  in  co- 
operation with  the  Industrial  Council. 

SUPERVISING  HOMEWORK  INSPECTOR 
The  person  holding  this  position  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  three  years  of  service  in 
Grade  11. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission, 
acting  in  co-operation  with  the  Industrial  Council. 

(b)  As  a  basis  for  original  entrance: 

1.  A  degree,  diploma  or  certificate  granted  on 
completion  of  a  standard  course  of  instruction  in  a 
college  of  recognized  standing,  and  in  addition  at 
least  five  years  of  experience  in  public  health  work 
or  in  industrial  or  social  investigation  work,  at 
least  one  year  of  which  shall  have  been  in  an  admin- 
istrative capacity. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2340  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $2340,  $2580, 
$2820,  $3060. 
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SPECIAL  EEOTTLATIOir  O0V££NINO  ADVANCEMENT  SAL- 

ABT  EATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed ; 
provided  that  the  maximum  salary  rate,  $3060,  shall 
apply  only  to  Supervising  Industrial  Inspectors  assigned 
to  the  direction  and  supervision  of  the  inspection  of  mer- 
cantile establishments  throughout  the  entire  State,  or 
assigned  to  assist  the  Chief  Industrial  Inspector  in  the 
direction  and  supervision  of  the  inspection  of  factories 
and  other  establishments  in  a  major  division  of  the 
State. 
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OBADE  IV  (O  9  IV)  Inspectional  Service 

InduBtrial  Intpedar  Group 

TITLE  OF  FOSITIOHB  — 

CHIEF  INDUSTRIAL  INSPECTOR 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  the  highest  degree  of  technical  training  and 
administrative  ability  in  the  inspection  and  investigation 
of  industrial  conditions,  are  to  assume  complete  respon- 
sibility, subject  to  the  control  of  the  Director  of  Indus- 
trial Inspection,  for  the  direction  and  supervision  of 
the  inspection  of  factories,  mercantile  establishments 
and  other  places  of  employment  in  a  major  division  of 
the  State. 

QVALEEICATIOHB— 

Persons  holding  these  positions  shall  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  m. 

2.  Not  less  than  three  years  of  service  in  G^rade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission,  acting  in  co- 
operation with  the  Industrial  Council. 

COHFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $3300  to  $3540,  inclusive, 
with  standard  salary  rates  as  follows:    $3300,  $3540. 
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OSADE  V  (O  9  V)  In9pectumal  Service 

Indusftrial  Inspector  Group 

TITLE  OF  POSITION  — 

DIEECTOR  OF  INDUSTRIAL  INSPECTION 
DITTIES  — 

Definition: 

The  duties  of  the  incumbeut  of  this  position,  which 
require  the  highest  degree  of  technical  training  and 
administrative  ability,  are  to  assume  complete  respon- 
sibility for  the  direction  and  supervision  of  the  inspec- 
tion and  investigation  of  conditions  in  factories,  mer- 
cantile establishments  and  other  places  of  employment 
in  the  entire  'State,  and  to  perform  such  duties  as  may 
be  necessary  to  the  enforcement  of  statutory  or  depart- 
mental regulation  relative  thereto. 

aXTAIIFICATIONS  — 

The  person  holding  this  position  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  one  year  of  service  in 
Grade  IV  or  four  years  of  service  in  Grade  III. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission, 
acting  in  co-operation  with  the  Industrial  Council. 

(b)  As  a  basis  for  original  entraaoe: 

1.  The  minimum  qualifications  prescribed 
for  Grade  III. 

2.  Not  less  than  five  years  of  experience  in 
work  of  Grade  III  character  and  standard. 

3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission, 
acting  in  co-operation  with  the  Industrial  Council. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 

for  full  time  service  is  from  $4500  to  $6000,  inclusive, 

with  standard  salary  rates  as  follows:     $4500,  $4800, 

$5100,  $5400,  $5700,  $6000. 

Note. —  The  above  standard  specification  shall  apply  only  to  that  position, 
the  incumbent  of  which  has  heretofore  been  designated  as  the  first  deputy 
commissioner  of  the  Industrial  Commission. 


INSPECTOR   OF  MECHANICAL  APPLIANCES  AND 

EQUIPMENT  GROUP  (G  10) 

Inapeciional  Service 

Ifupedor  of  Meohamoal  Applianeea  and 
DefinUian:  Equnmmt  Group 

The  term  Inspector  of  Mechanical  Appliances  and  Equip- 
ment Group  is  used  to  identify  those  authorized  employments  of 
the  Inspectional  Service,  the  incumbents  of  which  are  required 
to  make  inspections  and  tests  of  and  reports  upon  the  strength, 
safety,  adequacy  or  accuracy  of  mechanical  appliances  and  equip- 
menty  and  to  perform  oiher  work  of  equivalent  character  and 
standard  not  covered  in  any  Group  specification. 
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In^peotiondl  Service 
GKADE  I  (O  10  I)  Inapeotor  of  MeekoMioal  AppUemoee  amd 

Equipment  Oroup 
TITLES  OF  F08ITI0HB  — 

INSPECTOE  OF  GAS  METEES 
INSPECTOE  OF  ELECTEIO  METEES 
mSPECTOE  OF  BOILEES 

DUTIES  — 

INSPECTOE  OF  GAS  METEES 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  direction,  are  to  test,  seal  and 
tag  gas  meters,  to  record  and  report  findings  of  each  test, 
to  report  on  meter  complaints,  and  to  perform  such  other 
related  duties  as  may  be  assigned. 

INSPECTOE  OF  ELECTEIC  METERS 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  direction,  are  to  investigate  and 
report  on  laboratory  or  field  tests  of  electric  meters,  to 
verify  the  accuracy  of  electrical  instruments  used  in 
testing  electric  meters,  and  to  make  similar  investiga- 
tions or  inspections  as  may  be  assigned. 

mSPECTOE  OF  BOILEES 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  direction,  are  to  inspect  and  re- 
port on  the  internal  and  external  condition  of  steam 
boilers,  to  make  recommendations  as  a  basis  for  execu- 
tive action  regarding  allowable  steam  pressure  and 
repairs  and  structural  changes  necessary  to  insure  the 
safety  of  boilers,  and  to  investigate  and  report  on  other 
hazards  as  assigned. 


4S5 

aVALIFICATIOHB  — 

INSPECTOR  OF  GAS  METERS 

Persons  holding  these  positions  shaJl  have: 

1.  Not  less  than  four  years  of  experience  in  the 
manufacture^  testing^  repairing  or  inspecting  of  gas 
meters  in  a  gas  meter  manufacturing  plant  or  in  a  gas 
company. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

INSPECTOR  OF  ELECTRIC  METERS 

Persons  holding  these  positions  shall  Jiave: 

1.  Not  less  than  four  years  of  experience  in  the 
manufacture^  testing,  repairing,  inspecting  or  installing 
of  electric  meters  in  an  electric  meter  manufacturing 
plant  or  in  an  electric  plant ;  or 

2.  Such  trailing  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  on  completion  of  a  stand- 
ard course  of  instruction  in  electrical  engineering  in  an 
engineering  school  of  recognized  standing,  or  proof  of 
other  training  recognized  by  the  State  Civil  Siervice 
Commission  as  the  equivalent  thereof,  and  in  addition 
not  less  than  one  year  of  experience  in  the  manu- 
facture, testing,  repairing^  inspecting  or  installing  of 
electric  meters  in  an  electric  meter  manufacturing  plant 
or  in  an  electric  plant. 

8.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

INSPECTOR  OF  BOILERS 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  one  year  of  experience  as  a 
journeyman  boiler  maker  or  as  a  boiler  inspector. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission  acting  in  co- 
operation with  the  Industrial  Council. 
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COMFENSATIOV  — 

INSPECTOR  OF  GAS  METERS 
INSPECTOR  OF  ELECTRIC  METERS 

The  range  of  annual  compensation  of  these  positions 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1320,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320. 

BOILER  INSPECTOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1440,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1140,  $1200,  $1320,  $1440. 

SPECIAL  AEOXriATION  OOVEENINO  KAXIHTTH  SALABY 

EATE  FOR  BOILER  INSPECTOR 

The  maximum  salary  rate,  $1440,  shall  be  assigned 
only  to  positions  involving  supervisory  responsibility. 
Such  rate  shall  be  designated  after  individual  appraisal, 
under  the  Rules  of  the  State  Civil  Service  Commis- 
sion, indicating  that  the  rate  so  determined  does  not 
exceed  the  value  of  work  to  be  performed. 
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Inspeciumal  Service 
OKADE  n  (O  10  n)  Inspector  of  Mechwnioal  AppUanoea  and 

Equipment  CHroup 

TITLES  OF  POSITIONS  — 

INSPECTOR  OF  LOCOMOTIVE  BOILERS  AND 

EQUIPMENT 
SENIOR  INSPECTOR  OF  ELECTRIC  METERS 
INSPECTOR  OF   STEAM  AND   MOTOR   VES- 
SELS 
DUTIES  — 

INSPECTOR  OF  LOCOMOTIVE  BOILERS  AND 
EQUIPMENT 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  direction,  are  to  inspect,  test 
periodically  and  report  upon  locomotive  boilers  and 
mechanical  equipment  of  steam  railroads  and  of  other 
public  utility  corporations,  not  covered  in  any  other 
Group  specification,  to  determine  the  safety  and  ade- 
quacy of  such  equipment,  and  to  investigate  and.  report 
upon  accidents  and  complaints  resulting  from  the  oper- 
ation and  maintenance  of  such  equipment. 

SENIOR  INSPECTOR  OF  ELECTRIC  METERS 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  Inspectors  of  Electric 
Meters  in  Grade  I,  are  to  conduct  laboratory  tests  and 
inspections  of  cables  and  other  electrical  equipment  for 
subway  construction,  of  new  types  of  electric  meters 
and  other  electrical  devices  intended  for  use  by  electric 
lighting  companies,  to  prove  electrical  testing  instru- 
ments and  to  certify  the  accuracy  of  meters  of  electric 
lighting  companies. 

INSPECTOR  OF   STEAM   AND   MOTOR   VES- 
SELS 

Definition: 

The  duties  of  the  incumbent  of  this  position  are 
to  inspect  the  hulls,  boats  and  equipment  of  steam  and 


428 

motor  vessels,  to  inspect  and  test  steam  boilers  of  vessels, 
to  investigate  steam  and  motor  vessel  accidents^  to  issue 
certificates  of  inspection  and  to  perform  such  other 
duties  as  may  be  necessary  to  the  enforcement  of  statu- 
tory or  departmental  regulation  relative  thereto. 

aUALIFICATIONS  — 

INSPECTOR  OF  LOCOMOTIVE  BOILERS  AND 
EQUIPMENT 

Persons  holding  these  positions  shall  ha/oe: 

1.  Not  less  than  eight  years  of  experience  in  the 
inspection,  testing  or  manufacture  of  steam  boilers  and, 
other  mechanical  equipment  used  by  public  utility  cor- 
porationsy  at  least  three  years  of  which  shall  have  been 
spent  as  a  locomotive  engineer,  railroad  shop  foreman, 
road  foreman  of  engineers,  general  inspector  of  boiler 
equipment  or  boiler  shop  foreman. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

SENIOR  INSPECTOR  OF  ELECTRIC  METERS 

Persons  holding  these  positions  shall  h(we: 

1.  The  minimum  qualifications  prescribed  for 
Inspector  of  Electric  Meters  in  Grade  I. 

2.  Not  less  than  three  years  of  service  as  an  In- 
spector of  Electric  Meters  in  Grade  I,  or  if  appointed 
otherwise  than  by  promotion  from  Grade  I,  at  least 
two  years  of  experience  in  an  electrical  testing  labora- 
tory in  electric  meter  inspection  work  of  Grade  I  dhar- 
acter  and  standard ;  or 

3.  Such  training  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  on  completion  of  a  stand- 
ard course  of  instruction  in  electrical  engineering  in 
an  engineering  school  of  recognized  standing,  and  in 
addition  not  less  than  two  years  of  experience  in 
electric  meter  inspection  work  of  Grade  I  character 
and  standard. 
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4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commiseion. 

INSPBOTOB  OF   STEAM  AND   MOTOR  VES- 
SELS 

The  person  holding  this  posUion  shall  have: 

1.  Not  less  than  five  years  of  experience  as  a 
licensed  master  and  pilot  of  a  steam  vesseL 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEHBATION  — 

INSPECTOR  OF  LOCOMOTIVE  BOILERS  AND 
EQUIPMENT 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1680  to 
$2580,  inclusive,  with  standard  salary  rates  as  follows: 
$1680,  $1800,  $1980,  $2160,  $2340,  $2580. 

SENIOR  INSPECTOR  OF  ELECTRIC  METERS 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1560  to 
$2160,  inclusive,  with  standard  salary  rates  as  follows: 
$1560,  $1680,  $1800,  $1980,  $2160. 

INSPECTOR   OF   STEAM  AND   MOTOR  VES^ 

SELS 

The  monthly  compensation  of  this  position  in  this 
Grade  for  full  time  service  is  $225  per  month. 

SPECIAL  BEOULATION  OOVEBITINO  ABYAHCEMENT  SAIr 

AET  BATES— 

Advancement  within  tiiiis  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  iService 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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Inspectional  Service 
OBADE  m  (G  10  m)  Impeotor  of  MeGhaniGdl  AppUamoeM  and 

Equipment  Group 

TITLE  OF  FOSniOV  — 

CHIEF  INSPECTOR  OF  STATION^ARY  BOII^ 
ERS  AND  EXPLOSIVES 
DUTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
involve  supervision  of  Inspectors  of  Boilers  in  Grade  I, 
are  to  assume  responsibility  for  the  enforcement  of 
statutory  and  departmental  r^ulation  relative  to  the 
inspection  of  stationary  boilers  and  the  storage  of  ex- 
plosives and  inflammable  materials. 

Note. — Owing  to  the  seasonal  character  of  the  work  of  this  position,  the 
incumbent  thereof  shall  receive  this  compensation  only  when  actually  engaged 
in  the  above  duties. 

aXTALIFICATIONS  — 

The  person  holding  this  position  shall  have: 

(a)  As  a  basis  for  promotion: 

1.  Not  less  than  four  years  of  service  as  an 
Inspector  of  Boilers  in  Grade  I. 

2.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commission. 

(b)  As  a  basis  for  original  appointment: 

1.  !N'ot  less  than  eight  years  of  experience  in 
the  inspection^  testing  or  manufacture  of  steam 
boilers,  at  least  four  years  of  which  shall  have 
been  spent  as  a  boiler  shop  foreman,  or  in  the 
supervision  of  boiler  inspection,  or  similar  super- 
visory employment;  or 

2.  A  d^ree  in  civil  or  mechanical  engineer- 
ing from  an  institution  of  recognized  standing 
and  in  addition,  not  less  than  four  years  of  experi- 
ence in  the  inspection,  testing  or  manufacture  of 
steam  boilers,  two  years  of  which  shall  have  been 
spent  in  a  supervisory  capacity. 
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3.  Such  additional  qualifications  as  may  be 
required  by  the  State  Civil  Service  Commiasion 
acting  in  co-operation  with  the  Industrial  Council. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2340  to  $3060,  inclusive, 
with  standard  salary  rates  as  follows:  $2340,  $2580, 
$2820,  $3060. 

SPECIAL  EEGITLATION  OOVERNINO  SALABY  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


INSPECTOE  OF  MINES  AND  TUNNELS  OBOUP 

(Oil) 

Intpeotiondl  Service 
DpHnibum,  •  Inspector  of  Mines  wnd  Twmele  Group 

The  term  Inspector  of  MineB  and  Tunnels  Group  is  used 
to  identify  those  authorized  employments  of  the  Inspectional 
Service,  the  incumbents  of  which  are  required  to  inspect  and 
report  upon  working  conditionB,  safety  appliances,  hazards  and 
methods  of  accident  prevention  in  mines,  tunnels,  drifts,  inclines^ 
slopes,  caissons  and  quarries,  to  determine  the  adequacy  of  the 
compressed  air  equipment  by  tests^  and  to  investigate  the  hours 
of  labor  in  air  under  pressure,  and  to  perform  such  other  work 
as  may  be  necessary  to  the  enforcement  of  the  provisions  of  the 
Labor  Law  relative  thereto. 
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Inspectional  Service 
GRADE  I  (O  11  I)  Inspector  of  Mines  and  Tunnels  Group 

TITLE  OF  FOSITIOVS  — 

INSPECTQK  OF  MIXES  AND  TUXNELS 
DUTIES  — 

Definition: 

The  duties  of  incumbeuts  of  these  positions  are  to 
inspect  and  report  upon  the  working  conditions,  safety 
appliances,  hazards  and  methods  of  accident  prevention 
in  mines,  tunnels,  drifts^  inclines,  slopes^  caissons  and 
quarries,  to  test  the  adequacy  of  the  compressed  air 
equipment,  to  investigate  the  hours  of  labor  in  air  under 
pressure^  and  to  perform  such  other  duties  as  may  be 
necessary  to  the  enforcement  of  the  provisions  of  the 
Labor  Law  relative  thereto. 

Eaamples: 

Inspecting  timbering,  hanging  work  and  rock,  elec- 
trical equipment  and  methods  of  storing,  handling  and  ex- 
ploding explosives  in  mines  and  tunnels. 

Testing  locks,  valves  and  machinery  of  air  chambers 
where  compressed  air  construction  work  is  carried  on. 

aXTAIIFICATIONS— 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  mine, 
tunnel  or  caisson  work  in  a  supervisory  capacity. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1440,  $1560, 
$1680,  $1800,  $1980,  $2160. 

SPECIAL  BEGULATION  OOVEBNINO  ADYAHCEMENT  SAL- 

AEY  EATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


mSOELLANEOUS  INSPEOTOB  GROUP  (O  12) 

InapecHonal  Service 
Definition:  Miscellaneous  Inspector  Group 

The  term  Miscellaneous  Inspector  Group  is  used  to  identify 
those  authorized  employments  of  the  Inspectional  Service,  the 
incumbents  of  which  are  required  to  make  inspection  and  invesr 
tigations  and  reports  upon  those  conditions,  practices  or  methods 
not  covered  in  any  other  Group  specifications  which  are  the  sub- 
ject  of  statatory  or  departmental  regulation,  for  tiie  purpose  of 
oonecting  existing  irregularities  and  enforcing  such  statutes  or 
regulation. 
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Inspectional  Service 
OaADE  I  (O  12  I)  MiecelUmemia  Inspector  Group 

TITIES  OF  FOSITIOHS  — 

COLD  STORAGE  INSPECTOR 
INSPECTOR  OF  WEIGHTS  AND  MEAUSURES 
INSPECTOR  OF  MOTOR  VEHICLE  TRAFFIC 
PHARMACEUTICAL  INSPECTOR 
INSPECTOR  OF  EXPLOSIVES 

DUTIES  — 

COLD  STORAGE  INSPECTOR 

Defmtion: 

The  duties  of  incumbentB  of  tbeee  positions  are  to 
make^  under  supervision^  routine  or  special  inspections 
of  cold  storage  wardiiouses,  public  markets  and  other 
places  where  cold  storage  foods  are  held,  offered  for  sale 
or  sold  for  the  purpose  of  obtaining  and  reporting  l^gal 
proof  of  violations  of  those  provisions  of  the  Public 
Health  Law  relative  to  cold  storage,  to  testify  in  oourt 
upon  alleged  violations  and  to  perform  such  other 
related  duties  as  may  be  necessary  to  the  enforcement 
of  said  law. 

INSPECTOR  OF  WEIGHTS  AND  MEASURES 

ft 

Defimtum: 

The  duties  of  incumbents  of  these  positions  are  to 
check  the  work  of  local  sealers  of  weights  and  measures 
by  making  inspections  and  tests  of  scales^  weights  and 
measures^  to  make  special  tests  of  weighing  and  measur- 
ing apparatus^  to  instruct  and  assist  city  and  county 
sealers  of  wei^ts  and  measures  in  the  performance  of 
their  duties,  to  obtain  and  report  legal  proof  of  viola- 
tions of  the  law  relative  to  weights  and  measures,  to 
testify  in  court  upon  alleged  violations  and  to  perform 
such  related  duties  as  may  be  necessary  to  the  enforce- 
ment of  said  law. 
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INSPECTOE  OF  MOTOR  VEHICLE  TRAFFIC 

Defvniiion: 

The  duties  of  incumbents  of  these  positions  are  to 
make,  under  supervision,  routine  or  special  inspections 
of  motor  vehicle  traffic  for  the  purpose  of  obtaining  and 
reporting  l^gal  proof  of  violations  of  the  Motor  Vehicle 
Law,  and  to  perform  such  other  related  duties  as  may 
be  necessary  to  the  enforcement  of  said  law. 

Ewwaiyple9: 

Inspecting  automobile  traffic  between  New  Jersey  and 
New  York. 

Investigating  automobile  accidents. 

Investigating  complaints  of  allied  Violations  of  the 
Motor  Vehicle  Law. 

Preparing  daily  and  other  reports  of  inspections  and 
investigations. 

PHARMACEUTICAL  INSPECTOR 

DefmUAon: 

The  duties  of  incumbents  of  these  positions  are  to 
make^  under  supervision,  inspections  of  pharmacies, 
hospitals  and  other  places  vrhere  drugs,  medicines  and 
prescriptions  are  prepared,  o<»npoimded  or  dispensed 
for  the  purpose  of  obtaining  and  reporting  l^al  proof 
of  violations  of  the  Pharmacy  Law,  to  testify  in  court 
upon  such  alleged  violations  and  to  perform  such  related 
duties  as  may  be  necessary  to  the  enforcement  of  said 
lavr. 

Inspecting  poison  registers  and  other  books  of  record. 
Collecting  samples  of  drugs,  medicines  and  prescrip- 
tions for  analysis. 

Bzamining  licenses  and  certificates  of  employes. 

INSPECTOR  OF  EXPLOSIVES 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  under  direction,  routine  or  special  inspections  of 
containers  and  magazines  in  which  and  the  conditions 
under  which  explosives  are  manufactured,  stored,  sold. 
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transported,  to  report  thereon  and  make  recommenda- 
tions as  a  basis  for  executive  action  for  the  purpose  of 
enforcing  statutory  or  departmental  regulation  relative 
thereto,  and  to  perform  such  other  related  duties  as 
may  be  assigned. 

Exa/mples: 

Recording  the  kind  and  amount  of  explosives  stored 
in  a  magazine,  measuring  the  distance  from  such  magazine  to 
the  nearest  highway  and  to  the  nearest  building,  and  report- 
ing on  the  structure  of  the  magazine. 

aVALIFICATIONS  — 

COLD  STORAGE  INSPECTOR 

Persons  holding  these  positions  shall  hwve: 

1.  ISot  less  tiian  two  years  of  experience  in  a  cold 
storage  warehouse  or  plant  in  woi^  affording  oppor- 
tunily  to  become  familiar  with  cold  storage  methods 
and  practices. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

INSPECTOR  OF  WEIGHTS  AND  MEASURES 

Persons  holding  these  positions  shall  hwoe: 

1.  A  certificate  of  graduation  from  a  high  school 
or  proof  of  other  education  recognized  by  the  State 
Civil  Service  Commission  as  equivalent  thereof. 

2.  Not  less  than  one  year  of  experience  in  the  test- 
ing of  weights  and  measures;  or 

3.  Not  lees  than  two  years  of  experience  in  the 
manufacture  of  scales^  weights  and  measures  in  work 
affording  opportunity  to  become  familiar  with  the  con- 
struction and  testing  of  scales,  weights  and  measures. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

INSPECTOR  OF  MOTOR  VEHICLE  TRAFFIC 

Persons  holding  these  positions  shall  haae: 
1.  A  license  to  operate  motor  vehicles  granted  by 
the  proper  State  authority. 
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2.  Not  lees  than  two  years  of  expeorieuce  in  the 
operation  and  repair  of  motor  vehicles  while  holding  the 
license  above  required. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

PHAEMACEUTICAL  INSPECTOR 

Persons  holding  these  positions  shall  have: 

1.  A  license  to  practice  pharmacy  issued  by  the 
State  Board  of  Pharmacy. 

2.  Not  less  than  one  year  of  experience  in  the  prac- 
tice of  pharmacy. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

INSPECTOR  OF  EXPLOSIVES 

Persons  holding  these  positions  shall  have: 
1.  Such-  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COKFENSATION  — 

COLD  STORAGE  INSPECTOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1320,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320. 

INSPECTOR  OF  WEIGHTS  AND  MEASURES 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1440,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440. 

INSPECTOR  OF  MOTOR  VEHICLE  TRAFFIC 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1440,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440. 
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PHAEMACEUTICAL  INSPECTOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1200  to 
$1560,  inclusive,  with  standard  salary  rates  as  follows: 
$1200,  $1320,  $1440,  $1560. 

INSPECTOR  OF  EXPLOSIVES 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $900  to 
$1200,  inclusive,  with  standard  salary  rates  as  follows: 
$900,  $960,  $1020,  $1080,  $1140,  $1200. 

SPECIAL  EEGULATION  GOVEKNING  ADVAITCEHENT  SAL- 

AET  SATES  — 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 
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OBADE  n  (O  12  n)  Inspeotional  Service 

MiaceUaneoue  Inepedor  Chroup 

TITLE  07  POSITION— 

SUPEEVISING  COLD  STORAGE  INSPECTOll 
DUTIES— 

Defimtum: 

The  duties  of  the  incumbent  of  this  position,  which 
require  special  knowledge  of  cold  storage  inspection 
and  involye  a  high  degree  of  responsibility^  are  to  direct 
and  supervise  cold  storage  inspectors  in  Grade  I,  to 
assume  immediate  responsibility  for  the  enforcement 
of  the  provisions  of  the  Public  Health  Law  relative  to 
cold  storage^  to  make  special  inspections  or  investiga- 
tions as  a  basis  for  administratire  control,  to  prepare 
reports  upon  the  results  of  field  investigations  and  to 
perform  such  other  related  duties  as  may  be  necessary 
to  the  enforcement  of  said  law. 

au AIIFI0ATI0H8  — 

The  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  two  years  of  service  as  a  cold 
storage  inspector  in  Grade  I^  or  if  appointed  otherwise 
than  by  promotion  from  Grade  I^  at  least  three  years  of 
experience  in  cold  storage  inspeotional  work  of  Ghrade  I 
character  and  standard* 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

C0HPEH8ATI0H  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2340,  indusire, 
with  standard  salary  rates  as  follows :  $1800,  $1980, 
$2160,  $2340. 
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SPECIAL  REGULATION  GOVERNING  ADVANCEHENT  SAL- 

ART  RATES— 

Advancement  within  this  Grade  is  oonditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  ta  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


nfSPEOTOR  OF  PLANT  INDUSTRY  aROUP  (G  13) 

Inspecttonal  Service 
DpHftHinn.'  Inepeetor  of  Plant  Induetry  Cfroup 

The  term  Inspector  of  Plant  Industry  Group  is  used  to 
identify  those  authorized  employments  of  the  Inspectional  Serv- 
ioe,  the  incumbents  of  which  are  required  to  perform  such  work 
in  the  prevention,  detection  and  extirpation  of  insect  pests  and 
fungus  growths  and  in  the  protection  and  promotion  of  plant 
industry  as  may  be  necessary  to  the  enforcement  of  provisions  of 
the  Agricultural  Law  relative  thereto. 

443 


414 

OBADE  I  (G  13  I)  Inspectional  Service 

Inspector  of  Plant  Industry  Group 

TULE  OF  posinoir  — 

IN^SPECTOR  OF  PLANT  INDUSTRY 

DUTIES— 

Defifdtian: 

The  duti^  of  incumbents  of  these  positions  are  to 
make  inspections  of  and  reports  upon  nurseries^  orch- 
ards and  interstate  shipments  and  importations  of 
nursery  stocky  for  the  purpose  of  preventing,  detecting, 
controlling  and  extirpating  insect  pests  and  fungus 
growths  injurious  to  plant  life,  to  assist  in  exterminating 
same,  to  inspect  and  sample  insecticides  and  fungicides, 
to  inspect^  instruct  and  assist  in  the  grading  and  packing 
of  apples  and  to  perform  such  other  related  duties  in 
the  promotion  of  plant  industry  as  may  be  necessary  to 
the  enforcement  of  the  provisions  of  the  Agricultural 
Law  relative  thereto. 

av  AUFICATIOira  — 

Persons  holding  these  positions  shall  hcuve: 

1.  Not  less  than  two  years  of  experience  in  an 
orchard  or  nursery  in  the  cultivation  of  trees  and  shrubs. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHPENSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1260,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020,  $1080,  $1140,  $1260. 
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O-BADE  n  (O  13  n)  Inspectional  Sermoe 

Inspector  of  Plant  Industry  Group 

TITLE  OF  POSITION— 

SUPEKVISING    INSPECTOE    OF   PLANT    IN- 
DUSTRY 
DUTIES— 

DefimHon: 

The  duties  of  incumbeats  of  these  positions  are  to 
supervise  and  assist  small  groups  of  inspectors  in  the 
prevention,  detection  and  extirpation  of  insect  pests 
and  fungus  growths  injurious  to  plant  life,  to  supervise 
and  assist  in  the  inspection^  grading  and  packing  of 
apples,  to  make  special  inspections  and  investigations 
for  the  protection  and  promotion  of  plant  industry,  and 
to  assist  in  the  direction  of  the  bureau  or  other  primary 
unit  of  the  State  department  charged  with  this  function. 

an ALIFICATI0H8  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  The  minimnm  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  five  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  five  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1440  to  $1980,  inclusive, 
with  standard  salary  rates  as  follows:  $1440^  $1660, 
$1680,  $1800,  $1980. 

SPECIAL  EEOVLATION  GOVEENING  ADVANCEMENT  SAL- 

ABT  SATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
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Conmiissiony  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed; 
provided  that  the  last  two  salary  rates,  $1800  and 
$1980,  shall  apply  only  to  that  position^  the  incumbent 
of  which  shall  be  designated  Assistant  Chief  Inspector 
of  Plant  Industiy. 
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OBADE  m  (O  13  m)  Ifupectional  Service 

Inspector  of  Plant  Industry  Group 

TITUE  OP  posrrioK— 

CHIEF  INSPECTOR  OF  PLANT  INDUSTRY 

DITTIES  — - 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  administrative  ability  and 
special  knowledge  in  the  methods  of  prevention,  detec- 
tion and  extirpation  of  insect  pests  and  fungus  growths, 
are  to  supervise  employes  in  Grades  I  and  II  and  assume 
complete  responsibility  for  the  administration  of  the 
bureau  or  other  primary  unit  of  the  State  department 
charged  with  the  promotion  of  plant  industry,  to  con- 
duct research  in  plant  industry  and  to  perform  such 
other  related  duties  as  may  be  necessary  to  the  enforce- 
ment of  the  provisions  of  the  Agricultural  Law  relative 
thereto. 

av  AIIFICATIOKS  — 

The  persons  holding  this  position  shall  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
II,  at  least  eight  years  of  experience  in  work  of  Grade 
II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3300,  inclusive, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060,  $3300. 
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SPECIAL  BEOULATIOir  OOVEBHINO  SALABT  RATES— 

The  eatranoe  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  oonditional  upon  ap- 
praisaly  under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  determined  do 
not  exceed  the  value  of  the  work  to  be  performed. 


mSPEOTOR  OF  PUBLIC  SEBVICE  QROUP  (Q  14) 

liMpeotUmdl  Service 
DefifUtion:  InepecU>r  of  Fuhlio  Bervioe  Qraup 

The  term  Inspeetor  of  Public  Service  Group  is  used  to 
identify  those  authorized  employments  of  the  Inspectional  Serv- 
ice, the  incumbents  of  which  ate  required  to  inspect^  investigate 
and  report  upon  the  metliods,  practices  and  operation  of  public 
service  corporations,  which  are  subject  to  statutory  or  depart- 
mental regulation,  for  the  purpose  of  improving  the  service, 
promoting  public  safety,  conserving  public  property  and  re- 
sourcee,  and  enfoi-cing  compliance  with  these  provisions  of  law 
relative  thereto  and  the  rules  and  regulations  of  those  bureaus  or 
other  primary  units  of  State  departments  charged  with  the  regu- 
lation of  public  utilities. 
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GRADE  I  (O  14  I)  Inspectional  amd  InvettigiUumal  Servioe 

Inspector  of  Public  Bervioe  Oroup 

TITLES  OF  POSITIONS  — 

INSPECTOK  OF  TELEPHONE  TRaFFIC 

INSPECTOR  OF  RAILROAD  FIRE  PREVEN- 
TION 

TRANSIT  INSPECTOR 

INSPECTOR  OF  TELEPHONE  AND  TELE- 
GRAPH EQUIPMENT 
DUTIES  — 

INSPECTOR  OF  TELEPHONE  TRAFFIC 

DeftnUion: 

The  duties  of  incumbents  of  these  positiiHis  are  to 
make  inspections  of  and  reports  upon  the  organization 
of  central  ofRces  of  telephone  companies  and  the  oper- 
ating methods  and  practices  employed  therein,  as  to 
the  quality  and  efficiency  of  the  service  rendered,  to 
make  investigations  of  and  detailed  reports  upon  com- 
plaints and  to  perform  such  other  duties  of  an  equivalent 
character  and  standard  as  may  be  assigned. 

Ewampl€9: 

Inspecting  telephone  operatii^  rooms,  mritchboards^ 
operating  quarters  and  aU  properties  in  central  offices  used 
in  rendering  telephone  service. 

Investigating  rules,  regulations,  nethods  and  practices. 

Interviewing  jtelephone  subscribers. 

Making  teste  of  the  speed  and  accuracy  of  each  step 
of  operation  in  all  branches  of  the  telephone  service. 

INSPECTOR   OF    RAILROAD   FIRE    PREVEN- 
TION 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
inspect  or  supervise  the  inspection  of  railroad  loco- 
motives and  rights  of  way  for  fire  prevention  pur- 
poses, to  make  reports  upon  same,  and  to  perform  such 
other  related  duties  as  may  be  necessary  to  the  enforce- 
ment of  the  provisions  of  the  law  relative  thereto. 

EmampUM: 

InspectiBg  spaik  airesters,  front  ends,   screeiia,  ash 


pans,  and  simiUr  equipBent. 

Inspecting  rights  of  way  for  fire  hazards. 
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TRANSIT  IiNTSPECTOR 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  investigations  of  and  reports  upon  railway  and 
railroad  operations  to  determine  compliance  with  sched- 
ules and  the  regulations  governing  transfers,  rates, 
accidents,  ventilation,  heating,  sanitary  conditions,  to 
report  upon  complaints  and  to  perform  such  other  duties 
of  an  equivalent  character  and  standard  as  may  be 
assigned. 

INSPECTOR    OF    TELEPHONE    AND    TELE- 
GRAPH   EQUIPMENT 
DefinHion: 

The  duties  of  incumbents  of  these  positions  are  to 
make  inspections  of  and  reports  upon  the  physical 
property,  methods  and  practices  of  telephone  and  tele- 
graph companies,  to  check  inventories  and  appraisals  of 
the  properties  of  the  same,  to  inspect  the  general  service, 
rates  and  the  adequacy  and  safety  of  tiie  facilities  or 
equipment  used,  to  make  investigations  of  and  detailed 
reports  upon  complaints,  and  to  perform  such  other 
duties  of  an  equivalent  character  and  standard  as  may 
be  assigned. 

Inspecting  buildings,  poles,  wires,  cables,  switchboards, 
instniments,  alliances,  devices  and  all  properties. 

Investigating  rules,  r^ulations»  rates  and  all  methods 
and  practices. 

Inspecting  electric  light,  power  and  other  electrical 
construction,  in  connection  with  tel^hone  and  telegraph 
lines,  where  hazards  to  emploTes  or  the  public  may  be 
involved. 

Checking  records. 

Making  tests  of  aU  the  branches  of  telephone  and  tele- 
gri^h  service. 

aVAUnCATIONS  — 

INSPECTOR  OF  TELEPHONE  TRAFFIC 
Persons  holding  these  positions  shall  have: 
1.  Not  less  than  two  years  of  experience  as  a  super- 
visor in  a  central  telephone  exchange  or  at  least  two 
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years  of  other  experience  of  equivalent  character  and 
standard. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Oonunisaion. 

INSPECTOR  OF   RAILROAD   FIRE   PREVEN- 
TION 

Persona  holding  these  positions  shaU  ha/oe: 

1.  Not  less  than  two  years  of  experience  in  a 
railroad  repair  shop  or  in  other  work  affording  oppoiv 
tunity  to  become  familiar  with  the  equipment  and 
construction  of  a  railroad  locomotive. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

TRANSIT  INSPECTOR 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
transportation  department  of  a  street  railway  or  steam 
railroad  company  in  an  employment  such  as  inspector 
or  dispatcher,  affording  opportunity  to  become  familiar 
with  schedules,  equipment,  service  and  general  transit 
methods. 

2.  Such  additional  qualifications  as  may  be  required 
bv  the  State  Civil  Service  Commission. 

INSPECTOR  OF  TELEPHONE  AND  TELE- 
GRAPH EQUIPMENT 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
operating  or  maintenance  departments  of  a  telegraph  or 
telephone  company,  at  least  two  years  of  which  shall 
have  been  spent  in  work  affording  opportunity  to  become 
familiar  with  general  operating  and  maintenance  con- 
ditions, methods  and  practices. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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COMPENSATION  — 

INSPECTOR  OF  TELEPHONE  TRAFFIC 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1200,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1140,  $1200. 

INSPECTOR  OF  RAILROAD  FIRE  PREVEN- 
TION 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $900  to  $1200, 
inclusive^  with  standard  salary  rates  as  follows :  $900, 
$900,  $1020,  $1080,  $1140,  $1200. 

TRANSIT  INSPECTOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $960  to  $1440, 
inclusive,  with  standard  salary  rates  as  follows:  $960, 
$1080,  $1200,  $1320,  $1440. 

INSPECTOR  OF  TELEPHONE  AND  TELE- 
GRAPH EQUIPMENT 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1080  to 
$1440,  inclusive,  with  standard  salary  rates  as  follows: 
$1080,  $1200,  $1320,  $1440. 

SPECIAL    BECFTTLATION    GOTEBNINa    THE    LAST    TWO 

SALAST  KATES  FOB  TBAHSIT  DTSFEGTOB  ANB 
UrSPECTOB  OF  TELEPHOHE  AND  TELEOBAFH 
EQUIPMENT  — 

The  last  two  salary  rates,  $1320  and  $1440,  shall 
he  assigned  only  to  positions  involving  supervisory  or 
independent  responsibililp|r.  Such  rates  shall  be  desig- 
nated after  individual  appraisal,  under  the  rules  of  the 
State  Civil  Service  Commiorion,  indicating  that  the  rate 
so  determined  does  not  exceed  the  value  of  the  work  to 
•     be  j,erf ormed. 
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GRADE  n  (G  14  U) 

TITLES  OF  POSITIONS  — 

SUPERVISING  TRANSIT  INSPECTOR 

INSPECTOR  OF  TARIFFS 
INSPECTOR  OF  RAILROAD  TRAFFIC 

BTTTIES  — 

SUPERVISING  TRANSIT  INSPECTOR 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  supervision  of  transit  inspectors  in  Grade  I, 
are  to  direct  and  supervise  the  investigation  of  and 
reporting  upon  railway  and  railroad  operations,  to  make 
special  investigations  of  operating  conditions  and  to  per- 
form other  duties  of  equivalent  character  and  standard. 

INSPECTOR  OF  TARIFFS 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  investigations  of  and  reports  upon  freight  and 
passenger  tariffs  and  schedules,  to  investigate  com- 
plaints as  to  overcharges,  improper  routings  and  delays, 
and  to  perform  such  other  duties  of  equivalent  character 
and  standard  as  may  be  assigned. 

INSPECTOR  OF  RAILROAD  TRAFFIC 
Definition: 

The  duties  of  incumbents  of  these  positions,  are  to 
make  investigations  of  and  reports  upon  complaints  rela- 
tive to  passenger  train  service,  freight  and  passenger 
traffic  conditions,  for  the  purpose  of  improving  the 
service,  and  to  perform  other  duties  of  equivalent  char- 
acter and  standard. 

Ewample9 : 

Answering  public  inquiries  relative  to  railroad  ■ervice 
rates  and  daflsifications. 

InterviOTfing  public  and  raUroad  oflioials  in  connec- 
tion witb  complaints  and  train  movements. 

Checking  train  dispatchers,  train  movement  iheeU. 

Examining  monthly  reports  of  passenger  train  move- 
ments and  train  service  bulletins. 
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aiTALIFICATIONS  — 

SUPERVISING  TRANSIT  INSPECTOR 
Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  pi-escribed  for 
Transit  Inspector,  Grade  I. 

2.  Not  less  than  five  vears  of  service  as  a  Tranvsit 
Inspector  in  Grade  I. 

f3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  C^onunission. 

INSPECTOR  OF  TARIFFS 

Persons  holding  these  positions  shaJl  have : 

1.  Not  less  than  ten  years  of  experience  in  railroad, 
railway  or  express  company,  at  least  five  years  of  which 
shall  have  been  spent  as  a  rate  clerk  or  in  such  other 
responsible  employment  affording  opportunity  to  become 
familiar  with  the  preparation,  investigation  and  adjust- 
ment of  rate  schedules  and  tariffs. 

2.  Such  additional  qualifications  as  may  be  rcxjuired 
bv  the  State  Civil  Service  Commission. 

INSPECrrOR  OF  RAILROAD  TRAFFIC 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  five  years  of  experience  in  an 
employment^  such  as  conductor  or  chief  dispatcher, 
affording  opportunity  to  become  familiar  with  practical 
railroad  operation;  or 

2.  Not  less  than  five  years  of  experience  as  Chief 
Clerk  in  a  railroad  terminal  freight  office,  or  railroad 
freight  agent  in  a  city  of  moderate  size. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160,  $2340. 
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aBADE  m  (o  14  m) 

( 

TITLE  OF  POSITIONS  — 

CHIEF  TRANSIT  INSPECTOR 

BTTTIES  — 

Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  high  degree  of  administrative  ability  and 
knowledge  of  transportation  conditions  in  New  YoA 
city,  are  to  direct  and  supervise  all  Transit  Inspectors 
in  Grades  I  and  II  and  other  assigned  employes^  to  act 
as  the  assistant  to  the  head  of  that  bureau  or  other 
primary  unit  of  the  State  department  charged  with  the 
study  and  enforcement  of  transit  regulations  in  New 
York  city,  and  to  perform  other  duties  of  equivalent 
character  and  standard. 

aiTALIFICATIONS  — 

2'he  person  holding  this  position  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Supervising  Transit  Inspector,  Grade  II. 

2.  Not  less  than  five  years  of  service  as  a  Super- 
vising Transit  Inspector  in  Grade  II. 

'$.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPERBATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2580  to  $3540,  induaive, 
with  standard  salary  rates  as  follows:  $2580,  $2820, 
$3060,  $3300,  $3640. 
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SEOULATIONS  SUPPORTINO  THE  SPEOIFIOATIONS 
OF  PERSONAL  SERVICE  IN  THE  STATE 

INSTITUTIONS 


Section  1.  AppUeatioiL  of  Eegalatioiis 

The  following  regulations  ahaU  apply  to  all  employmeiitB  in  the 
Sjeveral  State  institationB  whidi  are  classified  in  the  following 
Services  and  Groups : 

1.  Institutional  Service  —  All  Groups. 

2.  Managerial  Service  —  Institutional  Manager  Group. 

3.  Clerical  Service  —  Bookkeeper  Group,  Clerk  Group, 

Stenographer  Group,  Telephcme  Operator  Group. 

4.  Professional  and  Scientific  Service  —  Dentist  Group, 

.  Nurse  Group,  Pharmacist  Group,  Physician  Group. 

5*  Educational  Service  —  Institutional  Teacher  and  Lec- 
turer Group. 

6.  Investigational  and  Examining  Service  —  After  Care 
Agent  Group,  Parole  Officer  Group. 

Section  2.  Sules  and  Segolations  Ooveming  M aintenanoe,  and  CkKm- 

mutation  in  lien  Thereof 

1.  Definition  of  term  *-  Maintenance  " 

The  t^rm  '^  maintenance  "  wherever  used  in  the  specifications 
of  personal  setvioe  includes  meals,  lodging  and  laundry.  Mainte- 
nance shall  be  granted  in  accordance  with  the  rules  and  regulations 
of  the  governing  departmental  agency. 


3.  'Special  Beguiaiian  Oweming  Mainlenanee  of  Families  of 
Superiniendente,  Senior  Physicians  and  Stewards 

The  superintendents,  senior  physicians  in  charge  of  medical 
work,  and  stewards  shall  be  granted  maintenance  for  their  ftoi- 
ilies.  The  term  ''  familv ''  is  used  to  tnean  self,  wife  and  minor 
children.         - 
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3.  Special  Begidaiion  Oovertdng  Maintenance  of  Other  Officer$ 

and  Employes 

Other  members  of  the  medical  staff^  jimior  stewards  and  assist- 
ant stewards  shall  be  granted  complete  or  partial  mainteoanoe  to 
the  extent  that  provision  can  be  made  therefor,  subject  to  the 
action  of  the  governing  departmental  agency. 

4.  Specud  RegvJxdmi  Ooveming  Commutation  in  Lieu  of  Board 

and  Lodging 

Commutation  may  be  granted  in  lieu  of  lodging  or  meals, 
for  which  there  are  no  accommodations  at  the  institution  or 
when  the  superintendent  of  the  institution  and  the  departmental 
agency  deem  it  necessary  and  expedient  to  employ  married  people 
who  cannot  reside  at  the  institution. 

In  granting  commutation,  all  positions  which  entitle  incumbents 
to  not  more  than  $900  and  maintenance  shall  be  regarded  as  Class 
1,  and  all  positions  which  entitle  encumbents  to  more  than  $900 
and  maintenance  and  less  than  $1^560  and  maintenance  shall  be  re- 
garded as  Class  II.  All  positions  which  entitle  incumbents  to  not 
less  than  $1,560  and  maintenance  shall  be  regarded  as  CSass  III. 

A  commutation  allowance  of  $4  per  month  for  each  of  the 
three  daily  meals  and  $4  per  month  for  lodging  shall  be  granted 
employes  in  Class  I  by  the  superintendent  of  the  institution, 
subject  to  the  approval  of  the  governing  departmental  agency, 
provided  such  commutation  shall  be  granted  only  where  either 
board  or  lodging  or  both  or  part  thereof  cannot  be  furnished  at 
institutions  except  in  those  cases  where  it  is  necessary  or  expedi- 
ent to  employ  and  to  allow  such  commutation  to  married  people 
irrespective  of  the  capacity  or  available  accommodations  at  the 
institutions  for  those  employed. 

Employes  in  Class  II  shall  be  granted  a  commutation  allow- 
ance of  $5  per  month  for  each  of  the  three  daily  meals  and  $5 
per  month  for  lodging,  subject  to  the  same  regulations  provided 
for  Class  I,  unless  otherwise  provided  for  by  the  rules  and  regu- 
lations of  the  Civil  Service  Commission. 

An  appraisal  by  the  governing  departmental  agency  subject  to 
the  approval  of  the  Civil  Service  Conunission  shall  be  made 
of  the  maintenance  allowance  for  employes  in  Class  III. 
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In  granting  commutation  the  superintendents  of  the  several 
institutions  shall  furnish  the  governing  departmental  agency  the 
jxeoees^xj  information  regarding  same. 

When  cottages  or  apartments  on  institutional  grounds  are  as- 
signed to  and  used  by  employes  the  governing  departmental  agency 
shall  be  responsible  for  the  assignment  and  the  rent  appraisal, 
the  same  to  be  deducted  from  the  commutation  allowance. 

5.  Special  Regulation  Ooveming  Housing  and  Other  Privileges 
at  the  State  Agrictdtural  Experimental  Station 

The  director  of  the  State  Agricultural  Station  shall  receive  a 
house  and  ordinary  produce  from  the  station  farm  in  addition  to 
his  compensation. 

He  may,  also,  upon  the  approval  of  the  Board  of  Control  of 
that  institution,  assign  such  houses  or  other  living  quarters  as 
may  be  available,  to  those  employes  who  attach  to  the  Station  as 
he  may  see  fit.  Such  privileges  shall  be  granted  in  addition  to 
the  standard  salary  rates  which  are  designated  to  the  several  posi- 
tions affected. 

Section  3.  Bnles  and  Begulations  Ooveming  Compensation  for  Ward 

Employes  at  the  Matteawan  State  Hospital,  the  Dan- 
nemora  State  Hospital,  the  Hospital  for  the  Treat- 
ment of  Incipient  Tuberculosis  and  the  Quarantine 
Hospitals  at  the  Port  of  New  York 

1.  Special  Regulation  Ooveming  Compensation  of  Ward  Em- 
ployes in  Matteawan  State  Hospital  and  Dannemora  Stale 
Hospital 

The  range  of  annual  compensation  for  full  time  service  for  ward 
employes  at  Matteawan  State  Hospital  shall  be  as  follows : 

Attendants  (male)  . . .  .$860  to  $540  inclusive,  with  maintenance. 

Attendants  (female)  ...   270 to  420         '^  "  " 

Charge   attendants 

(male) 460  to  660  inclusive,  with  maintenance 

Charge   attendants 

(female)   360to  640  "  " 

Chief  attendants  (male).  690  to  840  "  ''  " 

Chief  attendants  (fe- 
male)     600  to  760  "  "  *' 
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The  range  of  annual  compenaation  for  full  time  service  for  ward 
employes  at  Dannemora  State  Hospital  shall  be  as  follows: 

Attendants  (male)  ...  .$360  to  $540  inclusive;  with  maintenance. 
Charge   attendants 

(male) 480  to    720 

Chief  attendants  (male).  720  to    870 
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For  each  class  of  work  referred  to  in  both  Matteawan  and  Dan- 
nemora there  shall  be  a  probationary  period  of  four  months,  at  the 
end  of  which,  if  the  work  has  been  satisfactory,  there  shall  be  an 
increase  of  $80  in  the  annual  rate. 

The  yearly  increase  for  these  several  positions  beginning  with 
the  end  of  the  probationary  period  shall  be  $30  where  the  annual 
salary  is  less  than  $600  with  the  exception  of  the  maximum  rate 
for  male  attendants  in  both  Matteawan  and  Dannemora  in  which 
case  this  rate  shall  be  granted  only  after  an  additional  two  years 
of  service.  When  the  salary  rates  are  more  than  $600  the  annual 
increases  following  the  probationary  period  shall  be  $60  until  the 
maximum  is  reached.  Charge  attendants  who  are  graduates  of 
training  schools  for  nurses  shall  have  an  additional  annual  com- 
pensation of  $30  in  recognition  of  the  training  and  experienoe  as 
a  nurse. 

2.  Special  Regulation  OoverrUng  Compensation  of  Ward  Em- 
ploy  €8  at  the  Hospital  for  the  Treatment  of  Incipient  Tubereur 
losis  at  Bay  Brook  and  at  the  Quarantine  Hospitdls  at  the 
Port  of  New  York 

At  the  Hospital  for  the  Treatment  of  Incipient  Tuberculosis  at 
Ray  Brook  and  the  Quarantine  Hospitals  at  the  Port  of  iN'ew 

York,  an  additional  compaisatioii  of  $120  shall  be  granted  to  at- 
tendants, charge  attendants  and  chief  attendants  in  recognition 
of  the  undesirability  of  the  service.  In  case,  however,  convales- 
cent patients  are  assigned  to  this  work  a  deduction  of  $60  shall 
be  made  r^ularly  from  the  special  annual  rate  in  consideration  of 
special  care  and  treatment. 
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Section  4.  Bnles  and  Beiralfttions  Oorenung  Bstra  or  Spedil  Service 

1.  Special  Begvlation  Ooveming  Night  Service 

In  institutions  where  it  is  necessary  to  carry  a  permanent  night 
ward  service  and  where  it  is  expedient  not  to  assign  attendants 
to  ni^t  seryice  for  porposes  of  trainings  $2*00  shall  be  added  to 
the  monthly  rate  for  employes  performing  night  service  provid- 
ing such  service  hae  been  consecative  for  at  least  a  month.  At 
Dannemora  State  Hospital  for  the  Criminal  Insane  $5.00  shall 
be  added  to  the  monthly  rate  for  employes  performing  night  ser- 
vice providing  such  service  has  been  consecutive  for,  at  least  a 
month. 

2.  Special  Regvlalion  Ooveming  Extra  Duty  as  a  Member  of  the 

Institviional  Fire  Company 

Where  it  is  necessary  to  assign  several  employes  to  perform 
extra  service  as  fire  patrolmen  such  as  directing  and  assisting  in 
fire  drills  and  being  on  duty  in  the  fire  house  at  night  $6.00  shall 
be  added  to  their  monthly  rate. 

3.  Special  Begvlalion  Governing  Extra  Dvly  as  a  member  of  the 

Institutional  Band 

In  institutions  where  employes  are  assigned  to  perform  extra 
service  as  members  of  the  institutional  band,  or  are  assigned  as 
bandmasters,  an  extra  compensation  of  $4.00  to  $5.00  per  month 
and  an  extra  compensation  of  $25,  $80,  $35  and  $40  per  month, 
respectively,  shall  be  granted,  such  amounts  being  conditioned 
upon  appraisal  under  the  rules  of  the  State  Civil  Service  Com- 
mission indicating  that  the  rates  to  be  designated  do  not  exceed 
the  value  of  the  service  to  be  performed. 

4.  Special  Regulation  Ooveming  Extra  Duty  in  the  Capacity  of 

a    Commissioned    Officer    in    an    Institutional    Military 
OrgaMzation 

In  institutions  where  a  military  organization  is  recognized  as 
a  fundamental  part  of  the  discipline  and  training  of  inmates,  an 

•  •  ■       '  •  *  _ 

additional  compensation  of  $5.00  per  month  shall  be  granted  to 
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an  employe  who  is  aasigned  ag  the  captain  of  a  company,  or  the 
major  of  a  batalHon  or  its  equivalent,  provided  such  assignment 
involves  extra  service  and  responsibildty. 

Section  6.  Bales  and  Segrolations  Ooveming  Vacations^  Transfm 

and  Honrs  of  Duty 

1.  Special    RegtUation    Ooveming    Vacations    of    InstitviioTuil 
Employes 

All  employes  in  the  institutional  service  receiving  less  than 
$1,660  and  maintenance  as  a  yearly  salary  rate  shall  be  entitled 
to  sixtjH9ix  days'  leave  of  absence  during  the  year,  including  Sun- 
days or  other  days  in  lieu  thereof,  and  vacations.  In  the  case  of  em- 
ployes other  than  those  assigned  immediately  to  the  ward  service, 
each  Sunday  shall  represent  a  day  of  leave  of  absence  unless  the 
mi]>erintendent  shall  deem  it  advisable  and  expedient  to  arrange 
it  otherwise  either  as  a  regular  or  tentative  schedule,  in  which 
case  the  schedule  shall  be  incorporated  in  the  annual  report.  Em- 
ployes receiving  $1,560  or  more  and  maintenance  as  an  annual 
salary  shall  be  granted  an  annual  vacation  of  three  weeks,  exclusive 
of  the  leave  of  absence  every  Sunday,  which  may  be  granted  pro- 
viding the  responsibilities  of  their  positions  or  emergencies  do  not 
demand  their  presence  and  assignment  to  duty. 

If,  in  the  judgment  of  the  superintendent  of  an  institution,  the 
services  of  employes  are  required  on  legal  holidays  or  Sundays, 
an  equivalent  to  this  shall  be  given  as  the  work  of  the  institution 
will  permit. 

3.  Special  Regulation  Governing  Transfers  and  Re-employment 

Transfers  from  one  institution  to  another  shall  be  made  only 
upon  the  written  consent  of  the  superintendents  of  the  institutions 
from  whdch  and  to  which  the  transfer  is  proposed  to  be  made.  In 
such  case  the  service  shall  be  regarded  as  continuous.  Employes 
leaving  the  service  and  subsequently  obtaining  employment  thereiii 
shall  be  regarded  and  specified  as  new  employes.  Ko  employe  who 
has  been  discharged  from  a  State  institution  shall  b6  employed  in 
another  State  hospital  without  tb^  written  approval  of  the  super- 
injtendent  of  the  institution  from  which  such  employe  wti 
discharged. 
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8.  8peei(d  Regulation  Ooveming  Hours  of  Duty  of  InstUutioiuil 
Employes  Assigned  to  Ward  Service 

The  hours  of  ward  employes  assigned  to  night  service  and  the 
honrs  of  those  assigned  to  day  service  shall  be  the  same  unless 
the  superintendent  and  the  governing  departmental  agency  find 
it  necessary  to  provide  otherwise,  in  which  case  the  reason  there- 
for shall  be  incorporated  in  the  annual  report  of  the  institution 
and  the  report  of  the  governing  departmental  agency. 

Section    6.    Special   Begnlations    Ooveniing    Probationary    Period 

for  Employes  in  the  Institutional  Serrice 

Employes  in  the  institutional  service  shall  be  employed  for  a 
(probationary  term  which  shall  not  exceed  four  months.  The  com- 
pensation for  this  probationary  service  shall  be  at  the  minimum 
rate  established  for  the  several  grades  of  the  service.  Increases 
flhall  be  granted  in  accordance  with  the  schedules  outlined  in  the 
^ipecifications  and  the  date  of  employment  shall  be  construed  sl^ 
l)eginning  on  the  first  day  of  the  calendar  month  following  the  date 
of  actual  employment  unless  such  employment  shall  have  actually 
begun  on  the  first  day  of  the  month.  This  rule  is  not  to  be  con- 
strued as  depriving  an  employe  of  compensation  for  the  days  of 
actual  service  rendered  prior  to  the  first  day  of  sudi  montL 

Section  7.  Special  Begnlations  Ooveming  Incidental  and  Emergency 

Work 

Nothing  in  the  accompanying  specifications  for  the  institu- 
tional service  shall  be  taken  to  imply  that  the  employes  in  an 
institution  shall  not  be  called  upon  to  perform  incidental  or 
em6rgen<7  miscellaneous  work 


INSTITUTIONAL  SERVIOE 

(SYMBOL  H) 

The  term  Ingtitutional  Service  is  applied  to  those  authorized 
employments  of  the  State  OovenmieiLt,  the  incumhents  of  which 
are  required  to  perform  the  non-professional  work  necessary  to 
the  maintenance  and  operation  of  State  hospitals,  charitable  and 
correctional  institutions. 
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INSTITUTIONAL  ARTISAN  (H  1) 

IntHtutUmal  Servio^ 
r\  £    '1'      .  InMtiiutionml  ArtiMm  Chroup 

The  term  Institutional  Artisan  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
incumbents  of  which  are  to  perform  manual  work  requiring 
skill  in  a  trade  or  handicraft  pertaining  to  the  maintenance 
of  State  hospitals,  charitable  or  correctional  institutions,  not  in- 
cluded in  any  other  Group. 
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GRADE  I  (H  1  I)  IniHtuHamal  Bervum 

TITLE  OF  POSITIOnS-— 

JUNIOR  INSTITUTIONAL  ARTISAN 

DUTIES  — 

Defifwtian: 

The  duties  of  incumbents  of  these  positions^  which 
may  involve  supervision  of  inmates  and  employes,  are  to 
perform  routine  handicraft  work  not  requiring  hi^ 
skill  and  ability  where  not  otherwise  provided  for,  con- 
nected with  the  maintenance  of  a  State  hospital,  char- 
itable or  correctional  institution. 

BtMmple: 

Performing  work  requiring  knowledge  of  carpentry, 
painting,  tiiuniithing,  maaom^,  lodumithing  or  other  handi- 
craft work. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
trade  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

C0XPEH8ATI0N— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  sei-vice  is  from  $540  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$540,  $600. 
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TITIES  OP  POSIXIOHS  —  ImtHMfmiai  AriUam  Qraup 

INSTITUTIONAL  ARTISAN  (CARPENTER) 
INSTITUTIONAL  ARTISAN  (PAINTER) 
INSTITUTIONAL  ARTISAN  (TINSMITH) 
INSTITUTIONAL  ARTISAN  (MASON) 
DUTIES-— 

DefiivUi4)n: 

The  duties  of  incumbents  of  these  positions^  which 
involve  supervision  of  employes  in  Grade  I,  or  other 
employes  or  inmates,  are  to  perform  routine  handicraft 
work,  requiring  skill  and  ability,  connected  with  the 
maintenance  of  a  State  hospital,  charitable  or  correc- 
tional institution. 

Ewunple: 

Perfonning  the  more  important  work  requiring  knowl- 
edge of  carpentry,  painting,  tinimithing  or  masonry. 

QVAIIFICATIONS  — 

Persons  holding  these  poaiiions  shall  have: 

1.  Not  less  than  one  year  of  service  in  Ghrade  I, 
in  work  covered  in  the  position  to  be  filled,  or  if 
appointed  otiierwise  than  by  promotion  from  Ghrade  I, 
at  least  one  year  of  experience  in  work  covered  in  the 
position  to  be  filled  of  Grade  I  character*  and  standard. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

OOXPEHSATION— 

INSTITUTIONAL  ARTISAN  (CARPENTER) 
INSTITUTIONAL  ARTISAN  (PAINTER) 
INSTITUTIONAL  ARTISAN  (TINSMITH) 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $780 
to  $840,  inclusive^  with  maintenance,  with  standard 
salary  rates  as  follows:    $780,  $840. 

INSTITUTIONAL  ARTISAN  (MASON) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $840  to  $900, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:  $840,  $900. 
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SPECIAL  SEOVLATIOH  OOVEBNOTO  SALABT  KATES  FOB 
IHSTIT1FTI0NAL  ABTISAK  (KASON)— 

The  entrance  or  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  the 
Institutional  Superintendents,  on  the  basis  of  local  con- 
ditions,  subject  to  the  rules  and  r^ulations  of  the 
Departmental  Agencies. 
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oiiADE  m  (H 1  in)  ,^^^^ 

TITLE  OF  POSITIOBB—  In$titutional  Arti$tm  group 

INSTITUTIONAL  ARTISAN  —  FOREMAN 
DUTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  the  supervision  of  employes  in  Qrades  I  and  II, 
other  employes  or  inmates,  are  to  plan,  supervise,  be 
responsible  for  and  assist  in  the  handicraft  work,  car- 
pentry, painting,  tinsmithing,  masonry,  locksmithing 
and  other  related  work  connected  with  the  maintenance 
of  a  State  hospital,  charitable  or  correctional  institution. 

aUAUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II,  Institutional  Artisan  (Carpenter). 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
Institutional  Artisan  (Carpenter),  or  if  appointed 
otherwise  than  by  promotion  from  Grade  II,  at  least 
three  years  of  experience  in  carpentry  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1320,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$1080,  $1200,  $1320. 

A  rate  of  $1440  shall  be  added  to  the  above  rates 
in  institutions  of  more  than  3000  inmates,  provided  that 
the  Chief  Operating  Engineer  is  not  designated  to 
assume  responsibility  for  the  construction  and  main- 
tenance work. 


ATTENDANT  OROUP  (H  2) 

InttUuiumiU  Service 
Definition:  AmmdanU  Grimp 

The  term  Attendant  Group  is  used  to  identify  those  author- 
ized employments  of  the  Institutional  •Service,  the  incumbents  of 
which  are  required  to  perform,  under  supervision,  those  non- 
professional duties  involved  in  the  care  and  treatment  of  patients 
and  inmates  confined  in  State  hospitals  and  charitable  iuBtitutions. 
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ORADE  I  (H  2  I)  Institutional  Serviee 

Atiendamt  Group 

TITLES  OF  POSITIONS  — 

ATTEisTDANT 
PUPIL  NURSE 
BVTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  whicli 
do  not  require  r^istration  as  a  graduate  nurse  or  gradu- 
ation from  a  training  school  for  mirses  are  to  direct 
and  take  charge,  under  supervision,  of  a  group  of 
assigned  patients  or  inmates;  to  perform  other  duties 
involved  in  the  nursing  care  and  treatment  of  patients 
under  their  supervision;  and  to  perform  such  other 
related  work  as  may  be  assigned. 

EwampleM: 

Keeping  order  and  discipline. 

Taking  care  of  a  group  of  patients  and  directing  tbem 
in  the  performance  of  honseihold,  field  or  shop  work. 

Doing  ward  duty  sndi  as  bathing,  drewLog  and  un- 
dressing patients,  shaving  and  cutting  hair. 

Observing  patients,  their  actions  and  conditions,  and 
reporting  upon  same. 

Maintaining  cleanliness  of  patients,  their  beds  and 
clothing. 

Assisting  physicians  when  required. 

Assisting  in  dining-room  work. 

QXrAUFICATIOire  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHFEHSATION  — 

The  range  of  annual  compensation  of  this  Ghnde 
for  full  time  service  is  from  $312  to  $432,  inclusive, 
with  maintenance,  for  men,  and  from  $228  to  $324, 
inclusive,  with  maintenance,  for  women,  with  standard 
salary  rates  as  follows :  For  men,  $312  upon  entrance, 
$336  at  end  of  9  months'  service,  $360  at  end  of  15 
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months'  service,  $384  at  end  of  21  months'  service, 
$408  at  end  of  27  months'  service,  $432  at  end  of  36 
months'  service.  For  women,  $228  upon  entrance,  $252 
at  end  of  9  months'  service,  $276  at  end  of  15  months' 
service,  $300  at  end  of  21  months'  service,  $324  at  end 
of  30  months'  service. 
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GHtADE  II  (H  2  II)  ImHtuHtm&l  Bmwc^ 

Attettdami  Oroup 

TITLE  OF  POSITIONS  — 

CHARGE  ATTENDANT 
DVTIES  — 

DefinUian: 

The  duties  of  incumbents  of  these  positions,  which 
do  not  require  registration  as  a  graduate  nurse  or  gradu- 
ation from  a  training  school  for  nurses,  are  to  exercise^ 
under  direction,  a  general  supervision  over  a  group  or 
groups  of  assigned  patients;  to  assume  responsibility 
for  the  care  and  treatment  of  patients  and  the  conduct 
and  efficiency  of  subordinates ;  to  submit  daily  and  other 
reports  of  patients'  condition;  and  to  perform  such  other 
related  duties  as  may  be  assigned. 

Ewamplet: 

Directing  the  routine  activities  of  patients. 

Instructing  new  attendants  in  tlieir  duties. 

Directing  tlie  work  of  attendants. 

Supervising  fire  drill  of  patients. 

Taking  charge  of  a  walking  or  amusement  party. 

Assisting  physicians  in  treating  or  attending  to  easea 

Performing  routine  household  duties,  such  as  assisting 
in  making  heds,  cleaning  wards,  dressing  and  undresring  pa- 
tients, shaving  patients,  etc. 

Assuming  responsibility  for  the  deanlineis  of  wards. 

Giving  new  patients  special  care  sad  attcntton. 

Assuming  lesponsibility  for  the  cleanliness  of  patients, 
their  beds  and  clothing. 

QVAUFICATIOnS  — 

Persons  holding  these  positions  shcUl  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  four  months  of  service  in  Grade  I. 
8.  Such  additional  qualifications  as  may  be  required 

by  the  State  Civil  Service  Commission. 

C0HFEH8ATI0H  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $432  to  $516,  inclusive^ 
with  maintenance,  for  men,  and  from  $360  to  $420, 
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inolnsive,  with  maintenance,  for  women,  with  atandard 
salary  rates  as  follows:  For  men,  $432  upon  entrance, 
$456  at  end  of  6  months'  service,  $480  at  end  of  12 
months'  service,  $504  at  end  of  18  mondis'  service,  $516 
at  end  of  24  months'  service.  For  women,  $360  upon 
entrance,  $384  at  end  of  6  months'  service,  $408  at  end 
of  12  months'  service,  $420  at  end  of  18  months'  aervice. 
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GBADE  in  (H  2  IH)  IntUutumal  Bervie* 

Atttmdtmt  Ofvup 

TITLES  OF  POSITIONS  — 

CHIEF  ATTENDANT 

CHIEF  ATTENDANT  (TRANSFER  AGENT) 

CHIEF  ATTENDANT  (OCCUPATIONAL) 

DUTIES  — 

CHIEF  ATTENDANT 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
do  not  require  registration  as  a  graduate  nurse  or  gradu- 
tion  from  a  training  school  for  nurses,  are  to  supervise 
and  direct  the  care  of  a  large  number  of  patients  com- 
prising  several  wards,  providing  nursing  trainiiig  and 
experience  is  not  required  and  that  the  supervision  is 
not  over  nurses  and  charge  nurses;  to  direct  and  be 
responsible  for  the  work  of  all  the  charge  attendants  and 
attendant  assigned  thereto ;  to  see  that  physicians'  orders 
are  carried  out;  to  prepare  time  reports  and  other  re- 
ports, and  to  perforin  such  other  duties  as  may  be 
involved  in  the  care  and  treatment  of  a  large  number 
of  patients. 

CHIEF  ATTENDANT  (TRANSFER  AGENT) 

DefifUtion: 

The  duties  of  incumbents  of  these  positions,  which 
do  not  require  registration  as  a  graduate  nurse  or  gradu- 
ation from  a  training  school  for  nurses,  are  to  arrange 
details  of  transfer  of  persons  committed  to  institutions 
for  the  insane,  feeble-minded  or  epileptic;  to  accompany 
them  to  destination  and  to  perform  other  duties  involved 
in  the  transfer  of  such  persons. 

CHIEF  ATTENDANT  (OCCUPATIONAL) 
Definition: 

The  duties  of  incumbents  of  these  positions,  which 
do  not  require  registration  as  a  graduate  nurse  or  grad- 
uation from  a  training  school  for  nurses,  are  to  supervise 
and  be  responsible  for  reoccupational  work  of  inmates 
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in  the  hospitals  and  charitable  institutions  where  such 
work  is  not  otherwise  provided  for  and  to  perform,  as 
incidental  to  the  above,  assigned  ward  service. 

aVAUFICATIOnS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  two  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

CHIEF  ATTENDANT 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $516  to  $648, 
inclusive,  with  maintenance,  for  men,  and  from  $420  to 
$564,  inclusive,  with  maintenance,  for  women,  with 
standard  salary  rates  as  follows:  For  men,  $516  upon 
entrance,  $540  at  end  of  6  months'  service,  $564  at  end 
of  12  months'  service,  $588  at  end  of  18  months'  service, 
$600  at  end  of  24  months'  service,  $624  at  end  of  80 
months'  service,  $648  at  end  of  36  months'  service.  For 
women,  $420  upon  entrance,  $444  at  end  of  6  months' 
service,  $468  at  end  of  12  months'  service,  $492  at  end 
of  18  months'  service,  $516  at  end  of  24  months'  service, 
$540  at  end  of  30  months'  service,  $564  at  end  of  36 
months'  service. 

CHIEF  ATTENDANT  (TRANSFER  AGENT) 

In  institutions  of  not  more  than  4000  inmates 
the  range  of  annual  compensation  of  this  position  in  this 
Grade  for  full  time  service  is  from  $576  to  $648,  in- 
clusive, with  maintenance,  for  men,  and  from  $480  to 
$552,  inclusive,  with  maintenance,  for  women,  with 
standard  salarj'  rates  as  follows:  For  men,  $576  upon 
entrance,  $600  at  end  of  6  months'  service,  $624  at  end 
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of  12  months'  service,  $648  at  end  of  18  months'  service. 
For  women,  $480  upon  entrance,  $504  at  end  of  6 
months'  service,  $528  at  end  of  12  months'  service,  $552 
at  end  of  18  months'  service. 

In  institutions  of  more  than  4000  inmates  the  range 
of  annual  compensation  of  this  position  in  this  Orade  for 
full  time  service  is  from  $648  to  $720,  inclusive,  with 
maintenance,  for  men,  and  from  $528  to  $600,  inclusive, 
with  maintenance,  for  women,  with  standard  salary 
rates  as  follows:  For  men,  $648  upon  entrance,  $672 
at  end  of  6  months'  service,  $696  at  end  of  12  months' 
service,  and  $720  at  end  of  18  months'  service.  For 
women,  $528  upon  entrance,  $552  at  end  of  6  months' 
service,  $576  at  end  of  12  months'  service,  $600  at  end 
of  18  months'  service. 

CHIEF  ATTENDANT  (OCCUPATIONAL) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $516  to  $600, 
inclusive,  with  maintenance,  for  men,  and  from  $420  to 
$516,  inclusive,  with  maintenance,  for  women,  with 
standard  salary  rates  as  follows:  For  men  $516  upon 
entrance,  $540  at  end  of  6  months'  service,  $564  at  end  of 
12  months'  service,  $588  at  end  of  18  months'  service, 
$600  at  end  of  24  months'  service.  For  women  $420 
upon  entrance,  $444  at  end  of  6  months'  service,  $468  at 
end  of  12  months'  service,  $492  at  end  of  18  months' 
service,  $516  at  end  of  24  months'  service. 
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GRADE  IV  (H  2  IV)  I»»MiHional  aetviM 

Attendant  Oroup 

TITLE  OF  POSmONB  — 

» 

ATTEND  ANT-FOEEMAN 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  direct  and  be  responsible  for  the  work  of  patients 
or  inmates  and  attendants  in  an  institution  in  the  build- 
ing and  repairing  of  roads,  excavating  for  walks  and 
sewers,  hauling  coal,  and  performing  other  related  work 
involved  in  the  maintenance  of  buildings,  roads,  and 
grounds  and  other  institutional  property,  and  in  addi- 
tion to  be  responsible  for  the  custody,  care  and  treatment 
of  the  patients  or  inmates  under  their  supervision. 

aiTAIITICATIONS— 

Persons  holding  these  positions  shall  ha/oe: 

1.  The  minimum  qualifications  jwrescribed  for 
Grade  III. 

2.  Not  less  than  two  years  of  experience  in  work 
involred  in  the  care  of  buildings,  roads  and  grounds. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conmiission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $744,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$600  upon  entrance,  $624  at  end  of  six  months'  service, 
$648  at  end  of  twelve  months'  service,  $672  at  end  of 
eighteen  months'  service,  $696  at  end  of  twenty-four 
months'  service,  $720  at  end  of  thirty  months'  service, 
$744  at  end  of  thirty-six  months'  service. 
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0BADEV(H2V) 


TiTiE  OP  posmoire-  fJS^Kii^^ 

PRINCIPAL  ATTENDANT 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  be  respoiurible  for  the  care  and  discipline  of 
inmates  in  a  State  hospital  for  the  criminal  insane 
under  the  direction  of  the  medical  superintendent;  to 
supervise  attendants  and  other  assigned  employes  in 
such  institutions;  to  pr^are  time  and  other  prescribed 
reports  and  to  perform  such  other  related  work  as  may 
bereqxdred* 

aTTAinicATianB— 

Persons  holding  these  positions  sheU  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Qtade  IIL 

2.  Not  less  than  two  years  of  servioe  in  Qrade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Ghrade  III^  at  least  two  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3»  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission* 

COKPSiniATIOV— 

The  range  of  annual  compeiiflatioii  of. this  Grade 
for  full  time  service  is  from  $000  to  $1200,  inclusivB^ 
with  maintenance,  witii  standard  salary  rates  as  follows: 
$900,  $060,  $1020,  $1080,  $1140,  $1200. 
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DefinUian:  Maker  Orottp 

The  tevm  Bakor  Gttmp  is  ttied<to  iAtatify  theae  authorixed 
emplojmenta  of  the  LiBtitutioiial  Service,  the  inoumbents  of 
which  are  required  to  direct  be  responaible  for  and.  assist  in  the 
baking  of  bread,  rolls  and  pastry;  and  to  perform  such  other 
related  work  as  may  be  required* 
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GRADE  I  (H  3  I)  IntUtutional  Bervie* 

Baker  Qrottp 

TITLE  OF  Fosinoirs— 

JUNIOE  BAKEK 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  the  baker  in  charge  in  a  large  institution  in  the 
preparing  and  baking  of  bread,  rolls  and  pastry ;  or  to 
take  charge  of  this  service  in  an  institution  of  less  than 
800  inmates,  and  to  perform  such  other  related  work  as 
may  be  required. 

aVAUFICATIOirS— 

Persona  holding  these  positions  shall  have: 
1.  Not  less  than  twa  years  of  experience  in  the 
baking  of  bread,  rolls  and  pastry. 

2«  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$480,  $540,  $600. 
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GRADE  n  (H  3  n)  JmiiMUmal  Smrw)0 

Baker  Qroup 

TITLE  OF  F0SITI01I8  — 

BAKER 
DUTIES— 

DefinUion: 

The  duties  of  incmnbents  of  these  positions  are  to 
supervise  and  be  responsible  for  and  to  assist,  when 
necessary,  in  the  preparation  and  baking  of  bread,  rolls 
and  pastry  in  an  institution  of  more  than  800  inmates, 
and  to  direct  and  perform  such  other  related  work  as 
may  be  required. 

aTTAIIEICATIOllS— 

Persons  holding  these  positions  shaU  have: 

1.  The  minimiiTn  qualifications  prescribed  for 
OradeL 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

8.  iSuch  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Oommission. 

OOMPEESATIOH— 

In  institutions  of  more  than  800  inmates  and  not 
more  than  1500  the  range  of  annual  compensation  of  this 
Gbrade  for  full  time  service  is  from  $660  to  $780,  inclu- 
sive, with  maintenance,  vnth  standard  salary  rates  as 
follows:     $660,  $720,  $780. 

In  institutions  of  more  than  1500  inmates  the 
range  of  annual  compensation  of  this  Grade  for  full 
time  service  is  from  $780  to  $840,  inclusive,  with 
maintenance,  with  standard  salary  rates  as  follows: 
$780-$840. 

NoiB. —  In  State  prisons  and  State  refonnatories  where  Bakers  in  charge 
of  the  entire  bakery  sendee  perform  regular  guard  duty  in  addition  to  t(he 
above  duties,  the  title  "  Guard  "  shall  be  afDzed  to  the  title  Baker.  In  such 
instances  the  standard  rates  for  guards  shaU  obtain. 


INSTITUTIONAL  BLACKSHITH  GROUP  (H  4) 

ItttHtiitionol  B«roio» 
DefifUiian:  Black^h  Group 

Tine  teim  Blmokflmitli  Garoup  id  noed  to  ideatify  those  au- 
thorized ennploymaiitB  of  the  IiistitiiAional  Servioe,  the  inciunbents 
of  which  are  required  to  plan,  supervise,  be  responsible  for  and 
perform  work  pertaining  to  the  blacksmithing  trade. 
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OBADE  I  (H  4  I)  iMtiiuiional  Service 

Blaokemith  Gffxmp 

TITLE  OF  Fosmonrs — 

INSTITUTIONAL  BLACKSMITH 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  perform  those 
details  of  work  connected  with  the  blacksmi thing  trade, 
and  to  assume  responsibility  for  and  to  perform  such 
other  related  work  as  may  be  required. 

EafompUe: 

Shoeing  horfles. 
Repairing  farm  machinery. 

aVAUEICATIOlSrS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  the 
blacksmithing  trade. 

2.  Such  Additional  qualifications  as  may  be  required 
by  the  State  Civil  Sendee  Oommission. 

COHPENSATIOir— 

In  institutions  of  not  more  than  1500  inmates  the' 
range  of  annual  compensation  of  this  Grade  for  full  time 
service  is  from  $660  to  $780,  inclusive,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $660, 
$720,  $780. 

In  institutions  of  more  than  1500  inmates  the 
range  of  annual  compensation  of  this  Grade  for  full 
time  service  is  from  $780  to  $840,  inclusive,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $780- 
$840. 
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GRADE  n  (H  4  n)  In$HtuHatua  ServiM 

Black&miih  Qtowp 

TITLE  OF  FOSmOIIB  — 

INSTITUTIONAL  BLACKSMITH  —  FOREMAN 
DUTIES — 

Defimlion: 

'  The  duties  of  inciunbents  of  these  positions  are  to 
take  charge  of  the  blacksmithing  work  in  a  cart  and 
wagon  industry,  the  products  of  which  are  made  pri- 
marily for  other  than  local  use,  involving  planning  and 
supervising,  and  the  performance  of  such  work;  and  to 
assume  responsibility  for  and  perform  such  other  related 
work  as  may  be  required. 

Eaamplet: 

Superyising  a  cart  and  waaon  works  at  a  State  Priion. 
Making  iron  parts  for  caiti  and  wagons,  etc 

aTTAIIEICATIOHS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  two  years  of  service  in  Orade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
If  at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Oivil  Service  Commission. 

COlCPEirSATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 


BROOK.  BSITSB  AHD  HaTTRE88  MAKER  GROUP 

(H5) 


/iifHIiiliofMd  8ervie9 

BrooM,  Bru9hmi4  MmUmtm  Makmr  Oronf 


The  teorm  Broomy  BmA  md  MaiMjww  Mdc«r  Group  Ib  used 
to  identify  thoee  autlioirized  emqiloynMDLtB  of  the  Institutional 
Serviee^  the  incumbentB  of  wbkk  are  iiMpiiTed  to  plan,  Bupervise^ 
be  reeponsible  for  and  aaeist  in  the  fnaVpng  of  brooms,  brushes 
and  mattreeses^  and  to  assume  reqKnnbflily  for  saoh  other  related 
work  as  may  be  required. 
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GRADE  I  (H  6  I)  iMtitutional  Service 

Broom,  Brueh  and  Mattreea  Maker  Group 

TITLE  OF  FOSITIOnrS  — 

BROOM,  BRUSH  AND  MATTRESS  MAKER 

DUTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 

take  charge  of  a  broom,  brush  and  mattress  shop  where 

articles  are  made  for  local  institutional  use;  to  plan, 

supervise,  be  responsible  for  and  assist  in  making  of 

these  articles;  and  to  assume  responsibility  for  and  to 

perform  such  other  related  work  as  may  be  required. 

Baamplee: 
,    ,  •      «        ,  . :    ^  .  .  Superviain^  a  «dmJ1  ^ropoa,  bxiuli  or  mattveas  thop. 
^       '        SoHihg,  gi^^/ bitching  Imd  dyding  corn. 

Winding,  semng;  clipping,  labeling  and  binding  bioomg. 
«  \.W^9Lvimt  1)41^^8,  making  bruahea  and  mattreaaea. 

••>     _^  ^  _^  ^  ji  ^     _  _         ^^      >^_     '  f  V 


Periima  holding  ihesi  positions  shdli  have: 

1.  'ilfot  .less  than  J;wo  y^ars  of  experi^iee  in  the 

making  of  brooms^  b;i*ushes^  mattresses  or  similar  articles. 
2:  Such  addltipnal  ^qiialificationfii  as  may  be  re- 

quired  by  the  Stltte  Civil  Service  Oonunission* 

COMPENSATIOir  — 

The  range  of  siAnual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $780,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows  : 
$720,  $780. 
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GRADE  n  (H  6  n)  Jn$HiwHonal  Bmrviof^ 

Broom,  BruMh  and  Mattre$9  Maker  Qroup 

TITLE  OF  FOSITIOIIB  — 

BROOM,  BRUSH  AND  MATTRESS  MAKER  — 
FOREMAN 

DUTIES — 

DfififUiian: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  broom,  brush  and  mattress  shop  the 
products  of  which  are  made  primarily  for  other  than 
local  use ;  to  plan,  supervise,  be  responsible  for  and  per- 
form work  involved  in  the  making  of  these  articles,  and 
to  assume  responsibility  for  and  to  perform  such  other 
related  work  as  may  be  required. 

BwampU$: 

Supervisiiig  a  Uurge  broom,  bnuh  or  mattress  sbop. 
Performing  detail  work  when  necessary. 

aTTAUFICATIOira— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPEiraATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1020  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $1020,  $1080, 
$1140,  $1200. 


OOAOHUAN  AND  OHAUFFEUR  GROUP  (H  6) 

DefinUum:  Coachmon  and  Chauffeur  Gtwip 

The  term  Ooaohniaii  and  Chauffeur  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
inonmbents  of  which  are  required  to  'pexiorm  such  work  not  cov- 
ered in  any  o&er  group  of  this  service  as  may  be  involved  in  the 
driving  and  caie  of  carriage  and  wagon  horses  not  ordinarily  used 
in  farm  labor,  and  to  care  for  stables,  motorless  vehicles  and  equip- 
ment used  in  such  work,  or  to  operate  and  care  for  motor  vehicles 
and  equipment^  to  keep  prescribed  records  of  sudh  services  and  to 
perform  such  other  related  woi^  as  may  be  required. 
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OBADE  I  (H  6  I)  Institutional  Service 

Coachman  and  Chauffeur  Oroup 

TITLES  OF  FOaniOITS  — 

COACHMAN 
TRUCKMAN 
DUTIES  — 

COACHMAN 

Definition: 

The  duties  of  inciunbents  of  these  positions  are  to 
drive,  groom,  feed  and  care  for  carriage  horses;  to  care 
for  harness  and  carriages  used  in  light  driving ;  to  keep 
carriage  bams  in  sanitary  condition;  to  assist  in  farm 
work  when  necessary  and  to  perform  such  other  related 
work  as  may  be  required. 

Acting  as  coachman  for  ofiScials  of  institution. 

Washing  and  oiling  harness. 

Operating  horse  lawn  mower. 

Assisting  in  gathering  crops  at  harvest  time. 

TRUCKMAN 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
haul  institutional  supplies  and  equipment  and  to  keep 
prescribed  records  of  such  service;  to  drive,  groom,  feed 
and  care  for  wagon  horses  not  ordinarily  used  in  farm 
labor;  to  care  for  harness  and  wagons  used  in  truck 
driving;  to  clean  bams;  to  assist  on  farm  when  neces- 
sary, and  to  perform  other  related  work  as  may  be 
required. 

Eaamplee: 

Hauling  supplies  and  equipment  from  freight  oiBoes 
ur  from  one  part  of  an  institution  to  another  and  keeping 
prescribed  records. 

aVAUEICATIOlSrS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 
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COMPEHSATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $600,  inclusive^ 
with  maintenance^  with  standard  salary  rates  as  follows : 
$480,  $540,  $600. 
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GRADE  n  (H  6  n)  Inttitutumai  Service 

Ooachmcm  and  Ohawffeur  Gromp 

TITLES  OF  POSITIONS  — 

STABLE  OVEESEER 
INSTITUTIONAL  CHAUFFEUR 

DVTIES  — 

STABLE  OVERSEER 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  stables  in  an  institution  in  which  at 
least  five  horses  are  necessary  for  general  driving  and 
hauling  other  than  those  used  in  farm  work;  to  plan, 
supervise,  be  responsible  for  and  assist  in  the  driving, 
grooming,  feeding  and  caring  for  carriage  and  wagon 
horses,  and  cleaning  and  care  of  harness,  carriages, 
wagons,  equipment,  stables  and  bams;  and  to  assume 
responsibility  for  and  assist  in  such  other  related  work 
as  may  be  required. 

INSTITUTIONAL  CHAUFFEUR 
Djefiniiion: 

The  duties  of  incumbents  of  these  positions  are  to 
operate,  repair,  overhaul,  clean  and  oil  automobiles  and 
auto  trucks;  to  load,  unload,  check  and  record  supplies 
and  materials  transported;  to  keep  daily  records  of 
odometer  readings,  gasoline  and  oil  consumed,  and  of 
expenses  incurred  in  maintenance  and  operation  of 
automobiles,  and  to  assume  responsibility  for  and  assist 
in  such  other  related  work  as  may  be  required. 

aXTAIIEICATIONS— 

STABLE  OVERSEER 

Persons  holding  these  positions  shaU  haA>e: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
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I,  at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Comnussion* 

INSTITUTIONAL  CHAUFFEUR 

Persons  holding  these  positions  shall  have: 

1.  A  license  to  operate  motor  vehicles  granted  by 
proper  State  authority. 

2.  Not  less  than  one  year  of  experience  in  operating 
and  maintaining  motor  vehicles. 

3.  <Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $660  to  $720,  inclusive^ 
with  maintenance,  with  standard  salary  rates  as  follows: 
$660,  $720. 


INSTITUTIONAL  OOOK  GROUP  (H  7) 

Institutional  Sarvioe 
Definiiian:  Oaok  Qr<mp 

The  term  Cook  Group  is  used  to  identify  those  authorized 
emplojineatB  of  the  Institutional  Service,  the  incumbents  of 
which  are  required  to  prepare  and  cook  food  for  inmates^  patients 
and  employes  in  accordance  with  approved  dietaries;  to  issue 
requisitions  for  food  stuffs  and  kitchen  supplies  and  to  perform 
such  other  related  duties  as  may  be  required  in  the  management 
^d  operation  of  an  entire  kitchen  service  or  unit  thereof. 
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GRADE  I  (H  7  I)  InatUutumia  Bervioe 

Cook  Qroup 

TITLE  OF  POSITIONS  — 

ASSISTANT  INSTITUTIONAL  COOK 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  any  kitchen,  irrespective  of  the  number  of  per- 
sons served,  in  the  preparing  and  cooking  of  food,  the 
issuing,  under  supervision,  of  requisitions  for  food  stuffs 
and  kitchen  supplies  and  the  counting,  weighing  and 
measuring  same;  and  to  assume  responsibility  for  the 
cleanliness  and  economical  operation  of  the  kitchen  or 
section  thereof  assigned. 

aVAIUlCATIONS- 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  reqmred  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $300  to  $360,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$300,  $324,  $348,  $360. 

SPECIAL  BEeiTLATION  GOVEBNING  SALABT  KATES  — 

The  entrance  or  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  the 
Institutional  Superintendents,  on  the  basis  of  local  con- 
ditions, subject  to  the  rules  and  regulations  of  the  De- 
partment Agencies. 
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OBADB  n  (H  7  n)  Inttitutumdl  8^rvic9 

Ocok  Group 

TITLE  OF  POSITIOIIS  — 

DUTIES—    INSTITUTIONAL  COOK 

Definiiion: 

The  dutieB  of  incumbents  of  theee  positions  are  to 
take  charge  of  a  general  kitchen  serving  less  than  one 
hundred  persons;  or  to  assist  in  any  kitchen  serving 
more  than  one  hundred  persons;  or  to  act  as  cook  in  the 
kitchen  of  the  superintendent  or  other  institutional 
officials^  involving  the  preparation  and  cooking  of  food 
and  the  directing  and  overseeing  of  the  same,  the  issuing 
of  requisitions  for  food  stuffs  and  kitchen  supplies  and 
the  counting,  measuring  and  weighing  of  same;  re- 
sponsibility for  the  cleanliness  and  care  of  kitchens  and 
kitchen  equipment^  and  the  performance  of  such  other 
related  work  as  may  be  required. 

QUALQICATIONS— 

Persons  holding  these  positions  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Gh*ade 
ly  at  least  one  year  of  experience  in  work  of  Grade  I 
character  and  standar^. 

3.  Such  additional  qualifications  as  may  be  r^ 
quired  by  the  State  Civil  Service  Ctrnmission. 

COMFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $360  to  $420,  inclusive^ 
with  maintenance^  with  standard  salary  rates  as  follows: 
$360,  $384,  $408,  $420. 

fDPEGIAL  SEGITLATION  GOVESHIirO  SALABT  KATES  — 

The  entrance  or  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  the 
Institutional  Superintendents,  on  the  basis  of  local  con- 
ditions, subject  to  the  rules  and  regulations  of  the  De- 
partmental Agencies. 
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OBADE  m  (H  7  m)  InutUtttional  Bentoe 

Oodk  Oroup 

Tiruii  OF  posmoNS— 

INSTITUTIONAL  HEAD  COOK 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
(1)  to  take  charge  of  the  entire  kitchen  service  of  an 
institution  where  not  otherwise  provided  for,  or  (2)  to 
take  charge  of  any  kitchen  or  section  of  a  kitchen  serv- 
ing more  than  100  persons,  or  (3)  to  take  charge  of 
a  staff  house  kitchen  serving  not  less  than  SO  persons; 
involving  overseeing,  planning,  directing  and  assisting 
in  the  preparation  and  cooking  of  food ;  to  issue  requisi- 
tions for  food  stuffs  and  kitchen  supplies  and  to  county 
measure  and  weigh  same;  to  direct  the  cleaning  of 
kitchen  and  kitchen  equipment;  to  prepare  regular  and 
special  dietaries  under  the  supervision  of  the  steward 
and  physicians ;  to  prepare  daily  time  reports  of  subor- 
dinates  and  diuly  and  other  reports  showing  inventories 
of  supplies  and  waste  and  to  perform  such  other  related 
work  as  may  be  required. 

QVAIIFICATIONS  — 

Persons  holding  these  positions  shall  ha/^: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  one  year  of  service  in  Grade  II,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  11, 
at  least  one  year  of  experience  in  work  of  Grade  II 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conunission. 

COHFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $780,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$480,  $540,  $600,  $660,  $720,  $780. 
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SPECIAL  REOULATION  OOVEBinirG  SALABT  BATES  — 

The  entrance  or  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  the 
Institutional  Superintendents,  on  the  basis  of  local  con- 
ditions, subject  to  the  rules  and  regulations  of  the  De- 
partmental Agencies. 

SPECIAL    BEGTTLATION    OOVEBimTO    THE    LAST    TWO 

SALABY  BATES  — 

The  last  two  salary  rates,  $720  and  $780,  shall  be 
assigned  only  to  those  positions  the  incumbents  of 
which  are  in  charge  of  the  entire  kitchen  service  of  an 
institution.  In  such  instances  the  words  "  in  charge  '* 
shall  be  affixed  to  the  title  ''  Head  CooL" 

NoTH. —  In  State  prieons  and  State  refonnatories  where  Head  Cooks  in 
charge  of  the  entire  kitchen  flervice  perform  regular  guard  duty  in  addition 
to  the  above  duties,  the  title  "guard"  shall  be  affixed  to  the  title  of  Head 
Cook.    In  such  instances  the  standard  rates  for  guards  shall  obtain. 
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OBADE  IV  (H  7  IV)  InBHtutiotuU  a^rviM 

Cook  Group 

TITLE  OF  FOSITIOBS— 

CHEF 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  and  assume  complete  responsibility  for 
the  entire  kitchen  service  of  State  hospitals  for  the 
insane  and  of  those  institutions  for  the  treatment  of 
tuberculosis  and  epilepsy,  involving  the  preparation 
of  regular  and  special  diets  after  consultation  with 
the  steward  and  physicians;  the  supervision  of  all 
employes  and  patients  assigned  to  the  kitchen  service; 
the  preparation  and  serving  of  food  and  the  taking  of 
inventories  of  supplies;  maintaining  time  records  of  all 
kitchen  employes;  overseeing  the  necessary  repairs  and 
renewals  of  all  kitchen  equipment;  supervising  and 
being  responsible  for  all  requisitions  for  food  stufPs  and 
kitch^i  supplies;  the  making  of  routine  and  special 
inspections  in  the  kitchen  service ;  and  to  perform  such 
other  related  duties  as  may  be  required. 

QVAIIFICATIOIIS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  two  years  of  service  in  Grade  HI, 
or  if  appointed  otherwise  than  by  promotion  from 
Grrade  III,  at  least  two  years  of  experience  in  work  of 
Grade  HI  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Oivil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1140,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$900,  $960,  $1020,  $1080,  $1140. 
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SPECIAL    REGTTLATION    OOVEBinHO    THE    KAZnCITX 

SATE— 

The  maximum  salary  rate,  $1140,  will  be  granted 
only  to  chefs  in  institutians  of  more  than  3000  inmatea. 


INSTITUTIONAL  ELEOTBIOAL  OPEBATOB  AND 
STEAM  ENannBMAN  GROUP  (H  8) 

IneUtutianal  Servioe 

Bleotrioal  Operator  and  Steam  .Vn^iiie- 

U6piwtwf^: 

The  term  Electrical  Operator  and  Steam  Engineman  Group 
is  used  to  identify  those  authorized  employments  of  the  Institu- 
tional Service^  the  incumbents  of  which  are  required  to  operate^ 
install,  adjust  and  repair  all  machinery  used  in  the  production  of 
power,  heat  and  light  in  institutions;  to  stoke  and  fire  boilers, 
regulate  coal  feed,  adjust  water  feed  and  clean  boilers  and  to 
perform  such  other  related  work  as  may  be  required. 
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Imiitutional  Bervioe 
GRADE  I  (H  8  I)  Eleotrioal  Operator  and  Steam  Bngme- 

ma/n  Oroup 

TITLES  OF  POSITIONS  — 

INSTITUTIONAL  FIKEMAN 

ENGINEER'S  HELPER 
DUTIES— 

INSTITUTIONAL  FIREMAN 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 

care  for  and  fire  stationary  steam  heating,  hot  water 

and   high  pressure  boilers^   to  operate  and  care  for 

auxiUary  machinery  and  apparatus;  to  instruct  and 

supervise  inmates  or  patients  assigned  to  assist  in  this 

work;  to  assist  occasionally  in  operating  steam  engines 

or  generators;  to  keep  record  of  fuel  consumption;  to 

make  ordinary  repairs  to  piping,  valves,  boilers  and 

other  boiler  room  equipment  and  to  perform  suoh  other 

related  work  as  may  be  required. 

Eaamplee: 

Attending  stokers. 
Operating  stoker  engine. 
Operating  feed  pump. 
Brushing  flues. 
Cleaning  fires. 

Wheeling  and  shoveling  coal. 
Carting  ashes. 
Firing  boilers. 

ENGINEER'S  HELPER 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate,  under  supervision,  a  sewage  disposal  plant,  a 
cold  storage  plant,  or  filtration  plant;  to  oil  power-house 
machinery ;  to  assist  in  making  repairs  to  boilers^  engines 
and  pumps;  to  perform  the  duties  of  fireman  when 
assigned,  and  to  act  as  helper  in  the  details  of  work 
connected  with  the  operation  of  a  power  plant 
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QUALIFICATIONS  — 

Persons  holding  these  positions  shall  haA>e: 
1.  Sixch  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION— 

The  annual  compensation  of  this  Grade  for  full 

time  service  of  not  less  than  8  hours  a  day  is  $540,  with 

maintenance. 

Note. — ^An  additional  compensation  of  9240  per  annum 
will  be  granted  for  full  time  service  of  not  less  than  12 
hours  per  day. 
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In$tiiutional  Bervice 
GJEtADE  n  (H  8  n)  Eleotriodl  Operator  and  Steam  Engi$^' 

man  Group 

TITLE  OF  POSITIONS— 

ASSISTANT    INSTITUTIONAL    ELECTRICAL    OPER- 
ATOR AND  STEAM  ENGINEMAN 

DTJTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  or  assist  in  the  operation,  adjustment  and  repair 
of  stationary  engines,  steam  boilers,  steam  pumps,  gen- 
erators, motors,  switchboards  and  other  equipment  and 
apparatus  used  in  the  production  of  power,  heat  and 
light  in  institutions ;  to  supervise  the  work  of  employes 
in  Grade  I  and  inmates  assigned;  to  keep  prescnbed 
records;  to  take  charge  of  the  power  plant  on  assign- 
ment, and  to  perform  such  other  related  work  as  may 
be  required. 

anAiiFicATioisrs— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grade  I, 
where  opportunity  has  been  afforded  to  become  familiar 
with  the  operation  and  maintenance  of  steam  engines, 
generators  and  other  pow^  plant  equipment,  or  if  ap- 
pointed otherwise  than  by  promotion  from  Grade  I,  not 
less  than  two  years  of  experience  in  operating  steam 
engines  and  electrical  machinery,  such  aa  generators  and 
other  power  plant  equipment 

3.  (Such  additional  qualifications  as  nmy  be  required 
by  the  State  Civil  Service  Commission. 

cokpehsatioit— 

The  range  of  annual  compensation  of  this  Grade 
for  fuU  time  service  is  from  $660  to  $840,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$660,  $720,  $780,  $840. 
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ItutituHonal  Bervioe 
OSADE  m  (H  8  m)  EUaMoal  Operator  amd  Steam  Engine- 

man  Qroup 

TITLE  OF  posmons— 
institutio:n^al    electrical    opeeator    and 

STEAM  ENGINEMAN 
DUTIES— 

Definition: 

The  duties  of  incumbeiits  of  thoBe  positions  are  to 
direot  and  assist  in  the  installation,  operation,  adjust- 
ment and  repair  of  stationary  engines,  steam  boilers, 
steam  pumps,  generators,  motors,  switchboards  and  other 
equipment  and  apparatus  used  in  the  production  of 
power,  heat  and  li^t  in  institutions;  to  supervise  the 
work  of  employes  in  Grades  I  and  II  and  inmates 
assigned ;  to  take  charge  of  the  power  plant  in  an  institu- 
tion of  less  than  800  inmates,  or  to  take  charge  of  the 
power  plant  of  any  institution  on  assignment ;  to  super- 
vise the  general  repair  work  in  altering  or  extending 
the  engineering  unit;  to  prepare  and  assist  the  chief 
engineer  in  the  preparation  of  reports,  records  and  esti- 
mates for  supplies,  equipment,  new  construction  and 
extraordinary  repairs ;  to  make  such  inspection  of  equip- 
ment, machinery  and  new  construction  as  is  required, 
and  to  perform  such  other  related  work  as  may  be 
assigned. 

aiTALIFICATIGira  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  two  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conmiission. 
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COMPENSATION  — 

In  institutions  of  more  than  100  inmates  and  not 
more  than  300  inmates,  where  the  incumbent  of  a  posi- 
tion within  this  Grade  has  charge  of  the  engineering 
plant;  the  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $900  to  $1020,  inclusive,  with 
maintenance,  with  standard  salary  rates  as  follows: 
$900,  $960,  $1020. 

In  institutions  of  more  than  300  inmates  and  not 
more  than  400  inmates,  where  the  incumlbent  of  a  posi- 
tion within  this  Grade  has  charge  of  the  engineering 
plant,  the  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1020  to  $1140,  inclusive,  with 
standard  salary  rates  as  follows:     $1020,  $1080,  $1140. 

In  institutions  of  more  than  400  inmates  and  not 
more  than  800  inmates,  where  the  incumbent  of  a  posi- 
tion within  this  Grade  has  charge  of  the  engineering 
plant,  the  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1140  to  $1200,  inclusive,  with 
standard  salary  rates  as  follows:     $1140,  $1200. 

In  institutions  of  more  than  800  inmates,  where 
the  incumbents  of  positions  within  this  Grade  act  as 
assistants  to  the  Institutional  Chief  Operating  Engi- 
neer, the  range  of  annual  compensation  for  full  time 
service  is  from  $960  to  $1020,  inclusive,  with  main- 
tenance, with  standard  sixlary  rates  as  follows:  $960, 
$1020. 

In  institutions  of  more  than  3000  inmates  where 
it  is  deemed  advisable  to  designate  an  employe  of  this 
Grade  to  take  charge  of  all  the  electrical  work,  including 
the  operation  and  maintenance  of  the  electric  power 
plant,  the  electrical  construction,  install«ation  and  repair 
work,  the  range  of  annual  compensation  for  full  time 
service  is  from  $1140  to  $1260,  inclusive,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $1140, 
$1200,  $1260. 
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XnttiHitumal  Berviae 
OBADE  IV  (H  8  IV)  ^leotnooi  Operator  <mkI  Btwm  Bnffit^ 

fMm  €hroup 

TITLE  OF  POSmOBB— 
INSTITUTIONAL  CHIEF  OPERATING  ENGINEER 

DUTIES— 

Definition: 

The  duties  of  incmabents  of  these  positions  are  to 
direct  and  be  responsible  for  the  operation  and  main- 
tenance of  the  heating,  lighting,  water  and  sewage  sy&- 
tems^  the  power  and  refrigeration  plants  in  institutions 
of  more  than  800  inmates;  to  supervise  all  plumbing, 
steam  fitting  and  general  repair  work  and  to  assume 
responsibility  for  such  other  I'elated  work  as  may  be 
required ;  and  in  addition  to  be  responsible  for  fire  appa- 
ratus and  equipment,  and  to  direct  fire  drills  and  pro- 
cedure in  case  of  fira 

aiTALIFICATIONS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  three  years  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard;  or 

3.  Such  training  as  is  evidenced  by  a  degree, 
diploma  or  certificate  granted  upon  completion  of  a 
standard  course  in  mechanical  engineering  from  an 
engineering  college  of  recognized  standing,  and  in  addi- 
tion not  less  than  one  year  of  experience  in  the  operation 
and  maintenance  of  a  power  plant. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

GOMPENBATIOH— 

In  institutions  of  more  than  800  inmates  and  not 
.  more  than  1500  inmates,  the  range  of  annual  compensa- 
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tion  of  this  Grade  for  fall  time  service  is  from  $1320  to 
$1440,  inclusive,  with  maintenance,  with  standard  sal- 
ary rates  as  follows:     $1320-$1440. 

In  institutions  of  more  than  1500  inmates  the 
annual  compensation  of  this  Grade  for  fuU  time  service 
is  $1560,  with  maintenance. 

A  rate  of  $1680  shall  be  added  to  the  above  rate 
in  institutions  of  more  than  2000  inmates  where  the 
Institutional  Chief  Operating  Engineer  is  designated 
to  direct  and  assume  responsibility  for  the  work  per- 
fonned  or  supervised  by  the  Institutional  Artisan  Fore- 
man. 


INSTITUTIONAL    ELECTRICAL    WORKER    GROUP 

(H9) 

InHitutumal  Bervice 
Definition:  Inttitutional  BUaMcal  Worker  Group 

The  term  Institutional  Electrical  Worker  Group  is  used  to 
identify  those  authorized  employments  of  the  Institutional  Service, 
the  incumbents  of  which  are  required  to  install  and  repair  electrical 
appliance  and  equipment  where  otherwise  not  provided  for,  and 
to  perform  other  related  work. 

517 


518 

OBADE  I  (H  9  I)  Inttituiional  Servioe 

In$tituti<m€kl  BUotrioal  Worker  Group 

TITLE  OF  POSITIOHB— 

ASSISTANT  INSTITUTIONAL  ELECTRICIAN 
STTTIES  — 

Definition: 

The  dxLties  of  incumbents  of  these  positions  are  to 
assist  in  installing^  repairing  and  renewing  conduit  and 
other  wiring^  telephone  equipment^  fire  and  electric 
sprinkler  alarm  systems,  annunciator  and  call  bell  cir- 
cuits and  electrical  appliances,  incandescent  and  arc 
lights,  and  to  assist  in  all  electrical  construction  and 
other  related  work  where  otherwise  not  provided  for. 

Ewamplea: 

Repairing  under  superviBion,  fans,  electric  stoyee,  ster- 
ilizers,  and  other  electrical  apparatus. 

AflBisting  in  installing  transformers. 
Assisting  in  installing  panel  boards^ 

anAIHTOATIOllS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  l^e 
State  Civil  Service  Commission. 

COHFENSATIOir— 

The  annual  compensation  of  tiiis  Grade  for  full 
time  service  is  $600,  with  maintenance. 
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GRADE  n  (H  9  n)  Inttitutional  Service 

InatitutionfU  Eleotrical  Worker  Oroup 

TITLE  OP  POSITIONS  — 

INSTITUTIONAL  ELECTRICIAN 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  employes  of  Grade  I,  are  to 
take  charge  of  electrical  work  in  an  institution  where 
such  is  not  otherwise  provided  for,  relating  to  the  install- 
ing and  repairing  of  conduit  and  other  wiring,  tele- 
phone equipment^  alarm  systems,  annunciator  and  call 
bell  circuits,  incandescemt  and  arc  lights,  and  other 
electric  appliances,  and  to  perform  other  related  work. 

aVAIIPICATIOHS  — 

Persons  holding  these  positions  shall  ha(oe: 

1.  Not  less  than  three  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

2.  'Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  "Service  Commission. 

COKPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $780  to  $840,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$780,  $840. 


INSTITUTIONAL  FARMER  AND  GARDENER  GROUP 

(HIO) 


InttiiutUmal 
Definition:  Farmer  and  Ga/rdmer  Qrowp 

The  term  Farmer  and  Gardener  Group  is  used  to  identify 
thoee  authorized  employments  of  the  Institutional  Service,  the 
incumbents  of  which  are  required  to  plan,  supervise,  be  respon- 
sible for  and  assist  in  farm  and  garden  work  involving  the  cultiva- 
tion of  crops,  vegetables,  fruits  and  flowers;  the  operation  of 
dairies  and  the  feeding,  raising  and  handling  of  Uve  stock,  caring 
for  farm  buildings  and  equipment;  the  supervision  of  work  on 
grounds,  roads  and  walks  not  otherwise  provided  for,  and  the 
instruction  of  inmates  in  agricultural  pursuits. 
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GRADE  I  (H  10  I)  IntHtutumal  Service 

Farmer  and  Gairdener  Qrovp 

TITLES  OF  POSITIONS  — 

INSTITUTIONAL  FAEMEE 

GAKDENEE 

FEMALE  GAEDENEE 

DAIEYMAN 

FLOEIST 

POULTEYMAN 
DUTIES— 

FAEMEE 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  farm  containing  less  than  150  acres  of 
land  or  to  assist  in  the  more  important  work  of  a  farm 
where  more  than  150  acres  are  under  cultivation,  and  to 
plan,  supervise,  be  responsible  for  and  assist  in  farm 
work  involving  dairying,  truck  gardening,  caring  for  and 
handling  live  stock,  general  hauling,  caring  for  grounds, 
roads,  walks,  fences,  arbors  and  trees  where  such  work  is 
not  otherwise  provided  for,  and  to  perform  such  other 
related  work  in  the  management,  operation  and  mainte- 
nance of  a  farm  as  may  be  required. 

GAEDENEE 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  garden,  and  to  plan,  supervise,  be  re- 
sponsible for  and  assist  in  general  garden  work  involving 
the  study  of  crop  cultivation  and  crop  rotation,  truck 
farming,  planting,  cultivating  and  harvesting  vegetables, 
delivering  same  on  requisition,  caring  for  propagating 
houses  and  root  cellars,  preparing  time  and  other  records 
and  inventories  as  required,  caring  for  and  directing  the 
care  of  grounds  where  such  work  is  not  otherwise  pro- 
vided for,  to  care  for  flowerbeds,  to  harvest  and  store  ice, 
and  to  perform  such  other  related  work  as  may  be 
required. 
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FEMALE  GARDENER 
DefmUum: 

The  duties  of  incombents  of  these  positions  are  to 
instruct  and  be  responsible  for  the  care  and  discipline 
of  a  group  or  class  of  girls  in  gardening  and  other 
related  activities  involving  the  planning  of  work,  plant- 
ing, cultivating  and  harvesting  of  vegetables  and  deliver^ 
ing  same  upon  requisition ;  the  raising  of  chidcens  and 
the  care  of  grounds,  roads  and  walks  where  such  work 
is  not  otherwise  provided  for;  and  to  perform  such  other 

related  work  as  may  be  required. 

■ 

DAIRYMAN 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  herd  of  cattle,  and  to  plan,  supervise, 
be  responsible  for  and  assist  in  the  operation  of  a  dairy 
involving  the  balancing  of  rations,  feeding  and  milking, 
keeping  milk  and  beef  records,  cleaning  cattle,  bams  and 
milk  utensils,  testing  milk,  cream  and  cheese,  preparing 
estimates  and  inventories,  and  to  perform  such  other 
related  work  as  may  be  required. 

FLORIST 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
maintenance  of  greenhouses  and  grounds  involving  the 
growing  of  hothouse  plants  and  flowers,  laying  out  of 
flowerbeds,  spraying  and  pruning  trees  and  shrubbery, 
the  laying  of  cement  walks,  grading  of  roads,  mowing 
of  lawns,  where  such  work  is  not  otherwise  provided  for, 
and  to  perform  suoh  other  related  work  as  may  be 
required. 

POULTRYMAN 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  poultry  yard  in  a  State  institution 
where  there  is  a  poultry  plant  of  at  least  five  hundred 
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fowls ;  to  attend  incubators ;  to  keep  chicken  houses  and 
yards  clean  and  in  sanitary  condition;  to  kill  chickens 
and  deliver  same  to  stores  and  batcher  shops  and  to  per- 
form other  related  work  as  required. 

aiTALIFICATIONS— 

Persons  holding  these  positions  shall  hdve: 

1.  Not  less  than  two  years  of  experience  in  the 
work  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COKPEHSATION— 

FLOEIST 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  timet  service  is  from  $660  to  $780, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:   $660,  $720,  $780. 

SPECIAL  BEGTILATION  GK)V£BVIHO  SALABT  RATES— 

The  entrance  or  other  salary  rates  of  positions  clas- 
sified within  this  Grade  shall  be  determined  by  the  Insti- 
tutional Superintendents,  on  the  basis  of  local  conditions, 
subject  to  the  rules  and  r^ulations  of  the  Departmental 
Agencies. 

DAIRYMAN 

In  institutions  where  incumbents  of  tiiis  position 
in  this  Grade  have  charge  of  less  than,  one  hundred 
cattle,  the  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $660,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$600,  $660. 

In  institutions  where  incumbents  of  tiiis  position 
in  this  Grade  have  charge  of  more  than  one  hundred 
cattle,  the  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $780,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$720,  $780. 
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FEMALE  GARDENER 

The  range  of  annual  ccnnpensation  of  this  position 
in  this  Grade  for  full  time  service  is  from:  $480  to  $540, 
indnsive,  with  maintenance,  with  standard  salary  rates 
as  follows :    $480,  $540. 

GARDENER 

In  institutions  where  incumbents  of  this  position 
in  this  Grade  have  charge  of  gardens  and  fruit  orchards 
of  lees  than  twenty  acres,  the  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $540  to 
$600,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows :    $540,  $600. 

In  institutions  where  incumbents  of  this  position 
in  tiiis  Grade  have  charge  of  gardens  and  fruit  orchards 
of  more  than  twenty  acres  and  not  more  than  forty 
acres,  the  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $720,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$600,  $660,  $720. 

In  institutions  where  incumbents  of  this  position 
in  this  Grade  have  charge  of  gardens  and  fruit  orchards 
of  more  than  forty  acres,  tiie  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $720  to 
$780,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows :    $720,  $780. 

FARMER 

In  institutions  where  inoumlbents  of  this  position 
in  this  Grade  have  chai^  of  farms  of  not  more  than 
£fty  acres,  the  range  of  annual  compensation  of  this 
Grade  for  full  time  service  is  from  $540  to  $600,  inclu- 
sive, with  maintenance,  with  standard  salary  rates  as 
follows:     $540,  $600. 

In  institutionB  where  incumbents  of  this  position 
in  this  Grade  have  charge  of  farms  of  more  than  fifty 

Note. —  In  State  piriiont  and  State  refonnatoriea  where  farmers  and 
gardeners  perform  regular  guard  duty  in  addition  to  the  above-mentioned 
duties,  the  title  ''Guard"  shall  be  affixed  to  the  regular  title.  In  such 
instances  the  standard  rates  for  guards  shall  obtain. 
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acres  and  not  more  than  one  hundred  and  fifty  acres, 
the  range  of  annual  compeinsation  of  this  Grade  for  full 
time  service  is  from  $600  to  $720^  inclusive,  widi  main- 
tenance, with  standard  salary  rates  as  follows:  $600, 
$660,  $720. 

In  institutions  where  incumbents  of  this  position 
in  this  Grade  assist  in  the  general  farm  work,  or  to  take 
charge  of  a  piggery  of  more  than  one  hundred  head  of 
swine,  the  range  of  annual  compensation  for  this  Grade 
for  full  time  service  is  from  $540  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$540,  $600. 

POULTRYMAN 

The  range  of  annual  compensation  of  this  position 
in  tiiis  Grade  for  full  time  service  is  from  $480  to  $600, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :    $480,  $540,  $600. 
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GRADE  n  (H  10  n)  In9titutional  Serviee 

TITLE  OP  FOSITIOIIS Farmer  and  Gardener  Group 

DITTIES—  HEAD  FARMER 

Definition: 

The  duties  of  incumbeiits  of  these  positions  axe  to 
take  charge  of  a  farm  of  more  than  150  acres  devoted 
to  general  farming,  or  a  farm  of  more  than  50  acres 
devoted  to  intensive  farming,  and  to  plan,  supervise,  be 
responsible  for  and  assist  in  farm  work,  dairying,  gaiv 
dening,  caring  for  and  handling  live  stock;  caring  for 
grounds,  walks,  roads,  farm  buildings  and  equipment 
where  such  work  is  not  otherwise  provided  for ;  keeping 
time  records  and  other  records  of  farm  work,  preparing 
estimates,  and  to  perform  such  other  related  work  in 
the  management,  maintenance  and  operation  of  a  farm 
as  may  be  required. 

QXTALIFICATIOira  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  aimual  compensation  of  this  Grade 

for  full  time  service  is  from  $780  to  $1020,  inclusive, 

with  maintenance,  with  standard  salary  rates  as  follows : 

$780,  $840,  $900,  $960,  $1020. 
Note. —  In  State  prisons  and  State  reformatories  where  incumbents  of 
these  positions  perform  regular  guard  duty  in  addition  to  the  above-mentioned 
duties,  the  title  ''Quard"  shall  be  prefixed  to  the  regular  title.     In  such 
instances  the  standard  rates  for  guards  shaU  obtain. 

In  institutions  where  there  is  an  available  acreage 
for  cultivation^  of  more  th^  £ve  hundred  acres,  $180 
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shall  be  added  to  the  above  salary  rates,  provided  that 
the  Head  Fanner  has  supervision  over  all  the  farming 
operations. 

In  institutions  where  there  are  more  than  one  thou- 
sand acres  under  cultivation,  the  range  of  annual  com- 
pensation of  this  Grade  for  full  time  service  is  from 
$1440  to  $1680,  inclusive,  with  maintenance,  with 
standard  salary  rates  as  follows:  $1440,  $1560,  $1680, 


INSTITUTIONAL  FIRE  WARDEN  GROUP  (H  11) 

Defimtion:  InBtUutional  Service 

InBHtutional  Fire  Warden  Group 

The  term  Institutional  Fire  Warden  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service^  the 
incumbents  of  which  are  required  to  take  charge,  under  the  direc- 
tion of  the  chief  operating  engineer,  of  the  care  and  operation  of 
institutional  £re  apparatus  and  equipment,  to  assume  respon- 
sibility for  the  organization  and  direction  of  a  fire  company,  to 
take  charge  of  the  procedure  in  case  of  fire,  and  to  perform  such 
other  fire  prevention  work  as  may  be  required. 
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QBADE  I  (H  11 1)  In9t%tuiiondl  Bervioe 

Institutional  Fire  Warden  Group 

TITLE  OF  F0SITI0II8— 

INSTITUTIONAL  FIRE  WARDEN 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge,  under  the  direction  of  the  chief  engineer, 
of  the  fire  patrol  work  in  an  institution  where 
there  is  need  of  a  regularly  organized  fire  company,  to 
supervise  and  assist  in  the  cleaning  of  all  fire  apparatus 
and  appliances  and  to  keep  same  in  readiness ;  to  direct 
the  procedure  in  case  of  fire  in  the  absence  of  the  chief 
engineer,  to  make  the  necessary  repairs  to  plumbing  and 
steamfitting  equipment  at  night,  and  to  perform  such 
other  related  work  as  may  be  assigned  by  the  chief 
engineer. 

QXTAIIFICATIONS  — 

Persons  holding  these  positions  shaU  have: 

1.  Not  less  than  three  years  of  experience  as  an 
apprentice  in  the  plumbers'  or  steamfitters'  trada 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

OOXPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $660,  inclusive, 
wilii  maintenance^  with  standard  salary  rates  as  follows : 
$540,  $600. 


FOUNDRY  WORKER  GROUP  (H  12) 

Fawndry  Hforker  Group 
Definition:  ImHtutumal  Servioe 

The  term  Foundry  Worker  Group  is  used  to  identify  those 
authorized  employmeints  of  the  Institutional  Service,  the  in- 
cumbents of  which  are  required  to  plan^  supervise,  be  responsible 
for  and  assist  in  the  operation  and  management  of  a  foundry,  and 
to  assume  responsibility  for  and  perform  such  other  related  work 
as  may  be  required. 
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OBADE  I  (H  12  I)  Fowndry  Worker  Group 

InBiitutional  Service 

TITLE  OP  POSITIONS— 

FOUNDRY  WORKER  (FOREMAN) 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  those  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
operation  of  a  foundry,  to  instruct  inmates;  to  keep 
records  and  assist  in  the  preparation  of  estimates^  and 
to  assume  responsibility  for  and  perform  such  other 
related  work  as  may  be  required. 

Bwamplee: 

Preparing  sand  moulds,  flasks  for  simple  and  intricate 
castings. 

Charging  furnaces. 

Making  patterns. 

Coremaking^  tumbling,  grinding  and  drilling  castings. 

QXrALIPICATIOirS  — 

Persons  holding  these  positions  shall  haA>e: 

1.  l^ot  less  than  two  years  of  experieaoe  as  a 
journeyman  moulder. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1300, 
$1320,  $1440. 


FURNITUBE  BIAEER  GROUP  (H  13) 

IntUtutional  B9fv%M 
Definition:  Furniture  Maker  Group 

The  term  Furniture  Maker  Group  is  used  to  identify  those 
authorized  employments  of  the  Institutional  Servioe^  the  in- 
cumbents of  which  are  required  to  plan,  supervise^  be  responsible 
for  and  assist  in  the  manufacture  of  furniture,  and  to  perform 
other  related  work  as  may  be  required. 
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OEADB  I  (H  18  I)  ln.Htuti<n^  Ber^ 

TITLE  OF  FOaETIOBB—  FtmUture  Maker  Group 

FURNITURE  MAKER  (FOREMAN) 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  division  or  unit  of  the  furniture  mak- 
ing industry^  the  products  of  which  are  made  primarily 
for  other  than  local  use^  to  plan,  supervise,  be  reepcm- 
sible  for  and  assist  in  work  involved  in  the  inaking  of 
desks,  tables,  chairs,  bureaus,  wardrobes  and  school  fur- 
niture; to  inspect,  sort,  plane,  join,  saw,  carve  and  shape 
lumber  for  use  in  the  manufacture  of  furniture,  and  to 
assume  responsibility  for  such  other  related  work  as 
may  be  required, 

QXrAUFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  as  a  fur- 
niture or  cabinet  maker. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

OOXPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive^ 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 
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GRADE  n  (H  IS  11)  IntHtutional  Servioe 

Fumiiure  Maker  Group 

TITLE  OP  POSITIOH  — 

FURNITURE  MAKER  (HEAD  FOREMAN) 

BTTHES  — 

Definition: 

The  duties  of  incumbents  of  this  position,  which 
involves  supervision  of  employes  in  Grade  I,  are  to  take 
charge  of  the  furniture  making  industry,  the  products 
of  which  are  made  primarily  for  other  than  local  use, 
to  plan,  supervise,  be  responsible  for  and  assist  in  the 
making  of  desks,  tables^  chairs,  bureaus,  wardrobes  and 
school  furniture,  to  inspect,  sort,  plane,  joint,  saw,  carve 
and  shape  lumber  used  in  making  furniture;  to  prepare 
estimates  for  material,  to  keep  records  of  output  and  to 
assume  responsibility  for  such  other  related  work  as  may 
be  required. 

QXrAIIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  two  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $1980,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980. 


aUARD  GROUP  (H  14) 

InBiitutional  Service 

DefinUum:  ^"^  ^^^ 

The  term  Ghiard  Group  is  used  to  identify  those  authorized 
employments  of  the  Institutional  Service,  the  incumbents  of  which 
are  required  to  guard,  care  for,  protect  and  assist  inmates  in 
State  prisons  or  correctional  institutions,  and  to  perform  such 
other  related  duties  as  may  be  required. 
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GRADE  I  (H  14  I)  InBtUutumal 

Guard  Onmp 

TITLE  OF  POSITIONS  — 

JUNIOR  GUARD 
DITTIES  — 

Definition: 

The  duties  of  incmnbents  of  these  positions,  which 
are  performed  under  supervision,  are  to  preserve  order 
and  discipline  among,  prevent  the  escape  of,  to  direct 
the  unskilled  labor  work  of  and  assist  inmates  in  cor- 
rectional institutions  charged  with  the  custody  of 
juvenile  delinquents,  and  to  perform,  under  supervision, 
incidental  laboring  work  in  connection  with  the  main- 
tenance of  the  institution. 

QUALIFICATIONS- 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION- 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$540,  $600. 
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OBADE  n  (H  14  11)  InMtiiutiofua  Bervioe 

Guard  Group 

TITLE  OF  POSITIONS  — 

GUARD 
DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  supervision,  are  to  preserve  order 
and  discipline  among,  and  prevent  the  escape  of,  and 
assist  inmates  in  State  prisons  and  State  reformatories, 
to  direct  the  work  of  inmates  where  not  otherwise  pro- 
vided for,  to  direct  or  perform  incidental  clerical  or 
other  work  relating  to  the  welfare  and  discipline  of 
inmates. 

EaampUa: 

Having  diaciplinary  superviuon  of  a  prison  eompuiy. 
Having  charge  of  inmates  working  in  prison  dBoes 
and  sbops. 

Patrolling  yards  and  shops  to  maintain  general  order. 

aXTALIFICATIOirS  — 

Persons  holding  these  positions  shaU  ha/ve: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COXPENBATIOV— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $780  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $780,  $840, 
$900,  $960,  $1020,  $1080,  $1200. 
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GBADE  m  (H  14  HI)  In9t%tutumal  Bervice 

TITLE  OF  POSITIOHS  — 

ASSISTANT  PRINCIPAL  KEEPER 
DITTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  the  direction  of  the  principal 
keeper,  are  to  assist  the  Principal  Keeper  in  the  dis- 
cipline, care,  custody  and  protection  of  inmates  in  a 
State  prison,  to  exercise  general  supervision  of  em- 
ployes in  Grade  II  and  to  execute  any  general  or  special 
orders  of  the  principal  keeper  or  agent  and  warden. 

Examples : 

ABsigning  guards  to  their  poBta. 
Supervising  the  counting  of  the  priBoners. 
Supervising  the  disciplinary  work  at  night. 

QVALIFIGATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  11. 

2.  Not  less  than  three  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grrade  I,  at  least  three  years  of  experience  in  work  of 
Grade  I  standard  and  character. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMFERSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1320  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1320,  $1440, 
$1560. 
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GBADE  IV  (H  14  IV)  Imtitutional  Service 

Qxkwrd  Qroup 

TITLE  OF  POSITIONS  — 

PRINCIPAL  KEEPER 
DTTFIES  — 

Defimtion: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  executive  ability,  are  to  direct 
and  be  responsible  for  the  discipline,  care,  custody  and 
protection  of  inmates  in  a  State  prison  under  the 
direction  of  the  agent  and  warden ;  to  supervise  employes 
in  Grades  II  and  III ;  to  assume  the  duties  of  the  agent 
and  warden  in  the  latter's  absence;  and  to  assist  him 
when  required  in  the  general  administration  of  the 
institution. 
QXrAIIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  three  years  of  service  in  Grade  III, 
or  if  ajppointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  three  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  'Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPERSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160. 


HOUSEKEEPER  AND  MATRON  OROUP  (H  15) 

InMtiiuiional  Bervioe 
Definitum:  Housekeeper  and  MtUran  Oroup 

The  term  Housekeeper  and  Matron  Group  ia  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
incumbents  of  which  are'  required  to  perform,  under  supervision, 
the  simplest  routine  duties  connected  with  the  kitchen,  house- 
keeping, seamstress  and  laundry  units  of  a  State  institution,  to 
direct  and  perform  household  work  involving  the  supervision  and 
care  of  inmates'  or  patients'  clothing,  bed  and  table  linen,  the 
supervision  of  requisitioning,  storing  and  preparing  food,  and  the 
planning  of  diets  where  such  work  is  not  otherwise  provided  for, 
and  to  supervise  the  care  and  treatment  of  inmates  where  there 
is  not  an  organized  nursing  service,  or  to  take  charge  of  a  hospital 
dormitory  for  male  employes. 
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OBADE  I  (H  16  I)  Inaiitiaional  Service 

Bouaekeeper  <md  Matfxm  Group 

TITLE  OF  POSmOHS— 

HOUSEKEEPING  ASSISTANT 
DTrriES  — 

Definition: 

The  duties  of  ineumbeiits  of  these  positions  are  to 
perform,  under  supervision,  the  simplest  routine  func- 
tions connected  with  the  kitchen,  housekeeping,  seam- 
stress and  laundry  units  of  a  State  hospital,  charitable 
or  correctional  institution  and  not  involving,  except  in 
emergencies,  ward  or  clerical  services  of  temporary 
character. 

Eaamplea : 

Preparing  vegetables,  fruits  and  other  foods  for  cook- 
ing, dishing  food,  and  cutting  bread. 

Scrubbing  floors,  washing  and  polishing  kitchen 
utensils,  cleaning  ranges,  sinks,  etc. 

Performing  simple  household  duties  required  of  a 
chambermaid  and  waitress. 

Doing  plain  sewing,  repairing  and  mending  by  machine 
and  by  hand. 

Doing  routine  laundry  work  suoh  as  washing  and  iron- 
ing by  hand,  operating  mangles,  body  ironer,  etc. 

aTTAUFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Sei-vice  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $228  to  $300,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$228,  $252,  $276,  $300. 

SPECIAL  REOTTLATION  OOVERNINO  8ALABY  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  the 
Institutional  Superintendent,  on  the  basis  of  local  con- 
ditions, subject  to  the  rules  and  regulations  of  the  De- 
partmental Agencies. 
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OBADE  n  (H  15  II)  Imtitutiawa  iSfemoe 

Housekeeper  and  Mairon  Group 

HTLES  OF  POSITIONS  — 

HOTJSEKEEPEE 

ASSISTANT  MATRON 
DUTIES  — 

'    DefiniUan: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  perform  household  work,  such  as  the  cleaning 
of  living,  eating  and  sleeping  quarters,  the  laundering 
of  wearing  apparel,  bed  and  table  linen,  the  preparing 
and  serving  of  food,  and  in  addition  to  supervise  the 
care,  custody  and  training  of  assigned  inmates  or 
patients. 

Ewamplea: 

Directing  the  housekeeping  work  in  the  nurses  home 

of  a  state  hospital. 

Acting  as  assistant  matron  of  a  cottage  in  a  correc- 
tional institution  for  women. 

QTrALDlCATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $360  to  $480,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$360,  $420,  $480. 

SPECIAL  SEOTTLATION  OOVERNINO  SALABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  .shall  be  determined  by 
the  Institutional  superintendents,  on  the  basis  of  local 
conditions,  subject  to  the  rules  and  regulations  of  the 
Departmental  Agencies. 

Kan.— Incumbents  of  these  positions  assigned  to  cottages  or  other 
quarters  aecommod&ting  inmates  afflicted  with  contagious  and  loathsome 
disease,  shall  receive  an  additional  compensation  of  $60.00. 
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GRADE  in  (H  15  HI)  Imtitutional  Service 

Housekeeper  and  Matron  Group 

TITLES  OF  POSITIONS  — 

MATRON 

DORMITORY  CARETAKER 
DUTIES  — 

MATRON 
Definitian: 

The  duties  of  incumbents  of  these  positions  are  to 
perform  or  to  direct  and  assume  responsibility  for  house- 
hold work,  involving  the  care  of  a  cottage,  colony  or 
dormitory,  preparing  and  serving  food,  laundering  and 
caring  for  wearing  apparel,  where  such  work  is  not 
otherwise  provided  for;  issuing  requisitions  for 
clothing,  supplies  and  food;  condemning  articles  unfit 
for  use  or  consumption;  and  performing  such  other 
related  work  as  may  be  required  in  the  care,  custody  and 

training  of  assigned  inmates  or  patients. 

Ecximple: 

Acting  as  matron  in  charge  of  a  cottage  at  a  girli 
reformatory. 

DORMITORY  CARETAKER 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  hospital  dormitory  for  male  employes 
involving  responsibility  for  the  maintenance  and  care 
of  the  building  and  property,  responsibility  for  the 
morale  and  discipline  of  such  employes  and  to  perform 
such  other  related  work  as  may  be  required. 

QUALIFICATIONS  — 
MATRON 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  two  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  11,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 


S47 

DORMITORY  CARETAKER 

Persons  holding  these  positions  shall  hoA^e: 

1.  Not  less  than  one  year  of  service  as  Charge 
Attendant^  or  if  appointed  otherwise  than  by  promotion 
from  Grade  II  of  the  Attendant  Group,  at  least  one 
year  of  experience  in  work  affording  opportunity  to 
become  familiar  with  the  caretaking  of  a  dormitory  or 
similar  household  unit. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission, 

OOHFEHBATIOir  — 
MATRON 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $480  to  $540, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:    $480,  $540. 

DORMITORY  CARETAKER 

Where  an  incumbent  of  this  position  has  charge 
of  a  dormitory  accommodating  more  than  100  male  em- 
ployes the  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $480  to  $600, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:     $480,  $540,  $600. 

Where  an  incumbent  of  this  position  has  charge  of 
a  dormitory  accommodating  not  more  than  100  male 
employes  the  range  of  annual  compensation  of  this 
position  in  this  Grade  for  full  time  service  is  from 
$420  to  $540,  inclusive,  with  maintenance,  with 
standard  salary  rates  as  follows :     $420,  $480,  $540, 

Note.— Incumbents  of  these  positions  assi^ed  to  cottages  or  other 
quarters  accommodating  inmates  afflicted  with  conta^oiiB  and  loathsome 
diaease,  shall  receive  an  additional  annual  compensation  of  $60.00. 
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GBADE  IV  (H  16  IV) 


TITLES  OF  POSITIONS  — 
MATEON-DIETITIAN 
MATRON-SUPERVISOR  OF  INDUSTRIES 

DUTIES — 

MATRON-DIETICIAN 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  and  assume  complete  responsibility  for  the  care 

and  cleanliness  of  living,  sleeping  and  eating  quarters  of 
an  institution,  to  requisition  and  distribute  household 
supplies,  and  to  plan  and  assist  in  the  preparation  of 
general  and  special  diets,  to  instruct  and  supervise  em- 
ployes in  the  care  and  preparation  of  food,  to  inspect 
food  supplies,  storerooms,  kitchens,  cold  storage  rooms 
and  dining-rooms,  where  such  work  is  not  otherwise 
provided  for  and  perform  other  work  as  may  be  re- 
quired. 

Example: 

Aeting  as  Matron-Dietitian  in  the  State  Institution 

for  Feeble-Minded  Children  at  Syracuse. 

MATRON-SUPERVISOR  OF  INDUSTRIES 

Definition: 

The  duties  of  incumbeate  of  these  positions,  which 
require  executive  ability  and  a  general  knowledge  of 
the  making  of  women's  clothing  and  housekeeping 
articles,  are  to  plan,  supervise,  be  responsible  for  and 
assist  in  the  making  of  clothing,  bedding,  bed  linen, 
knitting,  crocheting,  raffia  work,  embroidery,  Mexican 
drawn  work,  tatting,  and  similar  work  in  an  institu- 
tion of  more  dian  four  diousand  inmates;  to  examine^ 
inspect  and  condemn  the  clothing  of  patients,  beds, 
bedding,  ward  furnishings;  to  inspect  the  food  service 
on  assignment;  to  have  custody  and  care  of  the  mate- 
rials supplied  and  apparatus  used  and  to  perform  such 
other  related  work  as  may  be  required. 


549 

aUALQICATIONS  — 

MATRON-DIETITIAN 

• 

Persons  holding  these  positions  shall  hcuve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  one  year  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  two  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  A  diploma  or  certificate  representing  evidence  of 
having  completed  two  years  of  a  standard  course  of  in- 
struction in  domestic  science  in  a  school  of  recognized 
standing. 

4.  Not  less  than  six  months  of  experience  in  the 
practice  of  dietetics. 

5.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

MATKON-SUPERVISOK  OF  INDUSTRIES 
Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  III. 

2.  Not  less  than  one  year  of  service  in  Grade  III, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  III,  at  least  two  years  of  experience  in  work  of 
Grade  III  character  and  standard. 

3.  Not  less  than  two  years  of  experience  in  the 
manufacture  of  clothing  and  housekeeping  articles,  such 
as  bed  linen  and  bedding. 

4.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHFENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1200,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$900,  $960,  $1020,  $1080,  $1140,  $1200. 


mSTRUOTOR  IN  HANDICRAFT  GROUP  (H  16) 

DefinUian:  Instructor  in  Handicraft  Group 

The  term  Instructor  in  Handicraft  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
duties  of  the  incumbents  of  which  are  required  to  instruct  inmates 
of  institutions  in  accordance  with  prescribed  courses  and  schedules 
in  the  principles  and  methods  of  baking,  barbering,  blacksmithing, 
bookbinding,  bricklaying  and  masonry,  carpentry,  clay  moulding 
and  wood  carving,  cooking,  dressmaking,  electrical  work,  floricul- 
ture, laundering,  machinery  work,  manual  training,  moulding, 
painting,  plumbing  and  steamfitting,  printing,  sewing,  shoemaking, 
sloyd,  stonecutting,  tailoring,  tinsmithing  or  upholstering,  not  cov- 
ered in  any  other  Group  of  the  Institutional  Service. 
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GRADE  I  (H  16  I)  Imtitutional  B«niM 

In*truotor  «i»  Bomdienft  Qromp 

TITLES  OF  POSITIONS  — 

INSTRUCTOR  IN  BAKING 
INSTRUCTOR  IN  BARBERING 
INSTRUCTOR  IN  BLACKSMITHING 
INSTRUCTOR  IN  BOOKBINDING 
INSTRUCTOR     IN     BRICKLAYING    AND 

MASONRY 
INSTRUCTOR  IN  CARPENTRY 
INSTRUCTOR  IN  CLAY  MODELING 
INSTRUCTOR  IN  COOKING 
INSTRUCTOR  IN  DRESSMAKING 
INSTRUCTOR  IN  ELECTRICAL  WORK 
INSTRUCTOR  IN  FLORICULTURE 
INSTRUCTOR  IN  FOUNDRY  PRACTICE 
INSTRUCTOR  IN  LAUNDERING 
INSTRUCTOR  IN  MACHINERY  WORK 
INSTRUCTOR  IN  MANUAL  TRAINING 
INSTRUCTOR  IN  PAINTING 
INSTRUCTOR   IN    PLUMBING   AND    STEAM- 
FITTING 
INSTRUCTOR  IN  PRINTING 
INSTRUCTOR  IN  SEWING 
INSTRUCTOR  IN  SHOEMAKING 
INSTRUCTOR  IN  STONECUTTING 
INSTRUCTOR  IN  TAILORING 
INSTRUCTOR  IN  TINSMITHING 
INSTRUCTOR  IN  UPHOLSTERING 

DUTIES — 

INSTRUCTOR  IN  BAKING 

Definiiion: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  baking  trade,  in  accordance  with 
prescribed  courses  and  schedules,  and  be  responsible  for 
their  conduct  and  progress;  to  assist  in  the  preparatioii 
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of  bread;  rolls  and  pastry  and  to  perform  other  related 
work  as  may  be  required. 

Bwample: 

Instructing  and  assisting  in  mixing  doughy  firing  ovois^ 
ete. 

INSTRUCTOR  IN  BARBERING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  barbering  trade^  in  accordance 
with  prescribed  courses  and  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Eaample: 

Instructing  and  assisting  in  cutting  hair  and  shaving 
patients. 

INSTRUCTOR  IN  BLACKSMITHING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  blacksmithing  trade,  in  accord- 
ance with  prescribed  courses  and  schedules,  and  be  re- 
sponsible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Ewample: 

Instructing  in  forge  practice  work  and  blue  print  out- 
line drawings,  shoeing  horses,  repairing  wagons  and  fann 
machinery. 

INSTRUCTOR  IN  BOOKBINDING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  bookbinding  trade,  in  accordance 
with  prescribed  courses  and  schedules,  and  be  responsible 
for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required. 

Saample: 

Acting  as  instructor  in  bookbinding,  New  York  State 
Reformatory. 
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INSTRUCTOR     IN     BRICKLAYING    AND 
MASONRY 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  bricklaying  and  masonry  trades, 
in  accordance  with  prescribed  courses  and  schedules,  and 
be  responsible  for  their  conduct  and  progress,  and  to  per- 
form other  related  work  as  may  be  required. 

Eoample: 

Planning,  instructing  and  assisting  in  masonry,  plas- 
tering, bricklaying,  cement  and  concrete  work. 

INSTRUCTOR  IN  CARPENTRY 

Defirdtion: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  carpentry  trade,  in  accordance 
with  prescribed  courses  and  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform 

other  related  work  as  may  be  required. 

Eaxtrnple: 

Planning,  instructing  and  assisting  in  carpentry  and 
cabinet  making  work. 

INSTRUCTOR  IN  CLAY  MODELING. 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  clay  moulding  and  wood  carving 
trades,  in  accordance  with  prescribed  courses  and  sched- 
ules, and  be  responsible  for  their  conduct  and  progress, 

and  to  perform  other  related  work  as  may  be  required. 

Eaample: 

Acting  as  instructor  in  clay  moulding  and  wood  carv- 
ing in  the  House  of  Refuge,  Randall's  Island. 

INSTRUCTOR  IN  COOKING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  cooking  trade,  in  accordance  with 
prescribed  courses  and  schedule**  and  be  responsible  for 
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their  conduct  and  progress,  and  to  perform  other  related 

work  as  may  be  required. 

Ewample: 

Intiraotiiig  and  assisting  in  the  preparation  of  food, 
care  of  tlie  kitchen,  pantry  and  dining  room  and  the  serving 
of  meals. 

INSTEUCTOR  IN  DRESSMAKING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 

instruct  inmates  in  the  dressmaking  trade,  in  accordance 

with  prescribed  courses  and  schedules,  and  be  responsible 

for  their  conduct  and  progress,  and  to  perform  other 

related  work  as  may  be  required. 

Eoample: 

Instructing  and  assisting  in  the  measuring,  cutting 
and  fitting  of  dresses,  uniforms,  cloaks^  suits,  shirtwaists, 
and  similar  articles  of  dothing. 

INSTRUCTOR  IN  ELECTRICAL  WORK 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 

instruct  inmates  in  electrical  work,  in  accordance  with 

prescribed  courses  and  schedules,   and  be  responsible 

for  their  conduct  and  progress,  and  to  perform  other 

related  work  as  may  be  required. 

Ewample: 

Planning,  instructing  and  assisting  in  the  repairing 
and  caring  for  telephone  equipment^  fire  and  electric 
sprinkler  alarm  systemB,  annunciator  and  call  bell  circuits 
and  apparatus,  and  incandescent  and  arc  lights,  wiring  new 
and  old  buildings  and  installing  electrical  construction  work. 

INSTRUCTOR  IN  FLORICULTURE 
Definitian: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  cultivation  of  flowers,  in  accord- 
ance with  prescribed  courses  and  schedules,  and  be  re- 
sponsible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Swample: 

Planning,  instructing  and  assisting  in  the  care  of 
greenhouses,  and  grounds  including  the  laying  out  of  flower 
beds,  spraying  and  pruning  trees  and  shrubbery,  raising 
hothouse  plants  and  cut  flowers. 
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INSTRUCTOR  IN  FOUNDRY  PRACTICE 

DefinUion: 

The  duties  of  incumbents  of  these  positions  are  to 
itidtruct  inmates  in  the  moulding  and  foundry  trade,  in 
accordance  with  prescribed  courses  and  schedules,  and 
be  responsible  for  their  conduct  and  progress,  and  to  per- 
form other  related  work  as  may  be  required,  where  not 
otherwise  provided  for. 

Momnpie: 

Planning,  instructing  and  awisting  in  the  preparation 
of  sand^  motdds^  and  flasks  for  simple  and  intricate  casting, 
charging  of  furnace,  coremaking,  tumhling,  grinding  and 
drilling  of  castings. 

INSTRUCTOR  IN  LAUNDERING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  laundering  trade^  in  accordance 
with  prescribed  courses  and  schedules,  and  be  responsible 
for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required. 

SoampU: 

Planning,  instructing  and  assisting  in  the  washing, 
starching,  ironing  and  folding  of  clothes  and  other  linen. 

INSTRUCTOR  IN  MACHINERY  WORK 
DefinUion: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  machinist's  trade,  in  accordance 
with  prescribed  courses  and  schedules,  and  be  responsible 
for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required. 

Ewempiet: 

Planning,  instructing  and  assisting  in  general  repair 
work  on  tools,  engines,  machines  and  equipment. 

Studying  and  analysing,  with  inmates,  blue  print  and 
outline  drawings  for  repair  and  new  work. 
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INSTEUCTOE  IN  MANUAL  TEAINING 
DeiiwtUm: 

The  duties  of  ixummbents  of  these  positions  are  to 
instruct  inmates  in  all  branches  of  manual  training,  in 
aeeordance  with  prescribed  courses  and  schedules,  and 
be  responsible  for  their  oonduct  and  progress,  and  to 
perform  other  related  work  as  may  be  required. 

BwompU: 

Planning,  instructing  and  assisting  in  manual  training 
vork. 

INSTEUCTOE  IN  PAINTING 

DefiwHcn: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  painting  trade^  in  accordance 
with  prescribed  courses  and  schedules,  and  be  responsible 
for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required. 

Phuming,  instmetiBg  and  assisting  in  exterior  and 
interior  painting,  Tarnishing,  shellacingji  stamug,  stencilling, 
kalsomining,  filling,  mixing  paints  and  stains,  making  liquid 
wax,  hanging  paper,  estimating  for  stock,  preparing  time 
sad  worit  reports. 

INSTEUCTOE    IN    PLUMBING    AND    STEAM 

FITTING 
DefinitUm: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  and  patients  in  the  pluja^bing  and  steam- 
fitting  tirade^  in  accordance  with  prescribed  courses  and 
schedules,  and  be  responsible  for  tiieir  conduct  and 
prog;re68)  and  to  perfoirm  other  rels.ted  woork  as  may  be 
required,  where  not  otherwise  provided  for. 

BwampU: 

PUaming,  instmetin^  and  assisting  in  installing,  re- 
pairing and  aHevfaig  plimibiag  and  toilet  fixtures  and  equip- 
ment and  dettdsg,  rqpatHng  and  keeping  in  sanitary  con- 
dition soil,  waste  and  sewer  lines  and  water  mains. 


fS6 

INSTRUCTOR  IN  PRINTING 

Definition: 

The  duties  of  incumbeats  of  these  positions  are  to 
instruct  inmates  in  the  printing  trade^  in  accordanoe 
with  prescribed  courses  and  schedules^  and  be  responsible 
for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required,  where  not  otherwise 
provided  for. 

Bonmple: 

Planning,  instructing  and  asiisting  in  setting  type, 
composing  and  operating  a  press. 

INSTRUCTOR  IN  SEWING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  sewing  trade,  in  accordance  with 
prescribed  courses  and  schedules,  and  be  responsible  for 
their  conduct  and  progress,  and  to  perform  other  related 
work  as  may  be  required,  where  not  otherwise  pro- 
vided for. 

EwampU: 

Planning,  instructing  and  assisting  in  the  measnrtng, 
cutting  and  sewing  of  curtains,  mattresses,  pillow  ticks,  M 
and  table  linen  and  similar  articles. 

INSTRUCTOR  IN  SHOEMAKING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  shoemaking  trade,  in  accordance 
with  prescribed  courses  ancl  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Bwomple: 

Planning,  Instmoting  and  aasiftiqg  in  the  mannlaetiize 
and  repair  of  shoes^  boots  and  sUK»«rs. 
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INSTRUCTOK  IN  STONECUTTING 

Defimiion: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  stonecutting  trade^  in  accordance 
with  prescribed  courses  and  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform  other 
related  work  as  may  be  required. 

Bwample: 

Planning,  instructing  and  asaisting  in  the  operating 
of  quarry  nmchinery,  blasting  of  rock,  handling  of  dynamite, 
sawing,  axing,  carving,  polishing  and  joining  of  the  various 
kinds  of  stone. 

INSTRUCTOR  IN  TAILORING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  tailoring  trade,  in  accordance 
with  prescribed  courses  and  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Swomple: 

Planning,  instructing  and  assisting  in  the  making  and 
repairing  of  all  clothing,  including  uniforms  and  suits  for 
summer  and  winter  use,  shirts,  eaps,  overalls,  and  similar 
articles. 

INSTRUCTOR  IN  TINSMITHING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
instruct  inmates  in  the  tinsmithing  trade^  in  accordance 
with  prescribed  courses  and  schedules,  and  be  respon- 
sible for  their  conduct  and  progress,  and  to  perform 
other  related  work  as  may  be  required. 

Bwample: 

Planning,  instructing  and  assisting  in  the  making, 
repairing  and  installing  eavetroughs  and  conductor  pipes, 
repairing  of  tin  roofs  and  gpitters,  repairing  of  tin  and 
enameled  ware,  making  of  new  tinware. 

INSTRUCTOR  IN  UPHOLSTERING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
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instruct  inmateB  in  the  general  upholBtery  trade,  in 

accordance  with  prescribed  courses  aiul  adisdules,  and 

be  responsible  for  their  conduct  and  progress,  and  to 

perform  other  related  work  as  may  be  required. 

EwimpU: 

Plaimiiig,  iostnicting  and  Aaniiiting  in  general  detaili 

pertaining  to  upholstery  work. 

QITALIFICATIONS  — 

Persons  holding  these  positum^  shall  have: 

1.  N^ot  less  than  two  years  of  experience  in  work 
pertaining  to  the  trade  covered  in  the  position  to  be 
fiUed. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEHaATION  — 

INSTEUCTOR  IN  COOKING 
INSTRUCTOR  IN  DRESSMAKING 
INSTRUCTOR  IN  SEWING 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $420  to 
$540,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:    $420,  $480,  $540. 

INSTRUCTOR  IN  BARBERING 

The  range  of  annual  compensation  of  this  position 
in  this  grade  for  full  time  service  is  from  $600  to  $720, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:    $600,  $660,  $720. 
INSTRUCTOR  IN  BAKING 
INSTRUCTOR  IN  FLORICULTURE 
INSTRUCTOR  IN  LAUNDERING 
INSTRUCTOR  IN  MANUAL  TRAINING 
INSTRUCTOR  IN  SHQEMAKING 
INSTRUCTOR  IN  UPHOLSTERING 

The  range  of  annual  compensation  of  ihwe  positions 
in  this  Grade  for  full  time  service  is  from  $720  to  $780, 
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inoliuave^  with  maintenance,  with  »taiidurd  salaxy  vatas 
as  follows:    $720,  780. 
INSTRUCTOB  IN  BLACKSMlTHIli  G 
INSTRUCTOR  IN  BOOKBINDING 
INSTRUCTOR  IN  BRICKLAYING     AND     MA- 
SONRY 
INSTRUCTOR  IN  CARPENTRY 
INSTRUCTOR  IN  CLAY  MODELING 
INSTRUCTOR  IN  ELECTRICAL  WORK 
INSTRUCTOR  IN  FOUNDRY  PRACTICE 
INSTRUCTOR  IN  MACHINERY  WORK 
INSTRUCTOR  tN  PAINTING 
INSTRUCTOR  IN  PLUMBING    AND    STEAM- 
FITTING 
INSTRUCTOR  IN  PRINTING 
INSTRUCTOR  LST  STONECUTTING 
INSTRUCTOR  IN  TAILORING 
INSTRUCTOR  IN  TINSMITHING 

The  range  of  annual  compensation  of  these  positions 
in  this  Grade  for  full  time  service  is  from  $840  to  $900, 
inclusive,  witli  maintenance,  with  standard  salary  rates 
as  follows :    $840,  $900. 

In  State  prisons  and  State  reformatories  where 
instraetors  in  this  Group  are  employed  and  are  assigned 
to  regular  guard  duty  in  addition  to  their  regular  duties 
as  an  instructor,  the  title  ''Guard"  shall  be  prefixed 
to  the  title.  In  such  instances  the  standard  rates  for 
guards  shall  obtain. 
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OBADE  n  (H  16  n) 

TITLE  OF  POSITIONS  — 

TRADES  SCHOOL  DIRECTOE 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct,  supervise  and  be  responsible  for  all  the  instruc- 
tion in  handicraft  work  in  an  institution  where  there 
is  a  laige  number  of  instructors  and  where  such  super- 
vision is  necessary,  to  exercise  a  general  Supervision 
over  courses  of  instruction,  to  investigate  trade  needs 
of  pupils^  to  assign'  inmates  to  appropriate  trades, 
to  keep  prescribed  records  and  perform  such  other  re- 
lated work  as  required. 

'i 

QITALIFICATIOHS— 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  service  as  an  In- 
structor in  Grade  I,  or  if  appointed  otherwise  than  by 
promotion  from  Grade  I,  at  least  three  years  of  ex- 
perience in  work  of  Grade  I  character  and  standard. 

2.  Such  additional  qualifications  as  may  be  re^ 
quired  by  the  State  Civil  Service  Commission. 

COHPENSATIOH- 

The  range  of  annual  compensation  of  this  grade 
for  full  time  service  is  from  $1560  to  $1800,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$1560,  $1680,  $1800. 


INSTRUCTOR  IN  SOLITARY  TRAININa  aROUP 

(H  17) 

InBtitutUmal  Serviee 
Definition:  Inttruotor  in  MiUtary  TraMiit^  Group 

The  term  Instruetor  in  Military  Training  Group  is  used  to 
identify  those  authorized  employments  of  the  Institutional  Service^ 
the  incumbents  of  which  are  required  to  direct,  supervise  and  be 
responsible  for  the  instruction  and  training  of  inmates  in  military 
tactics  and  to  perform  such  other  related  work  as  may  be  required. 
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02ADE  I  (H  17  1)  InBtUutiama  Service 

Inetruotor  in  MUUwry  Traimmg  Oroup 

TITLE  OF  POSITIONS  — 

INSTRUCTOR  IN  MILITARY  TRAINING 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct,  supervise  and  be  responsible  for  the  instruction 
of  inmates  in  military  tactics  involving  military  drills, 
parades,  setting  up  exercises,  study  and  practice  of  the 
manual  of  arms  and  other  military  exercises,  the  ap- 
pointment  and  promotion  of  inmates  from  L  r^, 
the  assignment  to  post  duty  and  such  other  related 
work  as  may  be  required  and  to  hear  and  judge  disci- 
plinary oases  where  such  procedure  is  not  otherwise 
provided  for. 

aTrAXJFicATiairs — 

Persons  holding  these  positions  shall  hcuve: 

1.  Not  less  than  four  years  of  experience  in  a  State 
militia  or  in  a  military  school,  at  least  one  year  of  which 
shall  have  been  spent  as  a  commissioned  officer. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COHPEirSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  maintenance,  vnth  standard  salary  rates  as  foUows: 
$1080,  $1200,  $1320,  $1440. 


mSTITUTIONAL  LABORATORY  A8BIBTAMT  GROUP 

(H  18) 

InBiitutiondl  Bervtce 
jypiyni£ion.'  Institutional  Laboratory  AM9i9ta^i   Qroup 

The  term  Instittttioiial  Labotatory  Assistant  Group  is  used 
to  identify  those  authorized  employments  of  the  Institutional 
Service,  the  incumbeuts  of  which  are  required  to  assist  in  prepar- 
ing, mounting,  staining  and  examining  bacteriological  and  patho- 
logical specimens ;  to  assist  in  compounding  and  dispensing  phar- 
maceutical pr^arati<Mis  and  prescriptions;  to  assist  at  autop- 
sies ;  and  to  perform  such  other  related  work  ab  may  be  required. 
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OBADE  I  (H  18  I)  InBiituiianal  Servioe 

Institutional  Laboratory  Assistant  Group 

TITLE  OF  POSITIOITS  — 

INSTITUTIONAL  LABORATORY  ASSISTANT 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
are  performed  under  supervision,  are  to  assist  in  prepar- 
ing, mounting,  staining  and  examining  bacteriological 
and  pathological  specimens;  to  assist  in  compoimding 
and  dispensing  pharmaceutical  preparations  and  pre- 
scriptions; to  assist  at  autopsies;  and  to  perform  such 
other  related  work  as  may  be  required. 

Ewamplea: 

AflBisting  in  the  examination  of  blood,  urine,  pus  and 
sputum. 

Assisting  the  pharmacist  in  preparing  and  issuing 
drug  supplies  and  surgical  dressings,  in  the  preparation  of 
pharmacopoeia!  compounds  and  mixtures. 

Assisting  the  pharmacist  in  fumigating. 

Embedding  pathological  specimens  in  parafine,  cutting 
sections,  mounting  them  on  slides  and  staining  them  for 
microscopic  examination. 

Assisting  in  routine  details  at  autopsies. 

Caring  for  and  cleaning  laboratory  apparatus  and 
equipment. 

QITALEFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  'Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

C0HFEN8ATI0H  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $660,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$480,  $540,  $600,  $660. 

SPECIAl    KBatJIATION    aOVEBSINa    THE    MAXDCmC 

BATE  — 

The  maximum  salary  rate,  $660,  shall  be  assigued 
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only  to  positions  the  incumbents  of  which  are  perform- 
ing specialized  laboratory  or  other  technical  work.  Such 
rate  will  be  designated  after  individual  appraisal,  under 
the  rules  of  the  State  Civil  Service  Commission,  indi- 
cating that  the  rate  so  designated  does  not  exceed  the 
value  of  the  work  to  be  performed. 


INSTITUTIONAL  LABORER  GROUP  (H  19) 

Inatitutianal  Service 
Definition:  InBUtutianal  Laborer  Group 

The  term  Institutional  Laborer  Group  ia  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
inciunbents  of  which  are  required  to  perform,  under  supervision, 
routine  manual  labor  not  covered  in  any  other  group,  within  a 
State  hospital,  charitable  or  correctional  institution. 
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OBADE  I  (H  19  I)  ImHMUm^  S^nriee 

InHUuHomal  JAhorwr  €froup 

TITLE  OF  POSmOBB  — 

INSTITUTIONAL  LABORER 
DUTIES  — 

DefiniHan: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  supervision,  routine  manual  work,  not 
covered  iu  any  other  Group,  connected  with  the  earc 
and  maintenance  of  the  farm,  garden,  grounds,  build- 
ings and  equipment  of  a  State  hospital,  charitable  or 
correctional  institution. 

Ewamplet: 

Cleaning  walks,  scrubbing  halls,  corridors  and  porchsa. 

Harvesting  ioe. 

Cutting  sod,  plowing  and  hauling. 

Handling,  feeding  and  caring  for  live  stock. 

I>Hving  delivery,  garbage  and  other  wagons. 

Working  on  grounds,  roadways  and  walks. 

Operating  farm  machinery  and  equipment  such  as  corn 
planter,  drill,  mowing  machine,  rake,  disc  harrow  and 
reaper. 

Assisting  mechanics. 

Milking  cows  and  cleaning  bams. 

Performing  heavy  manual  work  in  kitchens. 

QirAIIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHPEirSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $336  to  $432,  inclusive^ 
with  maintenance,  with  standard  salary  rates  as  follows : 
$33*6  upon  entrance,  $360  at  the  end  of  six  months'  serv- 
ice, $384  at  the  end  of  twelve  months'  service,  $408  at 
the  end  of  eighteen  months'  service  and  $432  at  the 
end  of  twenty-four  months'  servica 


LAUNDEBER  GROUP  (H  20) 

Inttitutional  Service 
DefinUiofi:  Launderer  Group 

The  term  Launderer  Group  is  used  to  identify  those  author- 
ized employments  of  the  Institutional  Service,  the  incumbents  of 
which  are  required  to  sort,  sterilize,  wash,  starch  and  iron  clothing, 
bed,  table  and  other  linen,  to  operate  and  repair  laundry  machin- 
ery, to  make  soft  soap,  starch,  blueing  and  bleach,  to  keep  records 
of  the  output  and  employes'  time,  to  instruct  and  supervise  em- 
ployes, inmates  and  patients  assigned  to  the  laundry,  and  to  per- 
form such  other  related  work  as  may  be  required. 
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GRADE  I  (H  20  I)  ImHUMmal  Strviom 

Lavmdenr  Ormip 
TITLES  OF  POSITIOHS— 

LAUNDEREE 
HEAD  LAUNDRESS 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  instruct  and  supervise  employes  and  assigned  patients 
or  inmates  in  the  details  of  laundry  work;  to  operate 
laundry  machinery;  to  sterilize,  clean,  starch  and  iron 
clothing,  bed,  table  and  other  linen,  and  to  perform  such 
other  related  work  as  may  be  required. 

Ewample$: 

Operating  mangles,  extractors,  chain  and  oven  driers, 
and  hand  centrifuges. 

Making  soft  soap,  blueing,  starch  and  bleach. 
Sorting,  counting  and  paeking  pieces  of  laundry. 
Making  minor  repairs  to  laundry  machinery. 

aVAUHCATIONS— 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $360  to  $420,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$360,  $420. 


618 

OBADE  n  (H  20  11)  ImHH^tkmai  S^tvUm 

TITLE  OF  POSrriONB— 

JUNIOK  LAUNDRY  OVERSEER 
DUTIES  — 

DefimUan: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  general  supervision  or  to  supervise  and  be 
responsible  for  a  unit  of  a  laundry  service  in  an  insti- 
tution of  more  than  800  inmates^  or  to  direct^  supervise 
and  be  responsible  for  the  laundry  service  in  a  State 
institution  of  less  than  800  inmates  where  there  is  a 
central  laundry  plant,  involving  the  instruction  and 
supervision  of  employees  and  patients  or  inmates  as- 
signed thereto,  and  the  direction  and  performance  of 
such  other  related  work  as  may  be  required. 

Ewamplea: 

Taking  charge  of  the  laundry  aervice  at  the  Training 
School  for  Girls. 

Taking  charge  of  the  washing  and  drying  rooms  in 
the  laundry  service  of  a  State  hospital  for  the  insane. 

aVALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualificatioDB  prescribed  for 
Grade  I. 

2.  Not  less  than  one  year  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  one  year  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  OommisBion. 

COMPENSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  fuU  time  service  is  from  $480  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$480,  $640,  $600. 
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OSADE  m  (H  20  m)  ImtUtOumal  aeroiee 

Latmderer  Group 

TITLE  OF  POSITIOSTS  — 

LAUNDRY  OVERSEEE 
DUTIES—' 

DefifUiian: 

The  duties  of  incumbents  of  these  positions  are  to 
direct)  supervise  and  be  responsible  for  the  laundry 
service  of  a  State  institution  of  more  than  800  patients 
or  inmates^  involving  the  instruction  and  supervision 
of  employes  and  patients  or  inmates  assigned  thereto^ 
and  the  direction  and  performance  of  such  other  related 
woriiL  as  may  be  required* 

aVAUFIC  ATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  XL 

2.  Not  less  than  one  year  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  one  year  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

In  institutions  of  more  than  800  inmates  and  not 
more  than  2,000  inmates,  the  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $720  to 
$780,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:    $720,  $780. 

In  institutions  of  more  than  2,000  inmates  and  not 
more  than  4,000  inmates  the  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $780 
to  $840,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows :     $780,  $840. 

In  institutions  of  more  than  4,000  inmates  the  range 
of  annual  compensation  of  this  Grade  for  full  time  serv- 
ice is  from  $840  to  $900,  inclusive,  with  maintenance, 
with  standard  salarv  rates  as  follows:     $840,  $900. 


LUMBERHAN  GROUP  (H  21) 

Inatitutional    Service 
Definition:  Lumberman  Group 

The  term  Luiabennau  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Institutional  Service  the  duties  of 
the  incumbents  of  which  are  to  cut  trees  and  scale  logs,  operate 
a  sawmill,  supervise  the  measuring  of  lumber,  cut  tire  lines  in 
case  of  forest  fires,  to  plant  trees,  and  perform  ^ueh  other  related 
work  as  may  be  required. 
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GRADE  I  (H  21 1)  inBtitutiKma 

TITLE  OF  POSITIOHS— 

LUMBERMAN  —  FOREMAN 
DUTIES  — 

DefinUian: 

The  duties  of  inciimbents  of  these  positions  me 

to  supervise  and  assist  in  the  cutting  of  trees  and  scaling 
of  logs^  the  measuring  of  lumber,  the  operation  of  a 
sawmill,  the  cutting  of  fire  lines  in  case  of  forest  fires, 
the  planting  of  trees  and  to  perform  such  other  related 
work  as  may  be  required. 

aVAUFICATIOKB  — 

Persons  holding  these  positions  shaU  hofoe: 

1.  Not  less  than  two  years  of  experience  in  forestry 
or  general  lumbering  work. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEinSATIOH  — 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1080  to  $1320,  inclusive,  with 
standard  salary  rates  as  follows :    $1080,  $1200,  $1320. 


INSTITUTIONAL  lAAOHINIST  OROUP  (H  22) 

Ii^tiiuUanal  Bervioe 
Definition:  IntHtMtianal  MaohinUt  Qravp 

The  term  Institutional  Machinist  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service  the 
incumbents  of  which  are  required  to  plan,  supervise,  be  respon- 
sible for  and  assist  in  work  connected  with  the  machinist's  trade, 
and  to  perform  such  other  related  work  as  may  be  required. 
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GRADE  I  (H  21  I)  IntHtutumal  Service 

InBtUuH<mal  MaohUmt  Group 

TITLE  OF  POSITIONS  — 

INSTITUTIONAL  MACHINIST 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  plan,  supervise,  be  responsible  for  and  assist  in  work 
involved  in  the  making  and.  repairing  of  machinery 
and  other  equipment  where  such  work  is  not  otherwise 
provided  for;  to  keep  prescribed  records,  prepare  esti- 
mates and  assume  responsibility  for  and  perform  audi 
other  related  work  as  may  be  required. 

aVALIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
machinist's  trade. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $960,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$840,  $900,  $960. 
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QBADE  n  (H  22  n)  InBtitutianal  Service 

Inetiiutional  Maohiniat  Chroup 

TITLE  OF  POSITIONS  — 

INSTITl  TIONAL  MACHINIST—  FOREMAN 
DUTIES  — 

Definition: 

The  duties  of  incumbeuts  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  perform  work 
involved  in  the  making  of  beds  and  brass  utensils;  to 
operate  and  repair  mechanical  equipment  and  machin- 
ery such  as  lathes  and  drills,  and  to  assume  responsi- 
bility for  and  perform  such  other  related  work  as  may 
be  required. 

aVAIIFICATIOirS- 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEirSATlOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 


INSTITUTIONAL  ICABINE  WORKER  OROUP  (H  23) 

In$HtutionaZ  Service 
DefinUion:  InetiUUumal  Marine  Worker  Group 

The  temn  Institutional  Marine  Worker  Group  is  used  to 
identify  those  authorized  employments  of  the  Institutional  Service, 
the  incumbents  of  which  are  required  to  have  special  training  in 
the  navigation  of  steaim  or  mechanical  propelled  craft  and  to  per- 
form services  pertaining  to  the  operation  of  water  craft  in  con- 
nection with  the  transportation  of  inmates,  employes,  officers  and 
other  officials  snd  visitors^  as  w<ril  as  material  and  supplies  to  and 
from  a  State  institution  where  such  transportaticm  is  needed 
because  of  local  geographical  conditions. 
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OBim  I  (H  28  I)  iMMiiiMiiamml  S^rrice 

inttituiiomml  Mmrme  Wmtrr  Gromp 

TITLE  OF  POSinOKB — 

ASSISTANT  INSTITUTIONAL  DOCK  MASTER 
DVTIEB  — 

DefinUi4m: 

The  duties  of  incumbents  of  these  positkMis  are  to 
assist  the  Dock  Master  during  the  day  or  to  take  cfaaige 
of  the  dock  at  night,  to  receive  frei^it  and  other  pack- 
ages to  be  sent  by  boat  from  the  dock  to  the  institution 
and  to  keep  a  record  of  same,  to  assist  passengers  in 
getting  on  and  off  the  boat,  to  collect  passes  and  keep 
record  of  same,  to  keep  dodc  dean  and  to  perform  anv 
other  related  work  as  may  be  required. 

QVAIIFICATIOm— 

P ergons  holding  these  positions  shall  have: 

1.  Not  less  than  one  year  of  experience  in  the 
receiving  and  caring  for  stores. 

2.  Such  additional  qualifications  as  may  be  required 

by  the  State  Civil  Service  Commission. 

OOMPEVBAnOV— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $640  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$540,  $600. 
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GKADJB  H  (H  28  H)  InslituUonal  Service 

Instituiional  AfaHne  Worker  Group 

TITLES  OF  POSITIONS  — 

INSTITUTIONAL  DOCK  MASTER 
ASSISTANT  INSTITUTIONAL  MARINE 

ENGINEMAN 
INSTITUTIONAL  MATE 
INSTITUTIONAL  MARINE  FIREMAN 

DxrriES— 

INSTITUTIONAL  DOCK  MASTER 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  the  dock  during  the  day,  to  receive  freight 
and  other  packages  to  be  sent  by  boat  from  the  dock  to 
the  institution  and  to  keep  a  record  of  same,  to  assist 
passengers  in  getting  on  and  off  the  boat,  to  collect 
passes  and  keep  record  of  same,  to  keep  dock  clean  and 
to  perform  any  other  related  work  as  naay  be  required. 

INSTITUTIONAL  ASSISTANT  MARINE 

ENGINEMAN 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  operation  of  marine  engines,  to  make  neces- 
sary repairs  to  tfie  machinery  and  boilers  and  to  perform 
other  related  work  as  may  be  required. 

INSTITUTIONAL  MATE 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  supervise  the  work  of  subordinate  employes, 
to  manipulate  the  steering  wheel  and  signal  apparatus 
when  required  and  to  assist  the  captain  or  pilot  gen- 
erally in  the  management  of  the  boat. 

INSTITUTIONAL  MARINE  FIREMAN 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
maintain  proper  steam  pressure  in  marine  boilers,  to 
regulate  water  feed  and  to  operate  the  engines  of  small 
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craft  which  do  not  come  under  the  regoIatianB  of  the 
Federal  Department  of  Commerce  and  Labor. 

QVAUFICATIOirS— 

INSTITUTIONAL  DOCK  MASTER 
INSTITUTIONAL  ASSISTANT  MARINE 

ENGINEMAN 
INSTITUTIONAX  MATE 
INSTITUTIONAL  MARINE  FIREMAN 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  one  year  of  experience  in  work 
covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

INSTITUTIONAL  DOCK  MASTER 
INSTITUTIONAL  ASSISTANT  MARINE 
ENGINEMAN 
The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $840  to 
$900,  inclusive,  with  maintenance,  with  standard  salan 
TAtes  as  follows :     $840,  $900. 

INSTITUTIONAL  MATE 

The  range  of  ammal  compein8ati(A  of  this  podtion 
in  this  Grade  for  full  time  service  is  from  $780  to  (S40. 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :     $780,  $840. 

INSTITUTIONAL  MARINE  FIREMAN 

The  annual  compensation  of  this  position  in  &i> 
Grade  for  full  time  service  of  not  less  than  8  hours  per 
day  is  $540,  with  maintenance. 

Note.-—  An  additional  compeaaation  of  $2i0  per  annum  will  be  grtntcd  to 
Institutional  Marine  Firemen  for  full  time  service  of  not  leas  tiisn  12  kcwn 
per  day. 
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COtADE  m  (H  23  HI)  InatitiUional  Service 

JnetituUenal  Marine  Worker  Chroup 

TITLES  OF   POSITIONS  — 

INSTITUTIONAL  CAPTAIN 
INSTITUTIONAL  PILOT 
INSTITUTIONAL  MAEINE  ENGINEMAN 

DITTIES  — 

INSTITUTIONAL  CAPTAIN 
Definition: 

The  duties  of  iseumbeats  of  these  positLODS  are  to 
command  or  steer  craft  used  in  the  trausportatioii  of 
passengers  or  freight  or  in  constmctiou  work^  and  to 
perform  other  related  duties  as  may  be  required. 

INSTITUTIONAL  PILOT 
Definitian: 

The  duties  of  incumbents  of  these  positions  are  to 
steer  craft  used  in  the  transpartation  of  passengers  or 
freight,  or  in  construction  work,  and  to  perform  other 
related  duties  as  may  be  required. 

INSTITUTIONAL  MARINE  ENGINEMAN 
D^finiUon: 

The  duties  of  incumbents  of  these  positionA  are  to 
operate  engines  and  assume  responsibility  for  engines 
and  boilers  on  craft  coming  within  the  jurisdiction  of 
the  Federal  Department  of  Commerce  and  Labor. 

aVAIIFICATIOirS— 

INSTITUTIONAL  CAPTAIN 
INSTITUTIONAL  PILOT 
INSTITUTIONAL  MARINE  ENGINEMAN 

Persons  holding  these  positions  shall  ha/oe: 

1.  Such  qualifications  as  may  be  required  by  the 
Federal  Department  of  Commerce  and  Labor. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 
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COMPEirSATIOV— 

INSTITUTIONAL  CAPTAIN 

The  range  of  aimual  compensatiaa  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1440  to 
$1560,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:    $1440,  $1560. 

INSTITUTIONAL  MARINE  ENGINEMAN 

Where  an  employe  of  this  Grade  has  charge  of  tho 
engines  and  boilers  on  a  boat  accommodating  less  than 
five  hundred  people  the  range  of  annual  compensation 
of  this  position  in  this  Ghrade  for  full  time  service  is 
from  $960  to  $1080^  inclusive,  with  maintenance,  with 
standard  salary  rates  as  follows:  $960,  $1020,  $1080. 
Where  an  employe  of  this  Grade  has  charge  of  the 
engines  and  boilers  on  a  boat  accommodating  more  than 
five  hundred  people  the  range  of  annual  compensation 
of  this  position  in  this  Grade  for  full  time  service  is 
from  $1440  to  $1560,  inclusive,  with  maintenance,  with 
standard  salary  rates  as  follows :    $1440,  $1560. 

INSTITUTIONAL  PILOT 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1020  to 
$1080,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows:     $1020,  $1080. 


UEATOUTTBB  OBOUP  (H  24) 

IntUittHanal  Service 
7->  ^    ...  Meatcutter  Group 

uefimium: 

The  term  Meatcutter  Group  is  used  to  identify  those  author- 
ized employments  of  the  Institutional  Service,  the  incumbents  of 
which  are  required  to  assume  responsibility  for  and  assist  in  the 
butchering  of  animals;  to  inspect  or  direct  the  inspection  of  all 
meats  received ;  to  cut  or  direct  the  cutting  of  all  meats  according 
to  requisition,  and  to  perform  such  other  related  work  as  may  be 
required. 
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InMiituiional  Bervie^ 
GRADE  I  (H  24  I)  MetHctOtifr  Group 

TITLE  OF  POSITIONS  — 

JUNIOR  AIEATCUTTER 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  assist  the  meatcutter  in  an  institution  of  more  than 
800  inmates  in  butchering  animals,  in  inspecting  meats 
received,  cutting  meats,  in  keeping  cooling  and  cutting 
rooms  and  equipment  in  sanitary  condition,  in  issuing 
meats  on  requisition  and  in  preparing  prescribed  rec- 
ords and  reports;  or  to  take  charge  of  this  work  in  an 
institution  of  less  than  800  inmates  and  to  perform  such 
other  related  work  as  may  be  required. 

B»ampU9: 

WeigMng  mMts. 
Treating  hidM  tad  akiiis. 
Renderiag  lard. 

Catting  steaks,  obops^  roasts,  etc. 
Coring  liams  and  baeon  and  smoidng  mbm. 
Coming  beef,  BMking  mvmgt. 
Pidding  meats. 

Storing,  caring  for  and  iisuing  butter,  egga,  cbeeia  and 
flab. 

QVAUnCATIONS  — 

Persons  holding  these  positions  diaU  have: 

1.  N^ot  less  than  two  years  of  experience  in  the 
butchering  of  cattle,  sheep,  calves  and  hogs,  and  catting 
meat  into  steaks,  roasts,  chops  and  stews. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$480,  $540,  $600. 


589 

OKADE  n  (H  24  H)  MeatctUtm'  Group 

TITLE  OF  POSmOVS  — 

MEATCUTTER 
DUTIES  — 

Definiiian: 

The  duties  of  incumbents  of  these  positions  are  to 
direct,  supervise,  be  responsible  for  and  assist  in  butcher^ 
ing  animals;  in  inspecting  meats  received;  in  cutting 
meats ;  in  issuing  meats  on  requisition,  in  keeping  cool- 
ing and  cutting  rooms  and  equipment  in  sanitary  con- 
dition and  in  preparing  prescribed  records  and  reports, 
and  to  assume  responsibility  for  and  assist  in  such  other 
related  work  as  may  be  required. 

QVALDICATIOHS— 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  f^* 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  L 
or  if  appointed  otherwise  than,  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFENSATIOV  — 

In  institutions  of  more  than  800  inmates  and  not 
more  than  2000  inmates  the  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $720  to 
$780,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows :    $72fr-$780. 

In  institutions  of  more  than  2000  inmates  the  range 
of  annual  compensation  of  this  Grade  for  full  time 
service  is  from  $780  to  $840,  inclusive,  with  mainte- 
nance, with  standard  salary  rates  as  follows:  $780- 
$840. 


mSOELLANEOUS  INSTITUTIONAL  WORKEB 

GROUP  (H  25) 

ilMffVUflOlMM  U0TV%4i€ 

DeHnitiotL*  MUeeUommm  In^iiivtiMMl  Worker  Orwtp 

The  term  Miscellaneous  Institutional  Worker  Group  is  used 
to  identify  those  authorized  employments  of  the  Institutional 
Servioe^  the  incumbents  of  which  are  required  to  plan,  supervise, 
be  responsible  for  and  perform  work  not  covered  m  any  other 
Grroup  of  the  Institutional  Servica 
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InMiUuiianal  Servioe 
GRADE  I  (H  25  I)  Mi9oellaineou9  In^Htutianal  Worker  Qrovp 

TITLES  OF  POSITIONS  — 

INSTITUTIONAL  WATCHMAN 

BARBER 

COFFEE  ROASTER 

DVTIES  — 

Definition: 

INSTITUTIONAL  WATCHMAN 

The  duties  of  incumbents  of  these  positions  are  to 
exercise  vigilance  in  protecting  from  theft^  injury  or 
danger^  property  and  equipment  controlled,  used  by  or 
in  the  custody  of  a  State  hospital,  charitable  or  coi^ 
rectional  institution;  and,  when  required,  to  guard 
against  the  escape  of  patients  or  inmates  of  such  in- 
stitutions. 

BARBER 

The  duties  of  incombents  of  these  positions  are  to 
cuit  the  hair  of  and  shave  patients  or  inmates  as  di- 
rected ;  to  supervise  and  instruct  inmates  and  attendants 
in  shaving  and  haireutting,  and  to  perform  such  other 
related  work  as  may  be  required. 

COFFEE  ROASTER 

The  duties  of  incumbents  of  these  positions  are  to 
roast  coffee,  grind  spices  and  to  perform  such  other 
related  work  as  may  be  required. 

QUAIIEIOATIOES^ 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  work 
covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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COXPEirSATIOV  — 

INSTITUTIONAL  WATCHMAN 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $540  to  $600, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows:    $540,  $600. 

BAEBER 

COFFEE  ROASTER 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $540  to  $660, 
inclusive,  with  maintenance,  with  standard  salary  rates 
as  follows :    $540,  $600,  $660. 
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MUSICIAN  GROUP  (H  26) 

ImtUutumal  Service 
DefinUion:  M^tcUm  Otr^ 

The  term  Musician  Group  is  used  to  identify  those  author- 
ized employments  of  the  Institutional  Service,  the  incumbents 
of  which  are  required  to  play  and  instruct  in  the  playing  of  band 
and  orchestra  instruments,  and  to  direct  and  give  band  and 
orchestra  concerts  as  directed. 
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OBADB  I  (H  26  I)  MuM^  Ofr^p 

TITLE  OF  P08ITI0FB  — 

MUSICIAN 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
play  a  prescribed  musical  instrument  at  band  or  or- 
chestra concerts,  and  on  other  similar  occasions,  and  to 
attend  rehearsals  as  required. 

Example: 

Playing  an  instrument  in  an  institutional  band. 

QUALDICATIOFB  — 

Persons  holding  Ikese  positions  shall  have: 

1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $300  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$300,  $360,  $420,  $480,  $540,  $600. 

SPECIAL  BEOVLATION  00 VEBNINQ  SALABT  RATES  - 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 

In  institutions  where  a  military  organization  is 
a  fundamental  part  of  the  institutional  life  or  in  other 
institutions  where  full  time  service  of  musicians  is 
required,  there  shall  not  be  more  than  one  musician  of 
this  Grade. at  the  $600  rate,  nor  more  than  one  at  the 
$540  rate,  nor  more  than  one  at  the  $480  rate,  nor  more 
than  one  at  the  $420  rate,  nor  more  than  five  at  the 
$360  rate. 
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Intiitutional  Service 
OBADE  n  (H  26  U)  Mmioiam  Group 

TITLE  OF  POSITIOFB— 

BAND  MASTER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  the  band  and  orchestra  in  an  institution  where  a 
military  organization  is  a  fundamental  part  of  the  in- 
stitutional life,  to  give  individual  and  general  instruc- 
tion in  the  playing  of  band  and  orchestral  instruments, 
to  lead  a  band  or  orchestra  at  rehearsals,  regular  con- 
certs or  on  other  occasions,  and  to  perform  such  other 
related  work  as  may  be  required. 


Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Qrade  L 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conmiission. 

COMFEITBATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $780  to  $900,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$780,  $84:0,  $900. 


mSTrrUTIONAL  PHOTOOBAPHEB  group   (H  27) 

InBtitufUmal  Serviee 
DefinfUian:  InBtUutumal  Photographer  Qrfmp 

The  term  In&titutional  Photographer  Group  is  used  to 
identify  those  authorized  employments  of  the  Institutional  Serv- 
ice,  the  incumbents  of  which  are  required  to  take,  print  and  mount 
photographs,  to  measure  inmates  in  accordance  with  the  Bertillon 
system,  to  take  finger  prints  and  to  perform  such  other  photo- 
graphic and  related  work  as  may  be  required. 
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In9tiiutional  Bervios 
GRADE  I  (H  27  I)  IndtUutional  Photographs  Qrwp 

TITLE  OF  POSITIOXrS--- 

INSTITUTIONAL  PHOTOGRAPHER 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
take,  print,  mount,  file  and  record  photographs  of 
patients  and  inmates;  to  photograph  gross  and  micros 
scopic  specimens  of  the  brain  and  spinal  cord;  to  pre- 
pare lantern  slides;  to  project  specimens  at  lectures  or 
demonstrations  and  to  perform  other  related  photo- 
graphic work  as  may  be  required. 

EwampleM: 

Photograpldiig  characteristic  faces  for  pathological 
study. 

Assisting  in  preparing  anatomical  specimens  niTolnqg 
cutting,  itaitiing,  elo»  for  lantern  iUdes. 

Ck>mpoimding  formulae  required  in  various  stages  of 
photography. 

Taking  views  of  buildings  grounds,  roereation  seenai, 
etc. 

QUAUFIOATIOXB— 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  the 
taking,  developing,  printing,  filing  and  recording  of 
photographs. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPENSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $640  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  fol- 
lows :    $540,  $600. 
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^  In$HtuHondl  Service 

SBADE  II  (H  27  II)  InetUuiianal  Photographer  Grottp 

TITLE  OF  POSmOFB— 

BEBTILLON  PHOTOGRAPHER 
DITTIEB  — 

Definition: 

The  duties  of  incTimbents  of  these  positions  are  to 
take,  print  and  mount  photographs  of  inmates  in  prisons 
and  reformatories  upon  admission  and  upon  parole;  to 
measure  inmates  in  accordance  with  the  Bertillon  sys- 
tem,  to  take  finger  prints;  to  record,  classify  and  file 
combined  photograph,  Bertillon  and  finger  print  cards; 
to  do  incidental  guard  duty,  and  to  perform  such  other 
related  work  as  may  be  required. 

QUAIIFI0ATIOX8  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  experience  in  the 
practice  of  the  Bertillon  and  finger  print  systems. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COXPEirSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 


INSTRUCTOR  IN  PH7SI0AL  OXTLTURE  OR0T7P 

(H  28) 

Inttitutional  B&rvioe 
Definition:  In$tructor  m  P^ttoo/  CuUurt  Group 

The  term  Instructor  in  Physical  Culture  Group  is  used  to 

identify  those  authorized  employments  of  the  Institutional  Service^ 

the  incumbents  of  which  are  required  to  direct,  supervise  and  be 

responsible  for  the  instruction  of  inmates  in  physical  culture  and 

to  perform  such  other  related  work  as  may  be  required. 
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GBADE  I  (H  28  I)  In$titutional  8en>io€ 

Intiruoior  in  PhyMioal  CuUwre  Brtmp 

TITLE  OF  POSITIOirS  — 

INSTRUCTOR  IN  PHYSICAL  CULTURE 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct,  supervise  and  be  responsible  for  the  r^ular  and 
systematic  training  and  instruction  of  inmates  in  physi- 
cal culture,  involving  the  supervision  of  athletic  con- 
tests, outdoor  games,  gynmastics,  calisthenics,  athletic 
drills  and  dancing,  and  to  perform  such  other  related 
work  as  may  be  required. 

ftxrAinrcATioire— 

Persons  holding  these  positions  shall  hwve: 

1.  A  certificate  granted  on  completion  of  a  stand- 
ard course  of  instruction  in  a  school  of  physical  culture 
of  recognized  standing. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $660  to  $900,  inclusive;, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$660,  $720,  $780,  $840,  $900. 


mSTTTUTIONAL  PLUMBER  AND  STEAMFZTTER 

GROUP  (H  29) 

Inatitutional  Bervice 
T\  i:    u'  IntiUuiUmaX  Plumber  a$%d  Sieamfitier  Qroup 

The  term  Institutional  Plumber  and  Steamfitter  Group  ia 
used  to  identify  those  authorized  employments  of  the  Institutional 
Service,  the  incumbents  of  which  are  required  to  perform  work  per- 
taining to  the  plumbing  and  steamfitting  trades  and  such  other 
related  work  as  may  be  required. 
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In$tituti(mal  Bervioe 
GRADE  I  (H  29  I)  InatUutumal  Plumber  and  Bteamfitier  Group 

TITLE  OF  POSITIONS— 

INSTITUTIONAL    PLUMBERS    AND    STEAM- 
FITTERS  HELPER 

DUTIES  — 

Definitian: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  plumbers  and  steamfitters  in  all  brandies  of  their 
trades,  to  make  minor  repairs  to  plumbing  and  heating 
apparatus,  steam^  water  and  sewer  lines,  and  to  perform 
such  other  related  work  as  may  be  required. 

BmampUa: 

Cleaning  sinks,  drains,  sewers,  etc 
Assisting  in  the  repairing  of  steam  Irons^  ftre  bow, 
faucets,  ranges,  and  steam  cooking  derieea. 

QVALIFICATIOirS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMFEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $360  to  $480,  inclusive^ 
with  maintenance,  with  standard  salary  rates  as  follows: 
$360,  $420,  $480. 
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IntHiutumal  Servtee 
GRADE  n  (H  29  U)  ImHtutumal  Plumber  and  Bietmfitter  0ro«p 

TITLE  OF  POSITIONS— 

ASSISTANT  INSTITUTIONAL  PLUMBER  AND 
STEAMFITTER 

DVTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  the  plumber  and  steamfitter  in  installing  and 
repairing  plumbing  and  steamfitting  appliances^  to  make 
repairs  and  to  perform  such  other  related  work  as  may 
be  required* 

QVALQICATIOHS— 

Persons  holding  these  positions  shall  h^ave: 

1.  The  minimum  qualifications  prescribed  for 
Grade  L 

2.  Not  less  than  one  year  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I^  at  least  two  years  of  experience  in  the  plumbing  or 
steamfitting  trade. 

8.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$540,  $600. 
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IfmtituUomml  Bervioe 
GRADE  in  (H  29  m)  ImHtutUmta  Plumber  m^  Stenmfitter  Group 

TITIES  OF  POSITIOHS  — 

INSTITUTIONAL  PLUMBER 
INSTITUTIONAL  STEAMFITTER 

DUTIES  — 

INSTITUTIONAL  PLUMBER 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
involve  supervision  of  employes  in  Grades  I  and  II  and 
inmates  or  patients,  are  to  install,  repair  and  alter 
plumbing,  fixtures  and  equipment,  to  clean,  repair  and 
keep  in  sanitary  condition  soil,  waste  and  sewer  lines 
and  water  mains,  to  assist  in  steamfitting  work  when 
required,  and  to  perform  such  other  related  work  as 
may  be  required. 

Eoamples: 

Clearing  stoppAges  ib  tcdl«ts»  Mwers,  drains,  etc 

Packing  and  repairing  fauoeta»  valves^  etc. 

Installing  and  repairing  hoppers,  flush  tanks,  sinks, 
showers,  etc. 

INSTITUTIONAL  STEAMFITTER 

The  duties  of  incumbents  of  these  positions,  which 
involve  supervision  of  employes  in  Grades  I  and  II  and 
inmates  or  patients,  are  to  install,  alter  and  repair  steam 
lines,  radiators,  steam  valves,  etc.,  and  to  perform  such 
other  related  work  as  may  be  required. 
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aVAUFICATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  IL 

2.  Not  less  than  two  years  of  service  in  Grade  11^  or 
if  appointed  otherwise  than  by  promotion,  at  least  two 
years  of  experience  in  work  of  Grade  II  character  and 
standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conmiission. 

COMPENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $960,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$900,  $960. 
20 
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INSTITUTIONAL  PRINTER  AND  BOOKBINDER 

GROUP  (H  30) 

IimtUitiumal  Bervioe 
DAAniiion'  Institutional  Printer  and  Bookbinder  Group 

The  term  Institutional  Printer  and  Bookbinder  Group  is 
used  to  identify  those  authorized  employments  of  the  Institu- 
tional Service,  the  incumbents  of  which  are  required  to  plan, 
supervise,  be  responsible  for  and  to  perform  work  involved  in  the 
operation  of  a  printing  and  bookbinding  shop. 
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IntiUutiotuU  Service 
OBADE  I  (H  30  I)  Inetitutumal  Primter  and  Booklnmder  Group 

TITLES  OF  posmoirs— 

PRESS  FEEDER 

BINDER'S  HELPER 
DUTIES  — 

Definitions 

The  duties  of  the  incumbeiits  of  these  positions 
are  to  assist  in  the  work  pertaining  to  the  printing  and 
bookbinding  trade  and  to  perform  sudi  other  related 
work  as  may  be  required. 

Sxamples: 

Making  ready  on  job  presses. 
Feeding  cylinder  and  job  presses. 
Stamping  book  covers. 
Folding  sheets  and  gathering  same. 

aVAUFICATIOVS  — 

Persons  holding  these  positions  shall  have: 

1.  'Not  less  than  one  year  of  experience  in  tiie  work 
covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  rs- 
quired  by  the  State  Civil  Service  Commission, 

COMFEirSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $300  to  $372,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$300  upon  entrance,  $324  at  ^id  of  six  months'  serv- 
ice, $348  at  end  of  twelve  months'  service,  $372  sit  end 
of  eighteen  months'  service. 
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IfuiiiiUional  Senrioe 
OSADE  n  (H  80  n)  Intiitutiawa  Printer  and  Bookbinder  Group 

TULES  OF  FOSmOIIB— 

INSTITUTIONAL  PRINTER 

BOOKBINDER 

BtJLER 

COMPOSITOR 

INSTITUTIONAL  PRINTER 

Definition: 

The  duties  o|  incumbents  of  these  positions  are  to 
petrfonn,  under  supervision^  work  pertaining  to  the 
printing  trade,  and  such  other  related  work  as  may  be 
required.  > 

■ 

Bwamplee: 

Settinff  aad  distributing  type. 
QoneSxng  gaUeys;  making  up  pages. 
Acting  as  pressman. 

BOOKBINDER 

DefiMiion: 

The  duties  of  incumbents  of  these  positions  are  to 
bind  and  finish  books  and  to  perform,  under  direction, 
other  work  relating  to  the  bookbinding  trade. 

RULER 


v.- 


DefinJUum: 

The  duties  of  incumbents  of  these  positions  are  to 
cut  and  rule  paper  and  to  perform  such  other  related 
work  as  may  be  required. 

COMPOSITOR 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
set  and  distribute  type  and  to  perform  such  other  related 
work  as  may  be  required  of  a  compositor. 
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QirAiincATioira— 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  woA 
covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Cooimisraon. 

COMFEHSATIOH  — 

The  annual  compensation  of  this  Grade  for  full 
time  service  is  $780,  with  maintenanca 


616 

AVAThV  TTT  tv  OA  TTT\  InBiituiionaX  Service 

QMADB  UI  (H  30  UL)  IneHtutiowU  Printer  and  Bookbinder  Group 

htls  of  posinoire— 

INSTITUTIONAL  PKINTER  —  FOREMAN 
DUTIES  — 

Definiiian: 

The  duties  of  inoumbeiits  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
institutional  printing  and  bookbinding  industries,  the 
products  of  which  are  made  primarily  for  other  than 
local  use,  to  keep  a  record  of  output,  prepare  prices  on 
work,  prepare  estimates,  and  assume  responsibility  for 
and  assist  in  such  other  related  work  as  may  be 
required. 

avAiincATioire— 

Persons  holding  these  positions  shall  hwve: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  II 
as  an  institutional  printer  or  compositor,  or  if  appointed 
otherwise  than  by  promotion  from  Grade  II,  at  least 
two  years  of  experience  in  work  of  Grade  II  character 
and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

•  • 

COXPEHBATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1320,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$1080,  $1200,  $1320. 


INSTITUTIONAL  SEAMSTRESS  OBOUP  (H  31) 

In$iitutional  8ervie€ 
Definition:  Jnatitutum<U  8eam9ire9s  Group 

The  term  Institutional  Seamstress  Group  is  used  to  identify 
those  authorized  employments  of  the  Institutional  Service,  the 
incumbents  of  which  are  required  to  supervise  and  assist  in  the 
making,  mending,  marking,  inspecting,  issuing  and  checking 
wearing  apparel  and  linen  supplies  used  in  an  institution,  where 
guch  work  is  not  otherwise  provided  for^  and  to  perform  such  other 
related  work  as  may  be  required. 
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OKAIIS  I  (M  31  1)  In9tiiutimal  Beam9tre^  Group 

TITLE  OF  posmom— 

INSTITUTIONAL  SEAMSTRESS 

DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  darning,  knitting  and  buttonhole  machines,  to 
do  plain  and  fancy  sewing  by  hand  or  by  machine,  and 
to  supervise,  instruct  and  assist  patients  or  inmates  in 
the  performance  of  such  work. 

EaampUM: 

Making  and  repairing  simple  dretaes,  gowns,  thirt- 
waistSy  underwear,  nightgowns,  pillow  and  mattreM  tieki, 
bed  and  table  linen. 

QUAnFICATIOFB  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $360  to  $420^  inclusive, 
with  maintenance^  with  standard  salary  rates  as  follows: 
$360,  $420. 


*•  % 
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__  .  __  __  ._,  _.  __.  Inttitutiomdl  Berviot 

OKADS  U  (a  31  U)  IntUtvtionai  B«am»tre*t  Group 

TITLE  OF  P0SITI0H8— 

CLOTHING  CAKETAKER 
DUTIES  — 

The  duties  of  incumbeaitfi  of  tkese  positions  are  to 
check  and  record  all  clothing  and  Unen  supplies  received 
directly  or  upon  requisition;  to  issue  the  same  upon 
requisition  to  the  tailor  shop  and  sewing-room;  to 
inspect,  county  list  and  mark  finished  articles;  to 
record  and  issue  same  upon  requisition  to  the  wards 
and  departments;  to  prepare  quarterly  or  other  esti- 
mates for  clothing  and  linen  supplies  needed;  to  keep 
daily  time  and  work  records  of  employees  assigned 
to  the  sewing-room ;  to  mark  and  check  private  clothing 
and  property ;  to  open  packages  sent  to  patients  and  to 
record  and  distribute  same;  to  assist  in  the  cutting, 
sewing  and  mending  when  required;  and  to  perform 
such  other  work  as  may  be  necessary  to  keep  an  accurate 
check  upon  all  clothing  supplies,  wearing  apparel  and 
linen  bought  or  manufactured  for  patients  and  used  in 
a  State  institution. 

QUALDICATIOHS  — 

Persons  holding  these  positions  shall  ha/ve: 

n  ^  1.  The    minimum    qualifications    prescribed    for 

^    '^        Grade  L 

2.  Not  less  than  one  year  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  one  year  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Comjnission. 

OOXPEHBAHOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $600,  inclusive, 
^  with  maintenance,  with  standard  salary  rates  as  follows : 

~  $480,  $640,  $600. 


SHOEICAEEB  GROUP  (H  32) 

In$Htvtional  Service 
PefitUiian:  Bkoemaker  Group 

The  term  Shoemaker  Group  is  used  to  identify  those  author- 
ized employments  of  the  Institutional  Service^  the  incumbents  of 
which  are  required  to  select  stock  for  the  manufacture  of  shoes 
IBid  ftlippers^  to  plan,  supervise,  be  responsible  for  and  assist  in 
the  makiug  of  shoes  and  slippers,  prepare  estimates  and  specifi- 
Wtioios  for  supplies,  the  operating  and  repairing  of  machinery, 
and  to  perform  such  other  related  work  as  may  be  required. 
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tnatttutiantl  Strriet 
OBADE I  (H  32 1)  .     f  akomuktr  tfmv 

TULE  OF  posinoire— 

ASSISTANT  SHOEMAKER     '  ^  .  :j 

DUTIES  — 

Definiiion: 

The  duties  of  incumbeats  of  these  positions  are  to 
assist  in  the  making  of  shoes^  slippers  and  similar 
articles^  to  repair  same  and  to  perform  such  other  re- 
lated work  as  may  be  required. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  ha/ve: 

1.  Not  less  than  two  years  of  experience  in  the  mak- 
ing and  repairing  of  shoes^  slippers  and  similar  articles. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $600,  inclusiTe^ 
with  maintenance,  with  standard  salary,  rates  as  fol- 
lows:   $540,  $600. 
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In$titutUmal  Service 
OEADE  n  (H  32  n)  Shoemaker  (Sfroup 

TITLE  OF  POSmOHS  — 

SHOEMAKER 
DUTIES  — 

Definiium: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  a  shoeshop,  the  products  of  which  are  for 
local  institutional  use,  to  plan,  supervise,  be  responsible 
for  and  assist  in  work  involyed  in  the  making  and  re- 
pairing of  shoes,  slippers  and  similar  articles,  to  select 
and  inspect  stock,  to  cut  uppers  and  other  parts,  to 
repair  machinery,  to  keep  records,  to  prepare  estimates 
for  supplies,  and  assiime  responsibility  for  such  other 
related  work  as  may  be  required, 

QVAIIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Orade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

'^*^  3.  Such  additional  qualifications  as  may  be  re- 

quired by  the  Stat(9  Civil  Service  Commission. 

COMPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $660  to  $780,  inclusive, 
with  miiintenance,  with  standard  salary  rates  as  follows : 
$660,  $720,  $780. 


624 
OBADE  m  (H  82  m)  Bhotwtaker  6roiv 

TITLE  OF  posmom— 

SHOEMAKER — FOREMAN 
DUTIES  — 

The  duties  of  incumbentB  of  these  positions  are  to 
take  charge  of  a  shoeshopy  the  products  of  which,  are 
made  primarily  for  other  than  local  use^  to  plan,  super- 
Tise^  be  responsible  for  and^  when  necessary,  to  assist  in 
the  making  and  repairing  of  shoes,  slippers  and  similar 
articles,  to  select  and  inspect  stock,  to  cut  uppers  and 
other  parts,  to  repair  machinery,  to  prepare  estimates 
and  specifications  for  supplies,  to  keep  records,  and  to 
assume  responsibility  for  and  assist  in  such  other  related 
work  as  may  be  required. 

QTJAUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  far 
Grade  II. 

2.  Not  less  than  two  years  of  service  in  Grade  II, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  x^ 
quired  by  the  State  CivQ  Service  Commission. 

OeXPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grades 
for  fuU  time  service  is  from  $10S0  to  $1330,  inclusive^ 
«dtii  standard  salary  rates  as  follows:  tlOSO^  $1200, 
$1820 


SOAP  MAKER  GROUP  (H  33) 

In9tiiuti<mal  Bervioe 

DefinUion:  ^"^  ^^^  ^^^ 

The  term  Soap  Maker  Group  is  used  to  identify  those  author^ 
ized  employzneuts  of  the  Institutional  Service,  the  incumbents 
of  which  are  required  to  plan,  supervise,  be  responsible  for,  and 
assist  in  the  making  of  soap,  and  to  perform  such  other  related 
work  as  may  be  required. 
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OEADE  I  (H  38  I)  goap  Maker  Oraap 

TITLE  OF  FOSITIOHS— 

SOAP  MAKER 
DITTIES  — 

Defimtian: 

The  duties  of  incumbents  of  these  positions  are 
to  assist  in  the  making  of  soap  and  to  perform  such 
other  related  duties  as  may  be  required. 

QITAIIFICATIOIIB  — 

Persons  holding  these  positions  shall  have: 

1.  ]^ot  less  than  two  years  of  experience  in  the 
making  of  soap. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $600^  inclusive^ 
with  maintenance^  with  standard  salary  rates  as  follows: 
$540,  $600. 


L  . 


■  JiwIiliilfOfNil  f«rpiO0 

tulb  07  posnnoH-*- 

^  SOAPMAKER— FOREMAN      ^^ 

BVTIES-^  i 

Definition: 

The  duties  of  the  incumbent  of  this  position  are 
to  take  diarge  of  an  institutional  soap-making  plant, 
the  products  of  which  are  made  primarily  for  other  than 
local  use,  to  plan,  supervise,  be  responsible  lot  and 
assist  in  the  making  of  soap,  involving  boiling,  crutch- 
ing,  pressing  and  boxing  soap,  making  chemical  tests 
of  oils^  fats  and  alkalies,  testing  and  treating  spent  lye 
and  evaporating  same  for  recovery  of  crude  glycerine, 
to  keep  records,  prepare  estimates  for  supplies,  and  to 
perform  such  other  related  work  as  may  be  required. 

Mtfuimple: 

Aetinff  at  foreman  toapmaker,  Rochester  State  Hos- 
pital 

aiTAIIFICATIOBS  — 

The  person  holding  this  position  shall  have: 
L  The    minimum    qualifications    prescribed    for 
Grade  I. 

2.  Net  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  two  years  of  experience  in  work  of  Grade  I 
'-  ^     ^         character  and  standard. 

•/«  4.  Such  additional  qualifications  as  may  be  r^ 

quired  by  the  State  Civil  Service  Commission. 

eoxFEmAnoH— 

The  range  of  annual  compensation  of  this  Grade 
for  fuU  term  service  is  from  $1080  io  $1200,  inclusive, 
with  standard  salary  rates  as  follows:    $1080^  $1U0, 

fiaoob 


%  • ' 


8TBWA&D  OROUP  (H  34) 

In$iituiional  Service 

DefinUion:  ^*^*^  ^^^^ 

The  term  Steward  Group  is  used  to  identify  those  authorized 
employments  of  the  Instituti<»ial  Service^  the  incumbents  of  which 
are  required  to  direct,  supervise  and  perform  for  the  superin- 
tendent those  duties  iuvcdyed  iu  the  non-professional  business 
management  of  an  institution. 
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OBADE I  (H  34 1)  suwmd  «fwv 

UTIiES  OF  POSmORS  — 

'  JUNIOR  STEWARD 

ASSISTANT  STEWARD 

BTTTIES —  .-».  ■   ^     '..  ■ 

JUNIOR  STEWARD 

DefinUion: 

The  duties  of  ineumbentB  of  these  positions  are  to 
perform,  under  the  direction  of  the  superintendent,  tiiose 
assigned  functions  pertaining  to  the  maintenanoe  and 
non-professional  business  management  of  a  charitable 
institution  not  covered  in  any  other  Group,  involving 
complete  or  limited  supervision  over  such  activities. 

ASSISTANT  STEWARD 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise,  under  the  direction  of  the  steward,  the  routine 
work  of  the  steward's  office  and  its  divisions  in  a  State 
hospital  of  more  than  4000  inmates,  to  secure  ccmi- 
petitive  prices  on  items  not  covered  in  contracts  and 
place  orders  for  same,  to  audit  vouchers  and  pajiolb, 
to  assist  in  preparing  maintenance  estimates  and  other 
financial  statements,  in  approving  requisitions^  and  to 
assume  ihe  duties  and  responcdbilities  of  the  steward 
in  his  absence.  / 

QITAIIFICATIOHS  — 

Persons  holding  these  positions  AaU  hwoe: 

1.  Not  less  than  three  years  of  service  as  a  book- 
keeper in  charge  of  the  accounts  of  a  State  institution; 
or 

2.  Not  less  than  three  years  of  service  as  an  insti- 
tutional storekeeper  in  work  of  Grade  I  of  the  Store- 
keeper Group  of  the  Institutional  Service  standard  and 
character;  or 
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3.  !N^ot  lees  than  three  years  of  experienoe  in  work 
recognized  by  the  State  Civil  Service  Commission  as 
the  equivalent  of  either  of  the  above  qualifications. 

4.  Such  additional  qualificatiouA  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEFSATIOH  — 

JUNIOR  STEWARD 

In  institutions  of  not  more  than  300  inmates  the 
range  of  annual  compensation  of  this  position  in  this 
Orade  for  full  time  service  is  from  $900  to  $1200^  inclu- 
sive, with  maintenance,  with  standard  salary  rates  as 
follows:    $d00,  $960,  $1020,  $1080,  $1200* 

In  institutions  of  more  than  300  inmates  and  not 
more  than  400  imnates  the  range  of  annual  compensation 
of  this  position  in  this  Gbrade  for  full  time  service  is 
from  $1200  to  $1320,  inclusive,  with  maintenance,  with 
standard  salary  rates  as  follows :    $1^0,  $1820. 

In  institutions  of  more  than  400  inmates  and  not 
more  than  800  inmates,  the  range  of  annual  compensa* 
tion  of  this  position  in  this  Grade  for  full  time  service 
is  from  $1320  to  $1440,  inclusive,  with  maintenance, 
with  standard  salary  rates  as  follows :    $1320,  $1440. 

In  institutions  of  more  than  800  inmates  and  not 
more  liian  1600  inmates^  the  range  of  annual  compensa- 
tion of  this  Grade  for  full  time  service  is  from  $1440 
to  $1660,  inclusive,  with  maintenance,  with  standard 
salary  rates  as  follows :     $1440,  $1660. 

ASSISTANT  STEWARD 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1200  to 
'"  $1660,  inclusive,  with  maintenance,  with  standard  salary 

rates  as  follows:    $1200,  $1320,  $1440,  $1660. 
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OBADE  n  (H  34  n)  InsUtutumal  Service 

Steward  Group 

TITLE  OF  POSITIONS  — 

STEWARD 
DITTIES  — 

Defimtian: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  the  direction  of  the  superintendent,  those 
functions  pertaining  to  the  non-professional  business 
management  of  a  State  hospital  or  other  institution  of 
not  less  than  1500  inmates,  involving  supervision  of 
all  maintenance,  farming  and  industrial  operations,  pur- 
chase of  all  stores,  supplies,  materials  and  equipment  not 
covered  in  contracts,  supervision  of  tiie  keeping  of  all 
financial  records  and  documents,  responsibility  for  in- 
stitutional funds  placed  in  their  keeping,  supervision  of 
the  preparation  of  maintenance  estimates  and  payrolls, 
inspection  of  buildings,  equipment,  new  construction 
and  extraordinary  repairs,  final  approval  and  custody 
of  all  requisitions  and  the  performance  of  such  other 
related  work  as  may  be  necessary  to  the  business  manage- 
ment of  the  institution* 

aUAIUICATIONS-- 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  three  years  of  service  in  Grrade  I, 
or  if  appointed  otherwise  than  by  promotion  from  Grade 
I,  at  least  five  years  of  service  in  either  Grade  I  of  the 
Storekeeper  Group  of  the  Institutional  Service  or  in 
Grade  I  of  the  Bookkeeper  Group  of  the  Clerical 
service. 

3.  Not  less  than  five  years  of  experience  in  work 
recognized  by  the  State  Civil  Service  Commission  as 
the  equivalent  of  either  of  the  above  qualifications. 

4.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 
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COMFEirSATZOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1800  to  $2580,  inclusive, 
Tvith  maintenance,  with  standard  salary  rates  as  follows : 
$1800,  $1980,  $2160,  $2340,  $2580. 

SPECIAL    BEGTTLATIOir    OOVEBIiINO    THE    UAXSXUK 

BATE  — 

The  maximum  salary  rate,  $2580,  will  be  granted 
only  to  stewards  of  institutions  of  not  less  than  3000 
inmates. 


^  STOBBKESPEB  GROUP  (H  35) 

DBfinHion:  Storekeeper  Qrtm, 

The  term  Storekeeper  Group  is  ttsed  to  ideatify  thoee  au- 
thorized employments  of  the  InBtitutional  Service^  the  incombeiits 
of  which  are  required  to  receive^  record  and  requisition  institu- 
tional supplies^  materials  and  equipment  necessary  to  maintain 
stores  within  prescribed  limits,  to  report  thereon,  and  to  perform 
under  the  direction  o^  the  steward  or  junior  steward  such  other 
related  work  as  may  be  required. 

<35 
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In9tUuti(mml  Berviei 
GRADE  I  (H  36  I)  Btarekeeper  Qnmp 

TITLE  OF  FOSITIOirS— 

STOREKEEPER 
BITTIES  — 

Definiiion: 

The  dutieB  of  incumbents  of  these  positions  are  to 
receive,  record  and  requisition  institutional  supplies, 
materials  and  equipment  necessary  to  maintain  stores 
within  prescribed  limits^  to  make  reports  on  prescribed 
forms,  and  to  perform  such  other  related  work  under 
the  direction  of  the  steward  or  junior  steward  as  maj 
be  required. 

aVAUI7GATI0IIB  — 

Persons  holding  these  positions  shaU  ham^: 

1.  Not  less  than  two  yeard  df  experience  in  handling 
supplies  in  an  institution  stordbouse  or  at  least  two  years 
of  experienoe  in  work  of  equivaleiDt  character  ami 
standard;  or 

2.  Not  less  than  one  year  of  service  as  junior  cleik 
of  the  Clerical  Service,  or  at  least  one  year  of  experi- 
ence in  work  of  equivalent  character  and  standard 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMFEHSATIOir  — 

In  institutions  of  less  than  300  inmates  the  range 
of  annual  compensation  of  this  Grade  for  full  time 
service  is  from  $480  to  $540,  inclusive^  with  mainte- 
nance, with  standard  salary  rates  as  follows:  $480, 
$540. 

In  institutions  of  more  than  300  inmates  and  not 
more  than  400  inmates,  the  range  of  annual  oompeofla- 
tion  of  this  Grade  for  full  time  service  is  from  $540  to 
$600,  inclusive,  with  maintenance,  with  standard  salary 
rates  as  follows :    $540,  $600. 
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In  institutions  of  more  than  400  inmates  and  not 
more  than  800^  the  range  of  annual  compensation  of  this 
Grade  for  full  time  service  is  from  $600  to  $660,  inclu- 
sive^ with  maintenance,  with  standard  salary  rates  as 
follows:    $600,  $660. 

In  institutions  of  more  than  800  inmates  and  not 
more  than  2000,  the  range  of  annual  compensation  of  this 
Grade  for  full  time  service  is  from  $660  to  $840,  inclu- 
sive, witii  maintenance^  wil^  standard  salary  rates  as 
follows:      $660,  $720,  $780,  $840. 

In  institutions  of  more  than  2000  inmates  the 
range  of  annual  compensation  of  this  Grade  for  full  time 
service  is  from  $840  to  $1020,  inclusive,  with  main- 
tenance, with  standard  salary  rates  as  follows:  $840, 
$900,  $960,  $1020. 

In  institutions  of  more  than  4000  inmates  a  rate 
of  $1080  shall  be  added  to  the  above  rates. 

In  prisons  of  over  800  inmates  where  the  store- 
keeper performs  the  more  important  duties  described  in 
the  defintion  of  ^'  Steward,"  the  range  of  annual  compen- 
sation of  this  Grade  for  full  time  service  is  from  $1440 
to  $1560,  inclusive,  with  standard  salary  rates  as  fol- 
lows:   $1440,  $1660. 


SUPERINTENDENT  OF  INDUSTRIES  OROUP  (H  36) 

Imtitutianal  Bervioe 
Definition:  Superintendmt  of  Indu&M€$  Group 

The  tenn  Superintendent  of  InduBtrieB  Group  is  used  to 
identify  those  authorized  employments  of  the  Institutional  Serv- 
ice,  the  incumbents  of  which  are  required  to  plan,  supervise,  be 
responsible  for  and  assist  in  the  manufacturing  activities  of  a 
State  prison,  involving  the  selection  of  articles  to  be  manufac- 
tured, the  direction  and  supervision  of  employes  and  prisoners 
while  engaged  in  industrial  work,  the  preparing  of  estimates  and 
keeping  the  financial  and  other  records  of  industries,  and  to  per- 
form such  other  related  work  as  may  be  required* 
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OBADE  I  (H  36  I)  Imtitutumml  Bervioe 

Superintendent  of  Industries  Qroup 

TITLE  OF  POSITIOirS  — 

SUPERINTENDENT  OF  INDUSTRIES 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
require  a  high  degree  of  executive  ability  and  a  general 
knowledge  of  manufacturing  processes  and  technique, 
are  to  plan,  supervise,  be  responsible  for  and  assist  in 
the  manufacturing  activities  of  a  State  prison,  involving 
the  selection  of  aiticles  to  be  manufactured,  ike  direc- 
tion and  supervision  of  employes  and  prisoners  engaged 
in  manufacturing  operations,  the  purchasing  of  mate- 
rials and  supplies,  the  custody  of  machinery  and  sup- 
plies, the  keeping  of  financial  and  other  records  of 
industrial  operations,  and  to  perform  such  other  related 
work  as  may  be  required. 

OXTAIIFICATIOIIB-- 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  five  years  of  experience  in  in- 
dustrial work  affording  opportunity  to  become  familiar 
with  manu&icturing  operations,  at  least  two  years  of 
which  muBt  have  been  in  a  managerial  capacity;  or 

2.  Not  less  than  three  years  of  service  as  senior 
bookkeeper  of  tie  Clerical  Service,  acting  as  assistant 
to  the  superintendent  of  industries  and  in  charge  of  the 
manufacturing  accounts. 

3.  'Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATIOir  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $2820  to  $3540,  inclusive, 
wifh  standard  salary  rates  as  follows:  $2820,  $3060, 
$8800,  $8540. 


INSTITUTIONAL  TAILOR  GROUP  (H  37) 

ImHtiitumal  Bervioe 

The  term  Institntioiial  Tailor  Group  is  used  to  identify  those 
authorized  employments  of  tlie  Institutional  Service,  the  in- 
cumbents of  which  are  required  to  plan,  supervise,  be  responsible 
for  and  assist  in  the  making  of  men's  and  boys'  clothing  and 
similar  articles,  where  not  otherwise  provided  for,  and  assuming 
responsibility  for  and  performing  such  other  related  work  as  may 
be  required. 
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QBADE  I  (H  37  I)  Jn$HiuiiamU  a^rviee 

JnBtitHHanal  Taihr  Gromp 

TITLE  OF  POSITIONS — 

ASSISTANT  INSTITUTIONAL  TAILOR 

•DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
cut  cloth,  operate  sewing  machines,  baste,  finish  and 
press  clothing,  and  to  assist  in  other  work  involved  in 
the  making  of  clothing. 

QirAIIFIC  ATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMFEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $600,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$480,  $540,  $600. 
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QBADE  II  (H  37  II)  IfMtiiutumdl  Service 

Inetitutianal  Tailor  Chroup 

TITLE  OF  POSITIONS — 

INSTITUTIONAL  TAILOK 
DUTIES  — 

Definition: 

The  duties  of  incumbeuts  of  these  positions  are 
to  take  charge  of  a  small  tailor  shop  or  to  assist  in  the 
supervision  of  a  large  shop,  involving  supervision  of 
employee  in  Grade  I,  other  assigned  employes,  and 
patients,  the  cutting  of  cloth,  operating  sewing  naa- 
chines,  basting,  finishing  and  pressing  clothing,  the 
keeping  of  records,  preparing  estimates,  and  performing 
such  other  related  work  as  may  be  required. 

QXrAUFIC  ATioirs  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  the 
tailoring  trade. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMFEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $660  to  $780,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows : 
$660,  $720,  $780. 
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GRADE  m  (H  37  HI)  In9HtuHonal  S9ni» 

InttitutUmdl  ToiSior  Oroup 

TITLE  OF  POSITIONS  — 

INSTITUTIONAL  TAILOR  — FOEEMAK 

DUTIES  — 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  an  institutional  tailor  shop,  the  prodoctB 
of  which  are  made  primarily  for  other  than  local  use, 
to  plan,  supervise,  be  responsible  for  and  assist  in  work 
involved  in  the  manufacture  of  clothing  on  a  large  scale, 
and  to  assume  responsibility  for  and  perform  such  other 
related  work  as  may  be  required. 

QTTALIFIC  ATIOirS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  II. 

2.  Not  less  than  two  years  of  service  in  Grade  II. 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  II,  at  least  two  years  of  experience  in  work  of 
Grade  II  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re 
quired  by  the  State  Civil  Service  Commission. 

COHFEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusire. 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 


TEXTILE  WORKER  GROUP  (H  38) 

In$titutional  Service 

Definition:  ^""^  ^"^  ^^^ 

The  term  Textile  Worker  Group  is  used  to  identify  those 
authorized  employments  of  the  Institutional  Service,  the  incum- 
bents of  which  are  required  to  plan,  supervise,  be  responsible  for 
and  assist  in  the  carding,  knitting,  spinning,  weaving,  dyeing  and 
clothfinishing  branches  of  the  textile  trade,  and  to  assume  respon- 
sibility for  and  perform  such  other  related  work  as  may  be 
required. 
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OBADE  I  (H  38  I)  ImHtutumml  Service 

TecBtUe  Wwrker  QrofVf 

TITLE  OF  POSITIONS  — 

FOREMAN  OF  WEAVING 

FOREMAN  OF  KNITTING 

FOREMAN  OF  SPINNING 

FOREMAN  OF  CARDING 

FOREMAN  OF  DYEING 

FOREMAN  OF  CLOTHFINISHING 
DUTIES  — 

FOREMAN  OF  WEAVING 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  tiie 
weaving  of  cloth  and  the  keeping  of  looms  in  proper 
order,  and  to  assume  responsibility  for  and  perform 
other  related  work  as  may  be  required. 

FOREMAN  OF  KNITTING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
knitting  and  repair  of  stockings,  underclothes  and 
similar  articles,  and  the  keeping  of  tools  and  machines 
in  proper  order,  and  to  assume  responsibility  for,  and 
perform  other  related  work  as  may  be  required. 

FOREMAN  OF  SPINNING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supei'vise,  be  responsible  for  and  assist  in  the 
spinning  trade,  including  spooling,  warping,  reeling, 
bobbin-winding  and  the  keeping  of  tools  and  machines 
in  proper  order,  and  to  assume  responsibility  for  and 
perform  other  related  work  as  may  be  required. 

FOREMAN  OF  CARDING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
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mixing,  picking^  oiling  and  carding  of  wool  and  the 
keeping  of  machines  in  proper  order,  and  to  assume 
responsibility  for  and  perform  other  related  work  as 
may  be  required. 

FOREMAN  OF  DYEING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  assist  in  the 
dyeing  of  wool,  cotton  and  cloth,  tlie  matching  of  shades 
and  mixing  colors,  and  to  assume  responsibility  for  and 
perform  other  related  work  as  may  be  required. 

FOREMAN  OF  OLOTHFINISHING 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
plan,  supervise,  be  responsible  for  and  when  necessary 
perform  work  involved  in  the  finishing  of  all  textile 
products,  and  to  assume  responsibility  for  and  perform 
other  related  work  as  may  be  required. 

QVALIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  work 
covered  in  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  re(]ui  red 
by  the  State  Civil  Service  Commission. 

COMPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1080  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1080,  $1200, 
$1320,  $1440. 
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02ADE  n  (H  38  n)  InBtUutiamU  S^rvim 

TmHU  Wcrkmr  €hrtmp 

TITLE  OF  POSITIOFS  — 

HEAD  FOREMAN  OF  TEXTILE  WORKS 
DITTIES  — 

DefiniUon: 

The  duties  of  incumbeute  of  these  positions,  which 
involve  supervision  of  employes  in  Grade  I,  are  to  pkn, 
supervise,  be  responsible  for  and  assist  in  the  knitting 
work,  to  assist  in  the  preparation  of  estimates  for  ma- 
terials and  supplies,  to  keep  production  and  other 
records,  and  to  assume  responsibility  for  and  perform 
such  other  related  work  as  may  be  required. 

aVAUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
one  year  of  which  must  have  been  spent  as  a  foreman  of 
knitting,  or  if  appointed  otherwise  than  by  promotion 
from  Grade  I,  at  least  two  years  of  experience  in  work 
of  Grade  I  character  and  standard,  affording  an  oppor- 
tunity for  practical  experience  in  knitting. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  ccnnpensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160. 
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WAGON  MAKER  GROUP  (H  39) 

In»tUu$ifmal  BenAee 

r%  2:    'A'  W<UHm  Maker  Oroup 

Vefinuton: 

The  term  Wagon  Maker  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Institutional  Service,  the  incumbents 
of  which  are  required  to  plan,  supervise,  be  responsible  for  and 
assist  in  the  making  of  wagons,  carts  and  other  vehicles,  where 
such  work  is  not  otherwise  provided  for,  and  to  assume  respon- 
sibility for  and  perform  such  other  related  work  as  may  be 
required. 
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OBADE  I  (H  38  I)  /iwtt#tf«ioMi  Bervim 

Wotfoit  Maker  Qnmf 

TITLE  OF  POSITIONS  — 

WAGONMAKER 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are 
to  make  and  repair  wagons  and  farm  implCTients^ 
where  such  work  is  not  otherwise  provided  for,  to  per- 
form routine  handicraft  work  requiring  skill  and  abili^ 
along  lines  of  carpentry  and  to  perform  such  other  re- 
lated work  as  may  be  required. 

QVAUFICATIOIIS— 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  car- 
pentry or  wheelwriting,  and  in  addition  not  less  than  six 
months  of  experience  in  making  and  repairing  wagons. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

00MPEH8ATI0H  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $840,  inclusive, 
with  maintenance,  with  standard  salary  rates  as  follows: 
$720,  $780,  $840. 
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OBADE  n  (H  39  11)  InBtitwtional  Service 

Wagon  Maker  Group 

TITLE  OF  POSITIONS— 

WAGON  WOKKS  — FOREMAN 

DUTIES  — 

Defiviitum: 

The  duties  of  incumbents  of  these  positions  are  to 
take  charge  of  an  institutional  wagon  works,  the  prod- 
ucts of  which  are  made  primarily  for  other  than  local 
use,  to  plan,  supervise,  be  responsible  for  and  assist 
in  the  making  of  wagona,  carts  and  other  vehicles,  to 
keep  prescribed  records,  prepare  estimates,  and  assume 
responsibility  for  and  perform  such  other  related  work 
as  may  be  required. 

QVAUFIGATIOHS- 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
making  of  wagons,  carts  and  other  vehicles. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160. 


SKILLED  LABOR  SERVIOE 

SYMBOL  (J) 
Definition: 

The  term  Skilled  Labor  Service  is  used  to  ideoitify  those 
authorized  employments  of  the  State  Government,  the  incumbents 
of  which  are  required  to  perform,  or  supervise  the  performance  of, 
manual  work  requiring  skill  in  a  trade  or  handicraft. 
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ANDfAL  HUSBANDRY  GROUP  (J  1) 

Hkilled  Labor  Service 
Animal  HuBhandry  Group 

The  term  Animal  Husbandry  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  take  charge  of  an  experiment 
station  dairy,  to  conduct  experiments  in  the  raising,  care  and 
breeding  of  poultry,  to  prepare  reports  on  the  results  of  experi- 
ments and  to  perform  other  work  relating  to  the  problems  and 
practices  of  animal  husbandry ;  or  to  operate  a  poultry  farm. 
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GRADE  I  (J  1 1)  gj^^^^^  ^j^  g^^^^^ 

TITLE  OP  POSITIONS—  ^****^  Huaboi^dfy  Or^ 

POULTRYMAN 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  work  of  a  poultry  farm,  involving  the 
operation  of  incubators  and  brooders,  the  breeding  and 
feeding  of  poultry  and  the  perfoimance  of  other  related 
work, 

QV  AUPICATIOHS  — 

Persons  holding  these  posUions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPEFSATIOIV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $960,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900. 
$960. 
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OBADE  n  ( J  1  11)    .  SkiUed  Labor  Service 

Animal  Husbandry  Group 

TITLES  OF  POSmOHS— 

DAIRY  FOREMAN 
POULTRY  FOREMAN 
DITTIES— 

DAIRY  FOREMAN 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  highly  specialized  knowledge  of  dairy  hus- 
bandry and  the  manufacture  of  dairy  products,  are  to 
take  charge  of  an  experiment  station  dairy,  involving 
the  supervision  of  employes,  the  direction  of  the  pur- 
chase of  food  and  the  planning  of  rations  for  dairy 
cattle,  to  test  the  graduation  of  Babcock  glassware  and 
to  perform  such  other  related  work  as  may  be  required. 

POULTRY  FOREMAN 
Definition: 

The  duties  of  the  incumbent  of  this  position,  which 
require  a  highly  specialized  knowledge  of  poultry  hus- 
bandry, are  to  take  charge  of  experiment  work  in  the 
raising,  breeding  and  care  of  poultry,  to  prepare  reports 
on  the  results  of  experiments  and  to  perform  such  other 
related  work  as  may  be  required. 

QVAUTICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  and 
technical  training  in  work  affording  opportunity  to 
become  familiar  with  the  problems  and  practices  of 
animal  husbandiT  with  special  reference  to  the  require- 
ments of  the  position  to  be  filled. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEHBATIOIV— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  semce  is  from  $1200  to  $1800,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560,  $1680,  $1800. 
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A£TISAN  FOREICAN  GROUP  (J  2) 

Skilled  Labor  Service 
Defiflition:  ArttBon   Foreman   Oroup 

The  term  Artisan  Foreman  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service,  the  in- 
cumhents  of  which  are  required  to  supervise  and  be  responsible 
for  the  activities  of  »  shop  or  for  units  or  sections  of  outside  con- 
struction or  maintenance  work,  which  involve  the  services  of  cal^ 
penters,  machinists,  blacksmiths  or  other  craftsmen  and  laborers. 
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OEADEI  (J2I)  ^^^  ^^  ,^^ 

TITLES  OP  POSITIOHS  —  Artiaan   Foremom   Gfttmp 

AETISAN  FOEEMAN 
DIVISION  FOREMAN 

SUPERVISOR  OF  OPERATION  AND  REPAIRS 
(BRIDGE) 

DUTIES  — 

Defimtion: 

The  dutieB  of  incumbeatB  of  these  positions  are  to 
direct,  under  supervision,  and  be  responsible  for  the 
•  activities  of  a  shop  or  unit  thereof ;  or  a  unit  or  section 
of  outside  oonfltruction  or  maintenance  which  involve 
the  services  of  carpenters,  machinists,  blacksmiths  or 
other  craftsmen  and  laborers,  in  repairing  and  building 
lock  gates,  bridges^  balance  beams,  paddles,  reinforced 
concrete  structures,  foundations,  resurfacing  highways, 
etc. 

QV  ALI7ICATI0HS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  an  apprentice  to  blacksmiths, 
machinists  or  carpenters  as  may  be  locally  stipulated. 

2.  Not  less  than  three  years  of  experience  in  a  gen- 
eral shop  or  in  field  work  at  one  of  the  above  trades. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPEirSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440. 
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GEADB  n  ( J  2  H)  ^^.^  ^^  ^^^ 

TITLES  OF  POSITIONS  —  ArN«m    Foreman    Group 

GENEEAL  AETISAN  FOKEMAN 
SUPERINTENDENT  OF  REPAIRS 

DUTIES  — 

Defifdti4)n: 

The  duties  of.  incumbents  of  these  positions  which 
may  involve  supervision  of  employes  in  Grade  I,  are  to 
direct  and  assume  complete  responsibility  for  the  oper- 
ation of  construction  or  repair  shops;  or  units  or  sections 
of  other  construction  or  repair  work,  which  involve  the 
seirvices  of  carpenters^  blacksmiths,  machinists  or  other 
craftsmen  and  laborers. 

QV  AUFIC  ATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I,  or 
if  appointed  otherwise  than  by  promotion  from  Grade  I, 
at  least  three  years  of  experience  in  work  of  Grade  I 
character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1680  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1680,  $1800, 
$1980,  $2160. 

SPECIAL    SEOVLATIOH    OOVEBNINO    TEE    MAZIM1TM 
KATE  — 

The  maximum  salary  rate,  $2160,  shall  be  assigned 
only  to  positions  involving  supervisory  or  independent 
responsibility.  Such  rate  shall  be  designated  after  in- 
dividual appraisal  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rate  so  deter- 
mined does  not  exceed  the  value  of  the  work  to  be 
performed. 
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BLACKSMITH  GROUP  (J  3) 

BkiUed  Labor  Bervioe 
Defmiiicn:  BWok^mith   Group 

The  term  Blacksmith  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service^  the  in- 
cumlbents  of  which  are  required  to  make  by  hand  and  with  such 
machinery  as  may  be  necessary,  iron  products  used  in  building 
construction,  in  the  upkeep  of  bridges^  locks,  etc,  such  as  making 
drift  bolts,  ^^  T  "  bolts,  bridge  rods,  connecting  rods,  etc.,  to  set 
horse  shoes,  to  forge,  shape  and  sharpen  various  tools  and 
implements  and  to  make  and  repair  the  iron  and  steel  parts  and 
appurtenances  of  vehicles,  farm  implements,  machinery  and  tools. 
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GRADE  I  (J  3  I)  ^^^^^  j^^^^  g^^^ 

TITLE  OF  POSITIONS—  Blacksmith    Group. 

BLACKSMITH  AND  MACHINIST  HELPER 
DUTIES  — 

DefinUion: 

The  duties  of  incumbeatg  of  these  positions  are  to 
assist  in  the  making  or  shaping  of  iron  parts  or  tools 
used  in  building  construction,  and  in  the  repair  and 
maintenance  of  vehicles,  bridges,  locks,  boats,  etc.,  and 
to  perform  other  work  in  which  high  skill  of  the  craft  is 
not  required. 

air  ALIFI0ATI0H8  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHPEHSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $660,  inclusive, 
with  standard  salary  rates  as  follows :  $540,  $600,  $660. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.00  to  $2.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  puiBuant  to  the  following 
regulation. 

SPECIAL  BEGTTLATIOH  GOVESNnrG  SALABT  BATES - 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  confonn 
to  the  standard  annual  rates  established  above. 


665 
GRADE  n  ( J  3  H)  ^^^  ^^  ^^^ 

TITLE  OF  POSITIONS  —  BlooWmit*    Group 

BLACKSMITH 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  iron  products  used  in  building  construction,  in  the 
upkeep  of  bridges^  locks,  etc.,  and  to  perform  other  work 
pertaining  to  the  blacksmithing  trada 

Eaoamplee : 

Making  drift  bolts,  *'  T "  bolts,  connecting  rods. 
MaJting  bridge  rods,  lock  braces. 
Sharpening  and  making  tools. 
Shoeing  horses. 
Repairing  wagons. 

air  AUFICATIOHS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHPENSATIOH  — 

The  range  of  anniuU  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1140. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $3.00  to  $4.00,  with  such  intermediate  rates  as 
may  be  determined  pursuant  to  the  following  regulation. 

SPECIAL  BEGULATION  OOYEBimf 0  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to  the 
rules  of  the  State  Civil  Service  Commission ;  provided 
that  when  the  rates  are  annual  they  shall  conform  to  the 
ssfandard  aiimial  rates  established  above. 


BBIOKLATER  QROUP  (J  4) 

BkiUed  Labor  Beriiee 
DefinUioti:  Brickla,^  Group 

The  term  Bricklayer  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Skilled  Labor  Service,  the  incumbents 
of  which  are  required  to  lay  brick  and  to  perform  other  work  per 
taining  to  the  bricklaying  trade. 
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GRADE  I  (J  4 1) 

SkUUd  Labor  BeniiM 
TITLE  OF  POSITIONS  —  Brioklayer  Grtmp 

BRIOKLAYER 
DUTIES  — 

DefinUion: 

The  dutiee  of  incumbeoitg  of  these  positionB  are 
to  lay  brick  to  line  and  grade  in  or  upon  any  structore 
or  form  of  work ;  to  do  ^reproofing,  block  arching,  terra 
cotta  cutting  and  setting;  to  lay  and  cut  tile,  plaster, 
mineral  wool  and  cork  blocks,  or  any  substitute  therefor; 
to  cut,  rub  and  grind  brick;  and  to  set  cut  tfUme  trim- 
mings on  brick  buildings. 

QXr  ALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  an  apprentice  as  may  be  locallj 

stipulated. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  amniuil  compensation  of  this  Grade 
for  full  time  service  is  from  '$1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $4.00  to  $5.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  BEGULATION  OOVERNINO  SALABT  SATES  - 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments^ on  the  basis  of  local  conditions,  subject  to  the 
rules  of  the  State  Civil  'Service  Commission;  provided 
that  when  the  rates  are  annual  they  shall  conform  to  lie 
standard  annual  rates  established  above. 


OABPENTER  QROUP  (J  5) 

Skilled  Labor  Service 
Definition:  Carpenter  Group 

The  term  Carpenter  Group  is  used  to  identify  those  author- 
ized employments  of  the  Skilled  Labor  Service,  the  incumbents  of 
which  are  required  to  construct  or  repair  wooden  structures,  canal 
locks,  boats,  bridges,  door  frames,  window  cases  and  to  make 
general  repairs  in  woodwork. 
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670 
GEADBI(J6D  skiU^L^^rmc 

TITLE  OF  POSmOn  —  Cmirpmier  Gfomp 

CASPENTEBS  HELPER 
DVTDSS  — 

DefinUi4n^: 

The  duties  of  inoambentB  of  these  positions  sre  to 
assist  in  the  construction  and  repair  of  wooden  struc- 
tures or  to  perform  work  of  the  craft  whidi  does  not 
require  high  skill  and  ability. 

aVAUFICATIOn  — 

Persons  holding  these  potions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMFBIBATIOV  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $660,  inclusive, 
with  standard  salary  rates  as  follows :  $540,  $600,  $660. 

The  range  per  dUm  compensation  of  this  Grade 
is  from  $2.00  to  $2.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  KEGTTLATIOH  GOVERHIVG  SALAST  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  'State  Civil  Service  Oommission;  pro- 
vided that  when  the  rates  are  annual  they  shall  confonn 
to  the  standard  annual  rates  established  above. 
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o&ADE  n  ( J  6  n)  ^^.^  ^^  ^^^.^^ 

TITLE  OP  POSITIONS  —  Carpmier  Group 

CARPENTER 
DVTIES  — 

Definition: 

The  duties  of  iiicuxilbeoit8  of  these  positioiH^  which 
may  involve  supervision  of  other  employes,  are  to  con- 
struct or  repair  wooden  structures  and  fixtures,  and  to 
make  general  repairs  in  woodwork. 

Ewamphu: 

Rftpfcirywg  canal  locks. 
Repairing  boats. 
Repairing  bridges. 
Repairing  doors  and  windows. 
Constmcting  frames  and  cases. 
Constructing  frame  buildings. 

aV  ALIPICATI0H8  — 

Persons  holding  these  positions  shail  have: 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COXPENSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1320,  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020,  $1080,  $1140,  $1200,  $1320. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $3.00  to  $4.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  KEGTTLATIOH  GOVESNnrG  SALAST  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Gbade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  thev  shall  conform 

« 

to  the  standard  annual  rates  established  above. 
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SPECIAL    BEOULATIOV    OOVEUmfe    THE    MAZDniM 

8ALABT   RATES— 

The  niaximiim  salarv'  rat€%?.  $1320  per  anniun  and 
$4.00,  $4.50  per  diem,  diaJl  be  assigned  only  to  positions 
involving  supervisory  or  independent  reBponaibili^. 
Such  rates  shall  be  designated  after  individual  ap- 
praisal, under  the  rules  of  tbe  State  Civil  Service 
Commission,  indicating  that  the  rate  so  determined  does 
not  exceed  the  value  of  the  work  to  be  performed. 


CHAUFFEUR  QROUP  (J  6) 

Skilled  Labor  Service 
Definition:  Chauffewr  Group 

The  term  Chauffeur  Group  is  used  to  ideutify  those  author- 
ized employmeuta  of  the  Skilled  Labor  Service,  the  incumbents 
of  which  are  required  to  operate  and  repair  automobiles  and  motor 
trucks. 
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OKADEI  (J6I)  ^^aed  Lobar  Benric 

TITLE  OF  P0SITI0H8  -  Chauffeur  Group 

CHAUFFEUE 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate,  repair,  clean,  oil  and  maintain  in  good  condition 
automobiles  and  motor  trucks,  to  load,  unload,  check 
and  make  record  of  supplies  transported,  to  keep  daily 
record  of  odometer  readings,  time  consumed,  places 
visited,  oil  and  gasoline  consumed  and  detailed  record 
expenseB  incurred  in  making  repairs. 

air  ALIFIOATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  A  license  to  operate  motor  vehicles  granted  by 
the  proper  State  authority. 

2.  Not  lees  than  one  year  of  experience  in  operatr 
ing  and  repairing  motor  vehicles. 

3.  StLch  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEirSATIOH  — 

For  Qhauffeups  driving  passenger  carrying  auto- 
mobiles the  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1440,  inclusive^ 
with  standard  salary  rates  as  foUovrs:  $960,  $1020, 
$1080,  $1140,  $1200,  $1320,  $1440. 

For  Chauffeurs  driving  motor  trucks  the  range  of 
annual  compensation  of  this  Grade  for  full  time  service 
is  from  $960  to  $1140,  inclusive,  with  standard  salary 
rates  as  follows:     $960,  $1020,  $1080,  $1140. 

SPECIAL  BEOITLATION  OOVEBNINO  MAXIMUM  SALAKT 

SATE  — 

The  maximum  salary  rate,  $1440,  shall  be  desig- 
nated only,  after  individual  appraisal  under  the  rules 
of  the  State  Civil  Service  Commission,  indicating  that 
the  rate  so  determined  does  not  exceed  the  value  of  the 
work  to  be  performed. 


CHAUFFEUR  EXAMINER  GROUP  (J  7) 

BkUled  Labor  Service 
Definition:  Chauffeur   Swaminer   Chroup 

The  term  Chauffeur  Examiner  Group  is  used  to  identify 
those  authorized  employments  of  the  Skilled  Labor  Service,  the 
incumbents  of  which  are  required  to  examine  applicants  for 
chauffeurs'  licenses  and  to  determine  their  fitness  to  operate  motor 
vehicles. 
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GRADE  I  (J  7  I)  ^^.^  ^^  g^^^ 

TITIE  OP  FOSmOHS  —  Chauffeur  Esoammer  Qnmp 

CHAUFFEUR  EXAMINER 
DVTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
examine  applicants  for  licenses  to  operate  motor  vehicles, 
by  means  of  practical  mechanical  tests  as  to  operation, 
and  oral  tests  as  to  mechanism  and  road  regulatiao^ 
and  to  rate  same  for  the  purpose  of  determining  the 
fitness  of  applicants  to  operate  motor  vehicles  in  the 
State  of  New  York. 

aiTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  oper- 
ating and  repairing  motor  vehicles. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEirSATIOH  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1320  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1320,  $1440, 
$1560. 


OOOK  GROUP  (J  8) 

Shitted  Labor  Bervioe 
DefinUian:  Cook  Group 

The  term  Cook  Group  is  used  to  identify  those  authorized 
emplojinants  of  the  Skilled  Labor  Service^  the  iucumbents  of 
which  are  required  to  prepare  and  cook  food^  or  supervise  other 
employes  in  the  preparation  and  cooking  of  food^  eithw  in  a 
restaurant  or  for  employes  at  isolated  points  and  on  boats  and 
scowSy  and  to  perform  such  other  work  as  may  be  directed. 
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GRADE  I  (J  8  I)  BkiUed  Labor  fierwe 

TITIE  OP  POSITIOVS  —  ^*^^  ^^'*' 

COOK 
DUTIES  — 

DefinUion: 

The  duties  of  incumbentB  of  these  positions  are 
to  prepare  and  cook  food  for  employes  at  isolated  points 
and  on  boats  and  scows,  and  to  perform  such  other  woi^ 
as  may  be  directed. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

OOMPEHBATION  — 

The  range  of  monthly  compensation  of  this  Grade 
for  full  time  service  is  from  $15  to  $50,  inclusive,  witli 
standard  salary  rates  as  follows:  $15,  $20,  $25,  $30, 
$35,  $40,  $45,  $50. 

SPECIAL  BEOULATIOH  OOVEENDrO  SALABT  EATE8- 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 
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OSADE  n  ( J  8  n)  ^^^  ^^^  g^^^^ 

TITLE  OP  POSITIONS-  ''^^'  ^"^ 

CHEF 
DTTTIES  — 

The  duties  of  incumbents  of  these  positions,  which 
may  inyolve  supervision  of  assigned  employes,  are  to 
direct  and  assist  in  the  preparation  and  cooking  of  food 
in  a  restaurant  operated  by  the  Stata 

QVAUPICATIOVS— 

1.  Such  qualifications  as  may  he  required  by  the 
State  Civil  Service  Oonmiission. 

COMPiasrSATION— 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $4.00  to  $5.00,  inclusive,  with  standard  salary 
rates  as  follows:     $4.00,  $4.50,  $5.00. 

SPECIAL  BEOULATION  OOVEBNinO  SALABT  BATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commiasion. 


DIVER  GROUP  (J  9) 

BkUUd  Labor  Service 
Definition:  Diver  Qroup 

The  term  Diver  Group  is  used  to  identify  those  authorized 
employments  of  the  Skilled  Labor  Service^  the  incumbents  of 
which  are  required  to  make  surveys^  investigations  *  and  repairs 
under  water. 
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GRADE  I  (J  9  I)  ^^,^^  j^^  senric 

TITIE  OF  POSITIONS  —  ^•''^''  ^^^''^ 

DIVERS  HELPER 
DUTIfiS  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  the  air  supply  pipe  and  signal  line,  to  interpret 
diver's  signals,  to  supervise  the  operation  of  the  air 
pump;  and  to  perform  such  other  duties  as  are  neces- 
sary  to  insure  the  safety  of  diver  and  to  assist  him  in 
his  work. 

QVALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  one  year  of  experience  in  operating 
air  pumps  for  divers. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $900,  inclusive, 
with  standard  slary  rates  as  follows :  $720,  $780,  $840, 
$900. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.50  to  $3.00,  inclusive,  with  such  intermediato 
rates  as  may  be  determined  pursuant  to  the  following 
r^ulation. 

SPECIAL  BEOTJLATION  OOVEBNINO  SALAST  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  bj 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  above. 
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GBADE  n  ( J  9  n)  g,,^,,^  j^^  g^^^ 

TITLE  OP  P08ITIOH8  —  ^^^  ^'^'^ 

DIVER 
DVTIBS  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  other  employes,  are  to  make 
surveys,  investigations,  repairs;  to  handle  a  suction 
pump  in  the  removal  of  debris;  to  arrange  explosives 
in  blasting,  and  to  perform  other  work  of  a  related 
character,  under  water. 

QUALIFICATIONS  — 

1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1260,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1020, 
$1140,  1260,  with  such  intermediate  rates  as  may  be 
determined  pursuant  to  the  following  regulation. 

SPECIAL  SEOTTLATION  OOVEKNINO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission. 


ELEOTRIOIAN  GROUP  (J  10) 

Skilled  Labor  Sei-vioe 
Definition:  Electrician  Group 

The  term  Electrician  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  maintain  and  repair  electric  cir- 
cnitSy  to  install  wiring  for  new  circuits,  to  repair  generators, 
motors,  switchboards  or  electric  elevators,  or  to  operate  electrically 
driven  machinery. 
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OBADB I  (J  10  I)  g^,j^  ^^^  s^^ 

TITIES  OP  POSmOm  —  Electndan  Group 

WIREMAN 
LOCK  OPERATOR 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  or  perform  under  supervision,  work  in  main- 
taining and  repairing  electric  circuits,  installing  wiring 
for  new  circuits,  and  in  repairing  generators,  motors, 
switchboards  and  electric  elevators ;  or  to  operate  under 
supervision  electrically  driven  machinery. 

QVALIPICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1140. 

SPECIAL  SEOTJLATION  007EANIN0  SALAST  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments,  on  the  basis  of  local  conditions,  subject 
to  the  rules  of  the  State  Civil  Service  Commission. 
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OEADB  n  (J  10  H)  ^,.^  ^^  ^^^^ 

TITLES  OP  POSmOHS  -  Electrioian  Group 

ELECTRICIAN 

ASSISTANT  LOCK  MASTER* 

DTTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
may  involve  supervision  of  other  employes,  are  to  main- 
tain and  repair  electric  circuits,  to  install  wiring  for 
new  circuits;  to  repair  generators,  motors,  switchboards 
and  electric  elevators ;  and  to  operate  electrically  driven 
machinery. 

QVALIPICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  Not  less  than  three  years  of  experience  as  a 
wireman  or  as  a  foreman  of  electrical  workers,  or  in 
work  of  equivalent  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Conmiission. 

COHPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 

SPECIAL    BEOULATIOir    OOVEBNINO    THE    MAXIUnM 
EATE  — 

The  maximum  salary  rate,  $1560,  shall  be  assigned 
only  to  positions  involving  supervisory  or  independent 
responsibility.  Such  rate  shall  be  designated  after  indi- 
vidual appraisal  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rate  so  deter- 
mined does  not  exceed  the  value  of  the  work  to  be 
performed. 

*  For  Lock  MaBtcr,  Ree  Grade  11,  Engineer  Group,  Professional   and   Sci- 
entific Service,  Title,  Junior  Assiatant  Engineer  (Electrical). 
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SPECIAL  BEOXTLATIOH  OOVEBNINO  SALABT  EATE8  — 

The  entranoe  and  other  salary  rates  of  poeitioiis 
classified  within  this  drade  shall  he  determined  hv  de- 
partments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission. 


ELEOTRIOAL  OPESATOR  AND  STEAM  ENGINEMAN 

aROUP  (J  11) 

SJciUed  Labor  Service 
Definition:  Electrical  Operator  and  Steam  Enffineman  Oroup 

The  term  Electrical  Operator  and  Steam  Engineman  Group 
is  used  to  identify  those  authorized  employments  of  the  Skilled 
Labor  Service,  the  incnmbents  of  which  are  required  to  operate 
and  repair  machinery  used  in  the  production  of  power,  heat  and 
light  in  buildings;  or  to  stoke  and  fire  boilers,  regulate  coal  feed, 
adjust  water  feed  and  clean  boilers,  and  to  perform  other  duties 
in  connection  with  the  operation  and  maintenance  of  power  plants. 
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GRADE  I  (J  11  I)  SkiUed  Labor  Service 

Eleotrioal  Operator  and 
TTILEA  OF  POSITIOirS—  Bteam  I^gineman  Group 

ASSISTANT   ELECTRICAL   OPERATOR   AND   STEAM 

ENGINEMAN 
FIREMAN  OF  BOILERS 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  tiieee  positions,  whidi 
may  involve  supervision  of  other  employes,  are  to  assist 
in  operating  and  repairing  boilers,  engines,  generators 
and  other  equipment  used  in  the  lighting,  heating,  ven- 
tilating and  elevator  service  of  a  building;  or  to  fire 
boilers,  weigh  and  make  record  of  ooal  used,  regulate 
coal  feed,  break  fuel  beds,  adjust  water  feed  and  clean 
boilers. 

QVALIFICATIONS  — 

ASSISTANT    ELECTRICAL    OPERATOR    AND 
STEAM  ENGINEMAN 
Persons  holding  these  positions  shall  have: 

1.  Not  less  than  two  years  of  experience  in  oper- 
ating engines  and  electrical  machinery,  such  as  gener- 
ators, motors  and  switchboards. 

2.  Not  less  than  one  year  of  experience  as  a  fire- 
man of  boilers. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conunission. 

FIREMAN  OF  BOILERS 

Persons  holding  these  positions  shall  have: 

1.  Such  qualifications  as  may  be  required  by  the 

State  Civil  Service  Commission. 

COHFEirSATION  — 

ASSISTANT  ELECTRICAL  OPERATOR  AND 
STEAM  ENGINEMAN 
The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $840  to  $1080, 
inclusive,  with  standard  salary  rates  as  follows :  $840, 
$900,  $960,  $1020,  $1080. 
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FIREMAN  OF  BOILERS 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $840  to 
$1020,  inclusive,  with  standard  salary  rates  as  follows: 
$840,  $900,  $960,  $1020. 

SPECIAL  BEOTTLATION  OOVERNINO  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  bv 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission. 
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GRADE  n  (J  11  n)  BkiUed  Labor  Service 

Eledriodl  Operator  omd 
TITIE  OF  POSITIOlSrS  —  ateam  Engineman  Qro^p 

ELECTRICAL  OPERATOR  AND  STEAM  ENGINEMAN 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  be  responsible  for,  under  the  supervision  of 
an  engineer,  the  work  of  a  shift  in  a  large  power  house; 
or  to  assume  entire  responsibility  of  a  small  power  plant 
operating  engines,  boilers,  generators  and  other  equip- 
ment used  in  the  heating,  lighting,  ventilating  or  elevator 
service  of  a  building. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for  tiie 
assistant  electrical  operator  and  stream  engineman  in 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I 
as  an  Assistant  Electrical  Operator  and  Steam  Engine- 
man,  or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  similar  work 
of  Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1140  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1140,  $1200, 
$1320,  $1440. 

SPECIAL  BEOULATION  OOVEBNINa  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission. 
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ELEVATORMAN  GROUP  (J  12) 

Bkilled  Labor  Service 
Definition:  SUvatorman  Group 

The  term  Elevatorman  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  operate  electrical  or  hydraulic 
freight  or  passenger  elevators  and  to  do  incidental  work  in  direct- 
ing persons  visiting  public  buildings. 

693 


694 
OEADE  I  (J  12  I)  ,,.,^  ^^  ,^ 

TITLE  OF  POSITIONS Elevatorman  Oraup 

ELEVATORMAN 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  electrical  or  hydraulic  freight  and  passenger 
elevators  and  to  do  incidental  work  in  directing  persons 
visiting  public  buildings. 

ttTiAiincATioisrs  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHPENBATIOXr— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $960,  inclusive, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960. 


EZHIBIT  WORKER  GROUP  (J  13) 

BkUled  Labor  Service 
Definition:  Ewhibit  Worker  Group 

The  term  Exhibit  Worker  Group  is  used  to  identify  thoee 
authorized  emplojmeiite  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  perform  work  involved  in  the  pack- 
ing, shipping  and  installing  of  departmental  exhibits  and  in  secur- 
ing oo-operation  and  publicity  in  the  localities  in  which  the 
exhibits  are  to  be  given* 
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SRADE  I  (J  18  I)  BkUled  Labor  Serwce 

Eahihit  Worker  Group 

TITLE  OF  POSITIOBB— 

EXHIBIT  WORKER 
DITTIES— 

Defimtion: 

The  duties  of  incumbents  of  these  positioiiB,  vibidi 
are  performed  under  direotioii,  are  to  pack,  ship  and 
install  departmental  exhibits,  to  arrange  for  publicity 
through  local  newspapers  and  officials,  to  distribate 
posters,  placards  and  hand  bills,  and  to  perform  o&er 
related  duties  in  stimulating  public  interest  in  depart- 
mental exhibits. 

QTTALIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  bj  the 
State  Civil  Service  Commission. 

COMPENSATIOXr— 

The  range  of  ammal  ooanpensation  of  this  Grade 
for  full  time  service  i^  from  $720  to  $900,  mdvdn, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900. 


FISH  HATCHERY  FOREMAN  GROUP  (J  14) 

Fish  Hatchery  Foreman  Oroup 
DeftnUion:  Skilled  Labor  Service 

The  term  Fish  Hatchery  Foreman  Group  is  used  to  identify 
those  authorized  employments  of  the  Skilled  Lahor  Service,  the 
incumbents  of  which  are  required  to  supervise  the  work  of  a  fish 
hatchery,  involving  the  breeding  and  feeding  of  fish, 
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GRADE  I  (J  14  I)  ^^^j^   ^^   Service 

TITIiE  OF  POSmONS  —  ^***  Hatchery  Foreman  Ofwip 

FISH  HATCHERY  FOREMAN 
DITTIES  — 

Dejiniiion: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  work  of  a  fish  hatchery,  involving  the 
breeding  and  feeding  of  fish. 

aUALIFICATIOlSrS  — 

Persons  holding  these  positions  sh^iU  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COHPENSATIOXr— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1020, 
$1080,  $1140. 
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FLORIST  AND  GARDENER  GROUP  (J  15) 

Bkilled  Labor  Service 
Definition:  FVoriat  and  Qwrdmer  Group 

The  term  Florist  and  Gardener  Group  is  used  to  identify 
those  authorized  employments  of  the  Skilled  Labor  Service,  the 
incumbents  of  which  are  required  to  propagate  and  cultivate  flow- 
ers, hardy  annuals,  hot  house  and  other  plants,  and  to  supervise 
or  assist  in  the  care  of  lawns  and  grounds. 
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OBADE  I  (J  16  I)  BkiUed  Lobar  Service 

Floriat  and  Cferdener  Oroup 

TITLE  OF  POSmOHS  — 

FLOKIST  AND  GARDENER 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  tiiese  positions^  whidi 
may  involve  supervision  of  employes^  are  to  propagate 
and  cultivate  flowers,  hardy  annuals,  hot  house  and  otiieor 
plants,  and  to  supervise  or  assist  in  the  care  of  lawnfl 
and  grounds. 

QUAUFICATIOXrS  — 

Persons  holding  these  positions  shall  have: 
1.  <Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATIOH— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $960,  $1020, 
$1080,  $1140,  $1200. 

SPECIAL  BEOVLATIOXr  OOYEBNnrO  8ALABT  SATES- 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do  not 
exceed  the  value  of  the  work  to  be  performed. 


JANITOR  QBOUP  (J  16) 

Skilled   Labor   Service 
Definition:  Jamitor  Group 

The  term  Janitor  Group  is  used  to  identify  those  auih<»rized 
employments  of  the  Skilled  Labor  Service^  the  incumbents  of 
which  are  required  to  be  responsible  for  the  maintenance,  heat- 
ing, cleaning,  general  care  and  protection  of  buildings  owned  by 
the  State  and  to  assist  in  keeping  order  and  in  directing  persons 
visiting  public  buildings. 
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GRADE  I  (J  16  I)  ^^^^  j^j^  s,^ 

TITLE  OF  POSITIOlSrS  —  '^""***^  ^"^^ 

JANITOR-CUSTODIAN 
BXTTIES — 

Defmilion: 

The  duties  of  incumbents  of  these  positions  are  to 
be  responsible  for  the  maintenance  and  cleaning  of 
buildings  controlled  by  the  State,  to  make  minor  repairs 
to  heating,  electrical  and  plumbing  equipment  i^ere 
required,  to  assist  in  keeping  order  and  in  directing 
persons  visiting  public  buildings. 

QTTALIFICATIOXrS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission, 

COHPENBATIOXr— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1320,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1140,  $1200,  $1320. 

SPECIAL    SEaiTLATION    OOVESNINO    THE    LAST    TWO 
SALABT  BATES  — 

The  last  two  salary  rates,  $1200  and  $1320,  shall 
be  assigned  only  to  positions  involving  supervisory  or 
independent  responsibility.  Such  rates  shall  be  desig- 
nated after  individual  appraisal  under  the  rules  of  the 
State  Civil  Service  Commission,  indicating  that  the 
rate  so  determined  does  not  exceed  the  value  of  the  woik 
to  be  performed. 


MACHINIST  aROUF  (J  17) 

Bkilled   Labor   Service 
Definition:  Maohiniet  Ctroup 

The  term  Machinist  Group  is  used  to  identify  those  au- 
thorized employments  of  the  Skilled  Labor  Service,  Ihe  incum- 
bents of  which  are  required  to  repair,  erect,  assemble  or  dis- 
mantle machinery  or  parts  thereof,  such  as  pumps,  enginee,  ele- 
vators, canal  locks,  bridges,  etc.,  and  to  make  other  minor  repairs 
requiring  a  machine  shop  training. 
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GRADE  I  (J  17  I)  BkiUed   Labor   Service 

TITLE  OF  POSITIONS  —  MaohMst  Group 

BLACKSMITH  AND  MACHINIST  HELPER 
BTTTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  making  or  shaping  of  iron  parts  or  tools 
used  in  building  construction,  and  in  the  repair  and 
maintenance  of  vehicles,  bridges,  locks,  boats,  etc.,  and 
to  perform  other  work  in  which  high  skill  of  the  craft 
is  not  required. 

QUALIFICATIOXrS  — 

Persons  holding  ihese  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  Ihe 
State  Civil  Service  Commission. 

COHPENSATIOXr— 

The  range  of  a/nnual  oompensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $660,  inclusive^ 
with  standard  salary  rates  as  follows :   $640,  $600,  $660. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.00  to  $2.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  KEaXTLATIOH  OOVERNING  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments^  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission,  except 
that  when  the  rates  are  annual  they  shall  conform  to  the 
standard  annual  rates  established  abova 
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GRADE  n  (J  17  n)  ^^  .„^^  ^^^  ^^^^ 

TITLE  OF  POSITIOHS  —  MaohinUt  Oroup 

MACHINIST 
BUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions,  which 
mav  involve  supervision  of  other  employes,  are  to  reh 
pair,  erect,  assemble  or  dismantle  machinery  or  parts 
thereof,  such  as  pumps,  engines,  elevators,  canal  locks, 
bridges,  etc.,  and  to  make  such  minor  repairs  of  parts 
requiring  a  machine  shop  training. 

QTTAIIFICATIOHS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  an  apprentice  as  may  be 
locally  stipulated. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1440,  inclusive, 
with  standard  salary  rates,  as  follows:  $900,  $960, 
$1020,  $1080,  $1140,  $1200,  $1320,  $1440. 

The  range  of  per  diem  compensation  for  this  Grade 
is  from  $3.00  to  $5.00,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 
23 


706 

SPECIAL    BEOUIATIOH    OOVEBHIHO    THE    LAST    TWO 
BATES  — 

The  lafit  two  salary  rates,  $1320,  and  $1440, 
be  assigned  only  to  positions  involving  supervisory 
or  independent  responsibility.  Such  rates  shall  be  desi^ 
nated  after  individual  appraisal  under  the  rules  of  llie 
State  Civil  Service  Conunission,  indicating  that  the 
rate  so  determined  does  not  exceed  the  value  of  the 
work  to  be  performed. 

SPECIAL  BEOXTLATIOH  OOVEBHINO  SALABY  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Conmxission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  staiidard  annual  rates  established  abova 


HAOHINE  WORKER  OROUP  (J  18) 

Skilled   Labor   Service 
Definition:  Marine  Worker  Group 

The  term  Marine  Worker  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service,  tiie  incum- 
bents of  which  are  required  to  have  special  training  in  the  navi- 
gation of  steam  or  mechanically  propelled  craft,  and  to  perform 
services  pertaining  to  the  operation  of  water  craft. 
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QEADB  I  (J  18  I)  ^,.„^^    ^^   Service 

TITLES  OP  POSITIOm  -  ^^'^^  ^""'^  ^'^^ 

MARINE  FIREMAN 
DREDGE  OPERATOR 
MATE 
DUTIES  — 

MARINE  FIREMAN 
Definition: 

Tbe  duties  of  incumbeats  of  these  positions  are  to 
maintain  proper  steam  pressure  in  marine  boilers,  to 
regulate  water  feed  and  to  operate  the  engines  of  small 
craft,  which  do  not  come  under  the  regulations  of  the 
Federal  Department  of  Commerce  and  Labor. 

DREDGE  OPERATOR 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  the  engines  and  other  mechanical  devices  used 
in  removing  sand^  mud  and  debris  from  the  channels  of 
navigation. 

MATE 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
direct  and  supervise  the  work  of  subordinate  employes, 
to  manipulate  the  steering  wheel  and  signal  apparatus 
when  required,  and  to  assist  the  Captain  or  Pilot,  gen- 
erally, in  the  management  of  the  boat 

aV  AUFICATlOirS  — 

Persons  holding  these  positions  shall  hwve: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission, 

COHPEHSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960,  $1020,  $1080,  $1140. 
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The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.50  to  $4.00  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation : 

SPECIAL  BEGULATION  GOVERNINO  SALAST  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partmentSy  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  ab(*v('. 
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csADEncJun)  ^^^  j^^  g^^ 

TITLES  OP  POSinOIS—  ^'^^  Worker Gr^ 

CAPTAIN 
PILOT 

MARINE  EXGINEMAX 
DUTIES— 

CAPTAIN 

PILOT 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
command  or  steer  craft  used  in  the  transportation  of 
passengers  or  freight  or  in  construction  work;  to  tow 
scows  or  dredges  and  to  supervise  work  in  connection 
with  same. 

MARINE  ENGINEMAN 
Defimtian: 

The  duties  of  incumbents  of  these  positions  are  to 
operate  engines  and  assume  responsibility  for  engines 
and  boilers  on  craft  coming  within  the  jurisdiction  of 
the  Federal  Department  of  Commerce  and  Labor. 

avAimcATioirs  — 

Persons  holding  these  positions  shall  have: 

1.  Such  qualifications  as  may  be  required  by  the 
Federal  Department  of  Commerce  and  Labor. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COHPEinSATION— 
CAPTAIN 
PILOT 

The  range  of  annual  compensation  of  these  posi- 
tions in  this  Grade  for  full  time  service  is  from  $900  to 
$1560,  inclusive,  with  standard  salary  rates  as  follows: 
$900,  $960,  $1020,  $1080,  $1140,  $1200,  $1320,  $1440, 
$1560. 

MARINE  ENGINEMAN 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $1320  to 
$1660,  inclusive,  with  standard  salary  rates  as  follows: 
$1320,  $1440,  $1560. 
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SPECIAL  SEOXnJLTIOir  OOVEBNING  SALAST  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission* 


MARITIME  HEALTH  GUARD  GROUP  <J  19) 

Skilled  Labor  Service 
Definition:  MaHHme  Health  Guard  Group 

The  term  Maritime  Health  Guard  Group  is  used  to  identify 
thoee  authorized  employments  of  the  Skilled  Labor  Service,  the 
incumbents  of  which  are  required  to  count  and  arrange  passengers 
and  crews  on  vessels  for  medical  inspection,  to  perform  or  super- 
vise disinfections  and  fumigations  of  vessels,  to  exercise  police 
authority  in  enforcing  the  provisions  of  the  Quarantine  Law,  to 
perform  incidental  clerical  work  and  such  other  related  duties  as 
may  be  assigned. 
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OBADE  I  (J  19  I)  SkiUed  Labor  Bervioe 

Maritime  Health  Owtrd  Group 

TITLE  OF  POSITIONS— 

MAEITIME  HEALTH  GUAKD 

DXrnES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
count  and  arrange  paRfiengers  and  crews  on  vessels  for 
medical  inspection,  to  perform  or  supervise  disinfections 
and  fumigations  of  vessels^  to  exercise  police  autiiorit^ 
in  enforcing  the  provisions  of  the  Quarantine  Law,  to 
perform  incidental  clerical  woi^  and  such  other  related 
duties  as  may  be  assigned. 

avAimcATioirs— 

Persons  holding  these  positions  shall  have: 

1.  !Not  less  than  one  year  of  experience  in  work 
affording  an  opportunity  to  become  familiar  with  the 
type  of  work  covered  in  the  position  to  be  filled. 

2.  Such  additional  qualificati<»QS  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMFEHSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1080,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080. 


mSCELLANEOUS  SKILLED  LABORER  GROUP  (J  20) 

Skilled   Labor   Service 
Definition:  MieeeUaneouM  Skilled  Laborer  Qrovp 

The  term  Miscellaneous  Skilled  Laborer  Group  is  used  to 
identify  those  authorized  emplojrments  of  the  Skilled  Labor  Serv- 
ice, the  incumbents  of  which  are  required  to  perform  manual 
work  requiring  skill  in  a  trade  or  handicraft,  which  is  not  defined 
in  other  skilled  Labor  Groups,  or  to  supervise  the  performance  of 
work  which  may  or  may  not  be  included  in  the  other  Groups  of  the 
Skilled  or  Unskilled  Labor  Services. 
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aBADBI(J20I)  BkiUcd  Labor  Bervioe 

TITLE  OF  POSITIONS Miscellaneous  BkUled  Laborer  Qroup 

MISCELLANEOUS  SKILLED  LABORER 
STTTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform  manual  work  requiring  skill  in  a  trade  or 
handicraft  which  is  not  defined  in  other  Groups  of  this 
Service,  or  to  supervise  the  performance  of  work  which 
may  or  may  not  be  included  in  the  other  Groups  of  the 
Skilled  or  Unskilled  Labor  Service. 

QVALinCATIOirS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPEirSATION  — 

The  range  of  annual  compensation  of  diis  Grade 
for  full  time  service  is  from  $720  to  $1440,  inclusive^ 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960,  $1020,  $1080,  $1140,  $1200,  $1320, 
$1440. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.25  to  $5.00,  inclusive*,  with  sucjh  intermediate 
standard  rates  as  may  be  determined  pursuant  to  the 
following  r^ulation. 

SPECIAL  BEOTTLATIGN  aOVERNING  SALAST  BATES  — 

•  The  entrance  and  other  salary  rates  of  positions 

classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Conunission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  abova 


NURSEBT  FOREIiAN  QROUP  (J  21) 

Skilled  Labor  Service 
Definition:  Nw$ery  Foreman  Group 

The  term  Nursery  Foreman  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  supervise  and  make  seed  beds, 
to  cultivate,  transplant  and  prepare  plants  for  shipment,  to  per- 
form other  related  work,  and  to  give  instruction  in  these  and  re- 
lated subjects  at  fairs  and  Farmers'  Institutes. 
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QBADBI  (J 21 1)  sj^^^  j^^  8^^ 

TITEE  OP  POSITIONS—  Nursery  Foreman  Group 

NURSERY  FOREMAN 
SXTTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  and  make  seed  beds;  to  cultivate,  transplant 
and  prepare  plants  for  shipment ;  to  give  instruction  in 
these  and  related  subjects  at  fairs  and  Farmers'  Insti- 
tutesy  and  to  perform  other  related  work. 

QTT  AIinCATIOHS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  bv  the 
State  Civil  Service  Commission. 

COMPEHSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $960,  indusive, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960. 

SPECIAL  BEOTTLATION  OOTEBNINO  SALABT  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  bv  de- 
partments  on  the  basis  of  local  conditions,  subject  to  the 
rules  of  the  State  Civil  Service  Commission. 


PAINTER  OROUP  (J  22) 

Skilled  Labor  Service 
DefinUion:  Painter  Group 

The  term  Painter  Oroup  is  used  to  identify  those  authorized 
employments  of  the  Skilled  Labor  Service,  the  incumbents  of 
which  are  required  to  perform  work  pertaining  to  the  painting 
trade  and  its  allied  specialties,  such  as  lettering,  decorating  and 
striping. 
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QEADE I  (J  22 1)  ,,,^^  ^^  ,^ 

TITLE  OP  POSITIOire—  ^*^**^  ^^^"^^ 

PAINTEE 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
mix  paints  and  colors  in  proper  proportions ;  to  do  ex- 
terior and  interior  painting,  varnishing,  or  lettering,  and 
other  related  work. 

Examples : 

Painting  floors,  cases,  desks,  walls,  ceilings. 
Refinishing  chairs,  desks,  etc. 
Painting  boats,  wagons,  sleighs,  bridges. 
Writing  signs. 

aUALIFICATIOirS  — 

Persons  holding  these  positions  shall  hwoe: 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission- 

COMPENSATION  — 

The  range  of  cmnual  compensation  of  this  Grade 
for  full  time  service  is  from  $720  to  $1140,  inclusive, 
with  standard  salary  rates  as  follows:  $720,  $780, 
$840,  $900,  $960,  $1020,  $1080,  $1140. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.60  to  $4.00,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  BEOTJLATION  aOVEBNINa  SALAST  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to  the 
rules  of  the  State  Civil  Service  Commission;  provided 
that  when  the  rates  are  annual  they  shall  conform  to  the 
standard  annual  rates  established  abova 
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QBADB  n  ( J  22  n)  gj^^^  j^j,^  service 

TITLE  OP  POSITIOIS  —  ^****'*  ^~^ 

FOEEMAN  PAINTER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
paint  and  supervise  the  work  of  painters ;  to  lay  out  and 
plan  work,  estimate  quantity  and  quality  of  paint 
necessary  for  jobs ;  and  to  keep  and  report  on  the  time 
of  men  working  under  their  supervision, 

QTTAIIPIOATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  The  minimum  qualifications  prescribed  for 
Grade  I. 

2.  Not  less  than  two  years  of  service  in  Grade  I, 
or  if  appointed  otherwise  than  by  promotion  from 
Grade  I,  at  least  two  years  of  experience  in  work  of 
Grade  I  character  and  standard. 

3.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Commission. 

COMFEirSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1140  to  $1320,  inclusive, 
with  standard  salary  rates  as  follows:  $1140,  $1200, 
$1320. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $4.00  to  $4.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  follovTing 
r^ulation. 

SPECIAL  EEOULATION  GOVEENING  SALAEY  EATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  above. 


PHOTOGRAPHER  GROUP  (J  23) 

Skilled  Labor  Service 
Definition:  Photographer  €froi$p 

The  term  Photographer  Group  is  used  to  identify  thoee 
authorized  employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  make  photographic  exposures,  to 
develop  and  make  prints  from  photographic  negatives,  to  make 
lantern  slides  and  enlargements,  to  operate  a  photostat,  and  to 
prepare  from  basic  salts  chemical  solutions  used  in  photographic 
work. 
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GRADE  I  (J  23  I)  ^^,^  ^^  g^^ 

TITLE  OF  POSITIONS  —  Photographer  Qnmp 

PHOTOGRAPHER 
DUTIES  — 

Definition: 

The  duties  of  incumbentB  of  these  positioiis  are  to 
make  photographic  exposures,  to  develop,  fix,  re-touch 
and  make  prints  from  photographic  negatives ;  to  make 
lantern  slides ;  to  make  bromide  enlargements ;  to  operate 
a  photostat;  to  malve  black  line  prints,  and  to  pr^Mire 
solutions  from  salts  or  from  basic  components. 

QVALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Not  less  than  three  years  of  experience  in  the 
practice  of  photography. 

2.  Such  additional  qualifications  as  may  be  required 

bv  the  State  Civil  Service  Commission. 

%/ 

COMPENSATION  — 

For  Photographers  performing  ordinary  work  the 
range  of  annual  compensation  of  this  Grade  for  full 
time  service  is  from  $960  to  $1320,  inclusive,  with 
standard  salary  rates  as  follows:  $960,  $1020,  $1080, 
$1200,  $1320. 

For  Photographers  performing  subterranean  work 
the  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $1800  to  $2340,  inclusive, 
with  standard  salary  rates  as  follows:  $1800,  $1980, 
$2160,  $2340. 


PLUMBER  AND  STEAMFITTER  GROUP  (J  24) 

■ 

Skilled  Labor  Service 
Definition:  Plumber  and  Bteamfiiter  Oroup 

The  term  Plumber  and  Steamfitter  Group  is  used  to  identify 
those  authorized  employments  of  the  Skilled  Labor  Service,  the 
incumbents  of  which  are  required  to  repair  and  install  piping  of 
gas^  water^  vent  and  steam  lines  and  to  install  radiators  and  plumb- 
ing fixtures. 
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GEADEI(J24I)  SkiUed  Labor  Service 

TITLES  OF  P08ITI0BB  —  Pl^ber  and  Steamtitter  Qro^ 

PLUMBERS  HELPER 

STEAMFITTERS  HELPER 

PLUMBERS  AND  STEAMFITTERS  HELPER 

DUTIES— 

Defiriitum: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  the  repair  and  installation  of  gas^  water,  vent 
steam  pipe  lines,  radiators  and  plumbing  fixtures* 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMFEinSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $540  to  $660,  inclusive, 
with  standard  salary  rates  as  follows :  $540,  $600,  $660. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.00  to  $2.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  KEOULATION  OOVEBHINO  SALARY  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  above. 
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GRADE  n  ( J  24  n)  ^^«,,^  ^^^^,  ^^^^ 

TITLES  OP  POSmOBB  —  Pl^her  and  Bteamfitter  Group 

PLUMBEE 
STEAMFITTER 

PLUMBER  AND  STEAMFITTER 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
install  and  repair  piping  for  gas,  water,  yent  and  steam 
lines ;  to  install  and  repair  faucets,  yalves^  radiators  and 
steam  mains,  or  both,  and  to  perform  other  related  work. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  A  license  to  practice  plumbing  where  such 
license  is  required  by  the  local  public  authorities. 

3.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPEirSATION  — 

The  range  of  anntuU  compensation  of  this  Grade 
for  full  time  service  is  from  $960  to  $1440,  incluBive, 
with  standard  salary  rates  as  follows:  $960,  $1080, 
$1200,  $1320,  $1440. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $3.00  to  $5.00,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  BEOULATION  OOVEBHINO  SALABT  KATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  above. 


PREPABATOR  GROUP  (J  25) 

Skilled  Labor  Service 
Definition:  Preparatar  Group 

The  term  Preparator  Ghroup  is  used  to  identify  those  author- 
ized employments  of  the  Skilled  Labor  Service,  the  incumbents 
of  which  are  required  to  prepare  and  mount  fossils  or  other  speci- 
mens, to  make  models,  plaster  casts  and  maps  or  to  perform 
other  duties  in  connection  with  the  preparation  and  repair  of 
material  for  museum  display. 
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GRADE  I  (J  26 1)  gj^u^  i,^ 

TITLE  OP  POSTEIOHS—  Preparatar  Group 

PREPAEATOR 
DUTIES  — 

DefinUion: 

The  duties  of  incumbents  of  these  positions  are  to 
prepare  and  mount  fossils  or  other  specimens,  to  make 
models,  plaster  casts  and  maps  or  to  perform  other  duties 
in  connection  with  the  preparation  and  repair  of  material 
for  museum  display. 

QTT ALIFIC  ATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1200,  inclusive, 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1140,  $1200. 

SPECIAL    BEGITLATION    OOVESNINO    THE    MAXDnJH 
EATE- 

The  maximum  salary  rate,  $1200,  shall  be  assigned 
only  to  positions  involving  supervisory  or  independent 
responsibility.  Such  rate  shall  be  designated  after* 
individual  appraisal  under  the  rules  of  the  State  Civil 
Service  Commission,  indicating  that  the  rate  so  deter- 
mined does  not  exceed  the  value  of  the  work  to  be  per- 
formed. 


PRINTER  GROUP  (J  26) 

BkUled  Lobar  Servioe 

DefinUion:  Printer  Oroup 

The  term  Printer  Group  is  used  to  identify  those  authorized 
employments  of  the  Skilled  Labor  Service,  the  incumbents  of 
which  are  required  to  perform  work  pertaining  to  the  printing 
trade. 
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GRADE  I  (J  261)  skilled  LalH>r  B^ 

TITEE  OP  POSmOHS—  ^^^"^  ^^^"^ 

APPRENTICE  TO  COMPOSITOR 

DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  a  compositor  by  setting  type  and  attending  to  i 
press  when  printing. 

QTTALIFICATIOHS  — 

Persons  holding  these  positions  shaU  hwve: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COXPENSATIOV — 

The  range  of  annual  compensation  of  Uns  Gn/de 
for  full  time  service  is  from  $600  to  $720,  iiudufflTe, 
with  standard  salary  rates  as  follows:  $600,  $660^ 
$720. 
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GRADE  n  (J  26  H)  ,^,^  ^^  ,^^ 

TITLE  OP  POSITIONS  —  Printer  Oroup 

COMPOSITOR  (EXAMIxVATION  PAPEES) 
DUTIES— 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
distribute  and  set  up  type,  prepare  forms  and  operate 
printing  machinery  in  the  preparation  of  examination 
papers,  to  read  proof  thereof  and  correct  errors  therein. 

av  ALIPICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPEHSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  ia  from  $1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1660. 


8EAMSTBE9S  GROUP  (J  27) 

BkiUed  Labor  Service 
Definition:  Beometreee  Group 

The  term  Seani&tress  Group  is  used  to  identify  those  authorized 
employments  of  the  Skilled  Labor  Service,  the  incumbents  of 
which  are  required  to  make  and  repair  flags,  shades,  sew  carpets, 
curtains,  portieres,  etc,  and  perform  other  related  work. 
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GRADE  I  (J  27  I)  SkiUed  Lobar  Betvw 

BeamMtreM  Gfrovp 

TITLE  OF  POSITIONS— 

SEAMSTRESS 
DITTIES — 

Definition: 

The  duties  of  inoumbents  of  these  positioDS  are  to 
make  and  repair  flags,  shades,  sew  carpets,  curtains, 
portieres,  etc.,  and  perform  other  related  woric 

QVAUFICATIONS  — 

Persons  holding  these  positions  shall  haA)e: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATIOn-* 

The  range  of  anniuU  compensation  of  this  Grade  for 
full  time  service  is  from  $480  to  $540,  inclusive,  with 
standard  salary  rates  aa  follows:    $480,  $540. 

The  range  of  per  diem  compensation  of  liiis  Grade 
is  from  $1.75  to  $2.00,  inclusive,  with  standard  aalaiy 
rates  as  follows :    $1.75,  $2.00. 


SHEET   METAL   WORKER   AND   ROOFER    GROUP 

<J28) 

Skilled  Labor  Service 
Definition:  Sheet  Metal  Worker  and  Roofer  Group 

The  term  Sheet  Metal  Worker  and  Boofer  Ghroup  is  used  to 
identify  those  authorized  employmeats  of  the  Skilled  Labor  Serv- 
ice, the  incumbents  of  which  are  required  to  repair  and  lay  tin, 
copper  or  slate  roofs^  to  make  or  repair  leaders,  gutters  and  flash- 
ings used  on  buildings,  and  to  manufacture  or  repair  articles 
made  of  sheet  metal. 
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GRADE  I  (J  28 1)  ^^j^,^  ^^^  g^^^^^ 

TITLE  OP  POSmONS—    ^^^*  ^^^  Worker  and  Roofer  Oroup 

ROOFERS  HELPER  AND  RIGGER 

DITTIES — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
assist  in  repairing  tin,  copper  or  slate  roof  and  in  makiiig 
and  repairing  gutters,  leaders  and  flashings;  to  erect 
derricks,  rigging,  scaffolds,  and  to  perform  other  ^work 
in  which  rope  appliances  are  used. 

QVAUPICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  tlie 
State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  anivudl  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1080,  inclusiTe, 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020,  $1080. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $2.75  to  $3.50,  inclusive,  witib  such  inte^ 
mediate  rates  as  may  be  determined  pursuant  to  llie 
following  rcjgulation. 

SPECIAL  BEOTTLATION  GOVEBNINO  SALABT  SATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  hj 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  abova 
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ORADBna28n)  BkiOed  Labor  Service 

TITIi£  OF  POSITIONS ^^^^  Metal  Worker  and  Roofer  Group 

SHEET  METAL  WORKER  AND  ROOFER 

BTJTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
repair  and  lay  tin,  copper  or  slate  roofs,  to  make  or 
repair  leaders,  gutters  and  flashings,  and  to  manufacture 
and  repair  articles  made  of  sheet  metal,  and  to  perform 
other  related  work. 

aVAUFICATIONS  — 

Persons  holding  these  positions  shall  Jidve: 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION— 

The  range  of  anniuil  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1440,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $4.00  to  $5.00,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  BEOTTLATION  OOVEBNINO  SALABT  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  abova 


STEAM  ROLLER  ENGINEMAN  OROUP  (J  29) 

Skilled  Labor  Berviee 
T\  j;    '4'      .  Steam  Roller  Engineman  Group 

The  term  Steam  Roller  Engineman  Group  is  nsed  to  identify 
those  authorized  employments  of  the  Skilled  Labor  Service,  the 
incumbents  of  which  are  required  to  operate  and  repair  steam 
pollers  used  in  building  or  resurfacing  macadam  roads,  asphalt^ 
bitulithic  or  other  bituminous  street  or  highway  surfaces. 
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OBADE  I  (J  29  I)  Skilled  Labor  Service 

Steam  Roller  Engineman  Group 

TITLE  OF  Fosinoisrs— 

STEAM  ROLLER  ENGINEMAN 

DUTIES  — 

Definition: 

The  dutieB  of  incumbenta  of  these  positions  are  to 
operate  and  repair  steam  rollers  used  in  building  or 
resurfacing  macadam  roads,  asphalt,  bitulithic  or  other 
bituminous  street  or  highway  surfaces. 

QUALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 

1.  At  least  one  year  of  experience  in  operating  a 
steam  roller  on  highway  work  or  in  the  street  department 
of  a  municipality. 

2.  Such  additional  qualifications  as  may  be  re- 
quired by  the  State  Civil  Service  Conmiission. 

COMPENSATION- 

The  range  of  ann/ucd  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1020,  inclusive^ 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $3.00  to  $3.50,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation : 

SPECIAL  BEOULATION  GOVEANINO  SALABY  RATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  grade  shall  be  determined  by  de- 
partments, on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  above. 


STONE  MASON  AND  STONECUTTER  GROUP  (J  30) 

BkiUed  Labor  Service 
Definition:  stone  M<uon  and  Stonecutter  Group 

The  term  Stone  Mason  and  Stonecutter  Group  is  used  to 
identify  those  authorized  employments  of  the  Skilled  Labor  Serv- 
ice^ the  incumbents  of  which  are  required  to  cut^  lay,  dress  and  set 
granite^  limestone  and  other  hard  stones  for  curbs>  walks  and  steps, 
to  set  tiles,  and  to  polish  stone  masonry. 
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OBADE  I  (J  80 1)  gj,,,^  ^^  g^^, 

TITIi£  OF  POSITIONS  -—  Btone  Mason  and  8t<meetUier  Orovp 

STONE  MASON  AND  STONE  CUTTER 
DUTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
cut^  lay,  dress  and  set  granite,  limestone  and  other  hard 
stones  for  curbs,  walks  and  steps,  to  repair  tile  and 
marble  floors  and  to  polish  stone  masonry. 

aUAIIFICATIONS  — 

Persons  holding  these  positions  shall  A  if  ft*; 

1.  Such  training  as  an  apprentice  as  may  be  locally 
stipulated. 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission, 

COMPENSATION  — 

The  range  of  aamtwi  compensation  of  this  Grade 
for  full  time  service  is  from  $1200  to  $1560,  inclusive, 
with  standard  salary  rates  as  follows:  $1200,  $1320, 
$1440,  $1560. 

The  range  of  per  diem  compensation  of  this  Grade 
is  from  $4.00  to  $5.60,  inclusive,  with  such  intermediate 
rates  as  may  be  determined  pursuant  to  the  following 
regulation. 

SPECIAL  BEOULATION  GOVERNINO  SAIABY  RATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  liiis  Grade  shall  be  determined  bv 
departments,  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission;  pro- 
vided that  when  the  rates  are  annual  they  shall  conform 
to  the  standard  annual  rates  established  abova 


TAXIDERMIST  aBOUP  <J  31) 

SkiUed  Labor  Service 
DefinvHon:  Tawidermist  Group 

The  term  Taxidermist  Group  is  used  to  identify  those  author- 
ized employments  of  the  Skilled  Labor  Service,  the  incumbents 
of  which  are  required  to  mount  dead  birds,  fishes  and  animals  in 
a  lifelike  manner  for  the  purpose  of  exhibition. 
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OBADE  I  (J  81 1) 

^^"^^^  *  ^^  •**  *'  Bkilled  Labor 

TITLE  OP  FOSITIOire—  TawidermUt  CHmip 

TAXIDERMIST 
DUTIES — 

Definition: 

The  duties  of  incumbeatB  of  these  positions  are  to 
mount  dead  birds,  fishes  and  animals  for  the  purpose 
of  exhibition  and  to  be  responsible  for  the  care  of  sama 

aVAUFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
SlAte  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $840  to  $1200,  inclusiTo^ 
with  standard  salary  rates  as  follows:  $840,  $900, 
$960,  $1020,  $1080,  $1140,  $1200. 


TECHNICAL  ASSISTANT  GROUP  (J  32) 

BkiUed  Labor  Bwroice 
Definition:  Technical  As^iatant  Group 

The  term  Technical  Assistant  Group  is  used  to  identify  those 
authorized  employments  of  the  Skilled  Labor  Service,  the  incum- 
bents of  which  are  required  to  perform,  under  supervision,  simple 
tedmical  laboratory  procedure  not  requiring  specialized  educa- 
tional training. 
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OBADE  I  (J  82  I)  BkiUed  Lodor  Service 

Technical  AtBistani  Group 

TITLE  OP  P08ITI0H  — 

TECHNICAL  ASSISTANT 

DxrriEs— 

Definition: 

The  duties  of  incumbeotLts  of  these  positions  are  to 
perform,  under  aupervision,  the  technical  duties  for 
which  they  have  qualified,  in  the  routine  and  research 
work  of  a  pathological,  bacteriological,  serological  or 
chemical  laboratory. 

QVAIIFICATIONS— 

Persons  holding  these  positions  shall  hdve: 

1.  Not  less  than  two  years  of  training  and  experi- 
ence in  a  laboratory  of  recognized  standing  in  work 
affording  opportunity  to  become  familiar  with  technical 
laboratory  procedure,  but  not  requiring  high  educational 
qualifications^ 

2.  Such  additional  qualifications  as  may  be  required 
by  the  State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $600  to  $1020,  inclusive, 
with  standard  salary  rates  as  follows:  $600,  $660, 
$720,  $840,  $960,  $1020. 

SPECIAL  BEOULATION  G07EBNINO  SALAEY  BATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  are  conditional  upon  ap- 
praisal, under  the  rules  of  the  State  Civil  Service  Com- 
mission, indicating  that  the  rates  to  be  designated  do 
not  exceed  the  value  of  the  work  to  be  performed. 


UPHOLSTERER  OROUP  (J  33) 

BkUUd  L^bor  Service 
Definition:  UphoUterer  Group 

The  term  Upholsterer  Group  is  used  to  identify  those  author- 
ized employments  of  the  Skilled  Labor  Service,  the  incumbeints 
of  which  are  required  to  perform  work  pertaining  to  the  upholster- 
ing trada 
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OBADBI(J88I)  BkiU^La^Be^ 

TITLE  OP  FOSmOHS  —  Upholsterer  Group 

UPHOLSTERER 
DUTIES  — 

Defimtion: 

The  duties  of  incmnbeiits  of  theee  positions  are  to 
make,  mend  or  repair  all  kinds  of  cushions^  seats  and 
otiier  similar  articles. 

aVAUFICATIONS — 

Persons  holding  these  positions  shall  hcuve: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPENSATION  — 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $900  to  $1020^  inclusive, 
with  standard  salary  rates  as  follows:  $900,  $960, 
$1020. 

SPECIAL  BEOULATION  OOVEENINO  ADVANCEMENT  SAL- 

ABY  RATES— 

Advancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


SUPERINTENDENT  OF  GAlflE  BIRD  FARM  GROUP 

(J  34) 

BkiUed  Labor  Bervice 
Definition:  Buperintendent  of  Game  Bird  Farm  Group 

The  term  Superinteadent  of  Game  Bird  Farm  Group  is  used 
to  identify  those  authorized  employments  of  the  iSkilled  Labor 
Service,  the  incumbents  of  which  are  required  to  supervise  the 
State  game  bird  farm,  involving  the  rearing^  protection  and  treatr 
ment  of  game  birds  and  the  general  management  of  the  farm. 
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GRADE  I  (J  34  I) 


SkiUed  Lcbbor  Service 
TITLE  OF  POSITION      Superintendent  of  Oame  Bird  Farm  Grovf 

SUPEKINTENDENT  OF  GAME  BIRD  FARM 
DITTIES  — 

Definition: 

The  duties  of  the  incumbeiit  of  this  position,  which 
involve  general  supervision  of  the  State  Game  Bird 
Farm,  are  to  be  responsible  for  the  rearing,  protection 
and  treatment  of  game  birds,  and,  subject  to  depart- 
mental regulation,  to  perform  the  details  of  the  fann 
management 

QTrAimCATIONS  — 

The  person  heldinff  this  position  shall  ha/oe: 

1.  Not  less  than  five  years  of  practical  experience 
in  the  maaagemosit  ajul  operation  of  a  game  farm,  or  a 
gazQO  presetrve. 

2.  Such  additional  qnslifieations  as  may  be  required 
by  the  State  Civil  Service  Oommiawon. 

COMPENSATIOir— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $1660  to  $2160,  inclusive, 
with  standard  salary  rates  as  follows:  $1560,  $1680, 
$1800,  $1980,  $2160. 

SPECIAL  BEGULATION  OOVEBinNO  ADYANCEHEHT  8AL- 

ABY  RATES— 

Axivancement  within  this  Grade  is  conditional  upon 
appraisal,  under  the  rules  of  the  State  Civil  Service 
Commission,  indicating  that  the  rates  to  be  designated 
do  not  exceed  the  value  of  the  work  to  be  performed. 


LABOR  SERVICE 

(SYMBOL  K) 
Defimtion: 

The  term  Labor  Service  is  used  to  identify  those  authorized 
employments  of  the  State  government,  the  incumbents  of  which 
are  required  to  perform  or  supervise  the  performance  of 
routine  unskilled  manual  work  not  covered  in  any  other  Service 
specification. 
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LABORER  GROUP  (K  1) 

Labor  Service 

Definitum:  ^•**^  <^''- 

The  term  Laborer  Group  is  used  to  identify  those  authorized 
employments  of  the  Labor  Service,  the  incumbents  of  which  are 
required  to  perform,  or  supervise  the  performance  of  routine  un- 
skilled manual  work  not  covered  in  any  other  Group  specification. 
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GRADE  I  (K  1  I)  Labor  Senice 

Laborer  Oroup. 

TITLES  OF  POSITIONS  — 

LABORER 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions, 
which  may  involve  supervision  of  employes,  are  to  per- 
form routine  unskilled  manual  work  not  covered  in  any 
other  Group  specification. 

QTTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

GOXPENSATION- 

The  range  of  annual  compensation  of  this  Grade  for 
full  time  service  is  from  $480  to  $900,  inclusive,  with 
standard  salary  rates  as  follows:  $480,  $540,  $600, 
$660,  $720,  $780,  $840,  $900. 

SPECIAL  BEGTJLATIOir  GOVEBNDrO  SAIABY  BATES- 

The  entrance  and  other  salary  rates  of  poedti(xi0 
classified  within  this  Grade  shall  be  determined  by  de- 
partments on  the  basis  of  local  conditions,  subject  to  the 
rules  of  the  State  Civil  'Service  Commission,  and  are 
conditional  upon  appraisal  under  the  rules  of  the  State 
Civil  Service  Commission,  indicating  that  the  rates  to 
be  designated  do  not  exceed  the  value  of  the  work  to  be 
performed. 


757 

GBADE  n  (K  1  n)  Labor  Service 

Laborer  Chvup. 

TITLES  OF  POSITIONS  — 

FOREMAN  OF  LABOR 
ATTENDANT  (MANSION) 
CHIEF  ORDERLY  (CAPITOL) 

DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  the  work  of  cleaners,  laborers  or  other  em- 
ployes engaged  in  cleaning  buildings,  caring  for  grounds 
or  maintenance  and  construction  work. 

QTTALIFICATIONS  — 

Persons  holding  these  positions  shall  have: 
Such  qualifications  as  may  be  required  by  the  State 
Civil  Service  Commission. 

COMPENSATION— 

FOREMAN  OF  LABOR 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $900  to  $1200, 
inclusive,  with  standard  salary  rates  as  follows :  $900, 
$960,  $1020,  $1080,  $1140,  $1200. 

ATTENDANT  (J^IANSION) 
CHIEF  ORDERLY  (CAPITOL) 

The  range  of  annual  compensation  of  these  positions 
in  this  Grade  for  full  time  service  is  from  $1200  to 
$1560,  inclusive,  with  standard  salary  rates  as  follows: 
$1200,  $1320,  $1440,  $1560. 

SPECIAL  BEOTJLATION  GOTEBNING  SALABY  BATES  — 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  by  de- 
partments on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission,  and 
are  conditional  upon  appraisal  under  the  rules  of  the 
State  Civil  Service  Commission,  indicating  that  the 
rates  to  be  designated  do  not  exceed  the  value  of  the 
work  to  be  i)erf  ormed. 


SPECIAL  LABORER  GROUP  (E  2) 

Lahor  Service 
Definition:  Special  Laborer  Group. 

The  term  Special  Laborer  Group  is  used  to  ideutifj  those 
authorized  employments  of  the  Labor  Service,  the  incumbentB  of 
which  are  required  to  clean  and  care  for  offices  or  laboratories,  or 
to  perform  other  manual  duties  not  covered  in  the  Laborer  Ghroup 
specification. 
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OBADE  I  (K  2  I)  ^<^^or  Service 

Special  Laborer  Group, 

TITLE  OF  POSITIONS  — 

CLEANER  (FEMALE) 
ATTENDANT  (FEMALE) 
FOREWOMAN  OF  CLEANERS 
GAUGE  READER 
LABORATORY  HELPER 
PORTER 

DITTIES  — 

CLEANER  (FEMALE) 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  «upervisian,  work  involved  in  the  scrub- 
bing, mopping,  washing,  sweeping  and  dusting  of  offices, 
halls,  corridors,  etc. 

ATTENDANT  (FEMALE) 
Definitwn: 

The  duties  of  incumbents  of  tiiese  positi^os  are  Id 
care  for  retiring  and  rest  rooms  and  to  perform  inci- 
dental work. 

FOREWOMAN  OF  CLEANERS 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
supervise  and  direct  the  work  of  cleaners  (female). 

GAUGE  READER 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
make  periodic  readings  and  records  of  water  gauges  on 
canals,  reservoirs,  rivers  and  feeders,  and  to  make  pre- 
scribed reports  thereon. 

LABORATORY  HELPER 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
clean  laboratories  and  laboratory  apparatus,  to  receive 
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and  ship  laboratory  materials  and  outfits,  to  care  for 
and  feed  experimental  animals  and  to  assist  members 
of  the  laboratory  stafP  in  related  work. 

POKTER 
Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
perform,  under  sapervinon,  work  involved  in  the  scrub- 
bing, mopping,  wajaimig  and  dusting  of  (^ces,  halls, 
corridors,  ete. 

QTrAimCATIONS  — 

Persons  holding  these  positions  sSiall  have: 
1.  Sueh  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COMPEHSATIOS  — 

CLEANER  (FEMALE) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  part  time  service  of  not  less  than 
twenty-four  hours  per  week,  is  from  $300  to  $390,  in- 
clusive, with  standard  salary  rates  as  follows:  $300, 
$330,  $360,  $390. 

ATTENDANT  (FEMALE) 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  full  time  service  is  from  $480  to  $540, 
inclusive,  with  standard  salary  rates  as  follows:  $480, 
$540. 

FOREWOMAN  OF  CLEANERS 

The  range  of  annual  compensation  of  this  position 
in  this  Grade,  for  part  time  service  of  not  less  than  24 
hours  per  week  is  from  $480  to  $600,  inclusive,  with 
standard  salary  rates  as  follows:     $480,  $540,  $600. 

GAUGE  READER 

The  range  of  monthly  compensation  of  this  position 
in  this  Grade  for  part  time  service  is  from  $4  to  $15. 
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LABORATORY  HELPER 

The  range  of  annual  compensation  of  this  position 
in  this  Grade  for  fall  time  service  is  from  $420  to  $600, 
indnsiTe,  with  standard  salary  rates  as  follows:  $420, 
$480,  $540,  $600. 

POETER 

The  range  of  annual  oompeDBation  of  thia  position 
in  this  Grade  for  full  time  service  is  from  $600  to  $660^ 
inclusive^  with  standard  salary  rates  as  follows :  $600, 
$660. 

SPECIAL  BEOULATION  OOYEBNIHO  SALAKY  SATES— 

The  entrance  and  other  salary  rates  of  positi<Kis 
classified  within  this  Grade  shall  be  determined  by 
departments  on  the  basis  of  local  conditions^  subject  to 
the  rules  of  the  State  Civil  Service  Commission,  and 
are  conditional  upon  appraisal,  under  Ihe  rules  of  the 
State  Civil  Service  Commission,  indicating  that  the  rates 
to  be  designated  do  not  exceed  the  value  of  the  work  to 
be  performed. 


WATCHMAN  GROUP  (E  3) 

Labor  Service 

Defimttan: 

The  term  Watchman  Group  is  used  to  identify  those  author- 
ized employments  in  the  Labor  Service,  the  incumbents  of  which 
are  required  to  exercise  vigilance  in  the  protection  of  property 
owned,  controlled  by,  or  in  the  custody  of  the  Statei,  from  theft, 
fire  or  other  hazard  and  to  perform  cleaning  and  other  light 
laboring  work  when  required. 
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M«%  A  «^«i  «  sww  A  «^  Labor  Service 

GRADE  I  (K  31)  watchman  Qrcup 

TITLES  OF  POSITIONS  — 

WATCHMAN 
ORDERLY 
DITTIES  — 

Definition: 

The  duties  of  incumbents  of  these  positions  are  to 
exercise  vigilance  in  tiie  protection  of  property  owned, 
controlled  by,  or  in  the  custody  of  the  State  from  theft, 
fire  or  other  hazard  and  to  perform  cleaning  and  other 
light  laboring  work  when  required. 

Ewamplee : 

Regulating  water   to   proper   level   in   the   canal  and 

keeping  same  free  from  refuse 

Watching  canal  bank  for  leaks  or  defects,  and  repair- 
ing small  breaks. 

Lighting  and  keeping  signal  lamps  in  oonditioa. 

Making  rounds  of  buildings. 

QTrAimcATioirs— 

Persons  holding  these  positions  shall  have: 
1.  Such  qualifications  as  may  be  required  by  the 
State  Civil  Service  Commission. 

COKPENSATION— 

The  range  of  annual  compensation  of  this  Grade 
for  full  time  service  is  from  $480  to  $900,  inclusive, 
with  standard  salary  rates  as  follows:  $480,  $540, 
$600,  $660,  $720,  $780,  $840,  $900. 

SPECIAL  REGULATION  GOTEBNING  SALABY  BATES— 

The  entrance  and  other  salary  rates  of  positions 
classified  within  this  Grade  shall  be  determined  bv 
departments  on  the  basis  of  local  conditions,  subject  to 
the  rules  of  the  State  Civil  Service  Commission,  and 
are  conditional  upon  appraisal,  under  the  rules  of  the 
State  Civil  Service  Commission,  indicating  that  the 
rates  to  be  designated  do  not  exceed  the  value  of  the  work 
to  be  performed. 


PART  V. 

COMPARATIVE  CLASSIFICATION  OF  EMPLOY- 
MENTS  — PRESENT  AND  PROPOSED  —  SHOWING 
PRESENT  VARIETY  OF  TITLES  AND  EXTENT  OF 
OVERPAYMENT  AND  UNDERPAYMENT. 

The  following  comparative  analysis  of  present  and  proposed 
classification  was  prepared  by  the  Committee's  staff. 

The  work  and  dutnes  performed  by  the  officials  and  employes 
of  the  State  government  were  analyzed  and  compared  with  the 
salary  and  grade  standards  which  have  been  proposed.  On  the 
basis  of  such  analysis,  tentative  appraisals  have  been  mada  The 
following  classification  sets  forth  the  distinctive  types  of  posi- 
tions, by  titles  and  salary  rates,  in  the  State  service  in  reference 
to  the  grade  and  salary  standards  adopted  by  the  Conmiittee,  for 
the  purpose  of  presenting  concretely  the  variety  of  titles  on  the 
one  hand  and  the  variety  of  salary  rates  on  the  other  hand. 

In  interpreting  this  classification  the  following  facts  should 
be  noted: 

1.  Distinctive  types  of  positions  only  are  included.  The 
classification  does  not  list  each  position.  The  appraisal  of  each 
individual  position  has  been  made  and  recorded  on  comparative 
schedules  which  have  been  the  subject  of  conference  with  the 
departments. 

2.  The  appralisals  are  tentative  only,  representing  the  value 
of  the  work  being  performed  rather  than  the  individual  abilities 
of  persons  performing  such  work. 

The  attention  of  the  Committee  has  been  directed  to  the  fact 
that  there  may  be  instances  where  injustice  would  be  done  by  this 
classification  to  an  individual  whose  peculiar  personal  qualifica- 
tions and  potential  ability  make  him  more  valuable  than  would 
appear  from  his  position.     To  discover  such  instances,  if  any 
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exists  is  the  purpose  of  the  departmental  conferenoeB  now  in 
progress.  Becognition  by  department  heads,  however,  of  the 
accuracy  of  the  great  body  of  these  proposals  diows  that  the  in- 
stances of  such  injustice  are  few. 

Assistance  to  the  Legislature  by  way  of  further  verifying  and 
interpreting  these  appraisals  will  be  one  of  the  tasks  of  the  Com- 
mittee if  the  work  is  continued. 


COMPABATIVE      CLASSIFICATION     OF     EMPLOYMENTS PbBSXNT 

AND  Proposed  —  Showing  Pbbsent  Vabibty  of  Titles  and 

EXTENT  of  OvEBFATMENT  AND  UNDERPAYMENT 
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Supervisor  of  Publication. . . 

Stenographer   

Telephone   Operator 

Typist    

Professional  and  Scientific  Service: 
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Actuary   , 

Agronomist 

Archeologist  
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Educational  Service: 

Artist    

Instructor  of  the  Blind. 
Educational  Specialist. . . 
Health  Lecturer 
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Educational  Service  —  cont'd: 

Librarian    846 
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Regents  Examiner 850 
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Examiner  of  Municipal  Ac- 
counts      866 

Parole  Officer 867 
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Inspector  of  Dairy  Products 

and  Food 876 
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Forest  Ranger  and  Observer  882 

Industrial  Inspector 883 
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920 


PAGE 

Skilled  Labor  Service: 

Animal  Husbandry 896 

Artisan  Foreman 897 
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Exhibit    Worker 903 

Fish  Hatchery  Foreman 903 
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Skilled  Labor  Service  —  cont'd: 

MiacellaneouB  Skilled  Laborer  907 

Nursery  Foreman 907 

Painter    907 

Photographer   908 

Plumber  and  Steamfitter . . .  908 

Preparator    909 

Printer    909 

Seamstress    910 

Sheet    Metal    Worker    and 

Roofer    910 

Steam  Roller  Engineman ...  911 
Stone     Mason     and     Stone 

Cutter    911 

Taxidermist   911 

Technical  Assistant 911 

Upholsterer 911 

Labor  Service: 

Laborer   913 

Special    Laborer 916 

Watchman    917 
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